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FOREWORD. 


The  Bureau  of  Navigation,  in  publishing  this  list  of  those  who  died  in  the 
Naval  Service  during  the  World  War,  desires  to  take  advantage  of  the  oc- 
casion and  to  express  its  high  appreciation  of  the  patriotism,  devotion,  and 
loyalty  of  those  citizens  of  the  country  who  have  willingly  given  their  lives 
to  its  service. 

To  the  bereaved  ones  it  wishes  to  express  its  deepest  sympathy  in  the  losses 
they  have  sustained  and  to  offer  them  the  comforting  thought  that  the  de- 
parted ones  have  died  nobly,  and  their  memories  will  ever  be  held  in  sacred 
esteem  by  their  surviving  comrades  and  by  all  citizens  who  appreciate  the 
services  rendered  by  those  who  have  served  in  their  country's  defense.  * 

THOS.  WASHINGTON, 
Chief  of  the  Bureau  of  Navigation. 
WASHINGTON,  D.  C., 

March  17,  1920. 


DEATHS  IN  THE  UNITED  STATES  NAVY  FROM  APRIL  6, 1917, 
TO  NOVEMBER  11, 1918. 

OFFICERS,  REGULAR  AND  RESERVE. 


ABEY,  JABVIS  HARRY,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  Attached  to  U.  S.  S.  Vermont. 

Date :  October  4,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:   Mrs.  Rose  Ellen  Abey    (mother),  222  Lexington  Avenue, 
Rochester,  N.  Y. 

Appointed  from  New  York. 
ADAMS,  HARRY  E.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  United  States  Naval  Air  Station,  Pauillac,  France. 

Date :  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Mamie  Adams  (wife),  R.  F.  D.  4,  Pensacola,  Fla. 

Appointed  from  Rhode  Island. 
AHERN,  JOHN  BERNARD,  gunner,  United  States  Naval  Reserve  Force  (class  4). 

Died:  On  U.  S.  T.  C.  Ticonderoga  (torpedoed). 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  D.  J.  Ahern  (mother),  556  Brown  Avenue,  Manchester,  N.  H. 

Appointed  from  New  Hampshire. 
AIJDEN,  SPENCER  T.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Naval  Air  Station,  Bay  Shore,  Long  Island. 

Date :  May  4,  1918. 

Cause:  Accident  (fracture  frontal  bone,  compound). 

Next  of  kin:  Samuel  R.  Alden  (father),  17  Bank  Block,  Fort  Wayne,  Ind. 

Appointed  from  Michigan. 
ALGAR,  PHILIP,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  Navy  Base  Hospital  No.  5,  France. 

Date:  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Mrs.  Alfred  Algar  (mother),  193  Central  Avenue,  Milton,  Mass. 

Appointed  from  Massachusetts. 
ALLEN,  DAVID  GORDON,  past  assistant  surgeon,  United  States  Navy. 

Died :  At  Porta  Delgada,  Azores,  attached  to  U.  S.  S.  Panther. 

Date:  September  5.  1917. 

Cause :  Food  poison,  acute. 

Next  of  kin:  Annie  Wood   (mother),  10  Taylor  Street,  Savannah,  Ga. 

Appointed  from  Georgia. 
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ALLEN,  EDWARD,  chief  boatswain,  United  States  Navy. 

Died:  At  Brooklyn,  N.  Y. 

Date:  April  16,  1917. 

Cause:  Disease  (carcinoma). 

Next  of  kin:  Mrs.  Edward  Allen  (wife),  802  Washington  Street,  Hoboken, 
N.  J. 

Appointed  from  New  Jersey. 
ALLSTON,  FRANK  C.,  lieutenant,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Westover  (torpedoed). 

Date:  July  11,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  M.  C.  C.  Allston,  (wife),  Summerville,  S.  C. 

Appointed  from  South  Carolina. 

ANDREWS,    JUNIUS    FRANKLIN,    ensign,    United    States   Naval    Reserve   Force 
(class  5). 

Died :  At  Naval  Air  Station,  Chatham,  Mass. 

Date:  July  13,  1918. 

Cause:  Accident  (burned  to  death). 

Next  of  kin:  Augusta  L.  Andrews   (mother),  913  Hangier  Avenue,  Dur- 
ham, N.  C. 

Appointed  from  Maryland. 
ANTOSCH,  WALTER,  machinist,  United  States  Naval  Reserve  Force   (class  3). 

Died:  On  U.  S.  S.  Westbridge  (torpedoed). 

Date:  August  15,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Anton  Antosch  (father),  609  Third  Avenue,  New  York,  N.  Y. 

Appointed  from  New  York. 

ABBOGAST,    WHELDAN    SMITH,    ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  Herman  Frasch  when  it  collided  with  O.  C.  Henry. 

Date:  October  4,  1918. 

Cause:  Accident. 

Next  of  kin:  Sarah  Ellen,  Arbogast  (mother),  313  West  Jefferson  Street, 
Springfield,  Ohio. 

Appointed  from  Ohio. 
ABNOLD,  CON  WAY  H.,  rear  admiral,  United  States  Navy  (retired). 

Died :  At  home. 

Date:  July  16,  1917. 

Cause:  Disease  (nephritis,  chronic,  interstitial). 

Next  of  kin:  Fanny  W.  Arnold   (wife),  800  Riverside  Drive,  New  York, 
N.  Y. 

Appointed  from  New  York. 
ASPEB,  BUBT  J.,  lieutenant  (junior  grade)  (Medical  Corps)  United  States  Navy. 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  John  C.  Asper  (father),  329  South  Main  Street,  Chambers- 
burg,  Pa. 

Appointed  from  Maryland. 
AVERILL,  RAY  RUFUS,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  U.  S.  S.  Tenadores. 

Date :  October  17,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Helen  B.  Averill  (wife)  Wentworth,  N.  H. 

Appointed  from  Massachusetts. 


AVEBY,  ROBERT  GILBEBT,  lieutenant,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Naval  Hospital,  Norfolk,  Va. 

Date:  October  8,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Ella   May   A  very    (wife),   137   East   Avenue,    South,   Balti- 
more, Md. 

Appointed  from  Maryland. 

BABNES,   MEBBITT  HAWTHOBNE,   ensign,  United   States  Naval   Reserve   Force 
(class  4). 

Died:  Naval  Hospital,  Washington,  D.  C. 

Date :  October  20,  1918. 

Cause:  Disease  (influenza,  pneumonia). 

Next  of  kin:  Mabel  B.  Richardson  (mother),  56  Liberty  Street,  Danvers, 
Mass. 

Appointed  from  Pennsylvania. 
BABNEY,  EDWABD  SELBY,  ensign   (Supply  Corps),  United  States  Navy. 

Died :  At  Fort  Lyon,  Colo. 

Date :  May  21,  1918. 

Cause:  Disease  (tuberculosis,  pulmonary,  chronic). 

Next  of  kin:  Jean  Barney  (wife),  2220  Blake  Street,  Berkeley,  Calif. 

Appointed  from  West  Virginia. 
BABBY,  EDMUND  BOSTON,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  At  United  States  Naval  Air  Station,  St.  Trojan,  France. 

Date:  August  22,  1918. 

Cause:  Accident  (result  of  explosion  of  bomb  on  seaplane). 

Next  of  kin:  Edmund  P.  Barry  (father),  52  Cady  Street,  Rochester,  N.  Y. 

Appointed  from  New  York. 
BATE,  ALBEBT  JOHN,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  At  Base  Hospital  No.  6. 

Date:  September  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Edmond  Hill  Bate  (brother),  50  Church  Street,  New  York, 
N.  Y. 

Appointed  from  California. 
BAUME,  THOMAS  AUSTIN,  boatswain,  United  States  Navy. 

Died:  Mare  Island,  Calif. 

Date:  October  23,  1918. 

Cause:  Disease  (influenza). 

Next   of  kin:   Mrs.   Frances  Elizabeth  Baume    (wife),  438  York   Street, 
Vallejo,  Calif. 

Appointed  from  California. 
BAUSH,  ROBERT  O.,  lieutenant  commander,  United  States  Navy. 

Died:  On  U.  S.  S.  Solace. 

Date:  February  14,  1918. 

Cause:  Accident  (fall). 

Next  of  kin:  Mrs.  Lucille  B.  Baush  (wife),  care  of  W.  D.  Belt,  jr.,  901 
S.  W.  Life  Building,  Dallas,  Tex. 

Appointed  from  Pennsylvania. 
BECKHABDT,  JOSEPH  S.,  pay  clerk,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  Naval  Hospital,  New  York. 

Date:  April  18,  1918. 

Cause:  Disease  (diphtheria). 

Next   of  kin:   Mrs.   Martha   Jane  Lamb  Beckhardt    (mother),   90  South 
Howell  Street,  Hillsdale,  Mich. 

Appointed  from  Michigan. 


8 

BEECHEB,  JAMES  SWAIN,  lieutenant  commander  (Supply  Corps),  United  States 
Navy. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y. 

Date:  October  9,  1918. 

Cause:  Disease  (influenza,  pneumonia). 

Next  of  kin:  Mr.  Henry  L.  Beecher  (brother),  404  South  German  Street, 
New  Ulm,  Conn. 

Appointed  from  Minnesota. 
BELCHER,  BUKTON  ELI  AS,  lieutenant  (Medical  Corps),  United  States  Navy. 

Died:  On  U.  S.  S.  Mercury. 

Date:  October  20,  1918. 

Cause:  Disease  (influenza  complicated  with  pneumonia). 

Next  of  kin:  Mrs.  Eleanor  B.  Belcher  (wife),  Gloucester,  Va. 

Appointed  from  Florida. 
BELL,  ALEXANDER  BROWN,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  Naval  Hospital,  Norfolk,  Va. 

Date:  October  25,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  Jessie  Bell  (mother),  821  Irving  Street,  Portland,  Oreg. 

Appointed  from  Oregon. 

BELL,  EDWARD  EVERETT,  Jr.,  lieutenant  (junior  grade),  (Supply  Corps),  United 
States  Navy. 

Died  :  At  home  (address  below). 

Date:  October  13,  1918. 

Cause:  Disease  (Spanish  influenza). 

Next  of  kin:  Mrs.  Leonia  Royer  Bell  (mother),  490  Broad  Avenue,  Leonia, 
N.  J. 

Appointed  from  New  York. 
BELLAK,  JOSEPH  FAUSSETT,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  home. 

Date:  October  4,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Blanche  Agnes  Bellak  (mother),  2102  O  Street  NW.,  Wash- 
ington, D.  C. 

Appointed  from  Pennsylvania. 
BENNETT,  JOHN  WILLIAM,  boatswain,  United  States  Navy. 

Died:  Navy  Yard,  Philadelphia,  Pa. 

Date:  February  2,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Kate  Bennett  (mother),  12  Holland  Road,  Worcester,  Mass. 

Appointed  from  Massachusetts. 
BENNETT,  WILLIAM,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died:  U.  S.  S.  Ticonderoga  (torpedoed). 

Date:  September  20,  1918. 

Cause :  Enemy  action. 

Next  of  kin :  Rachael  Bennett,  384  Lovell  Street,  East  Boston,  Mass. 

Appointed  from  Massachusetts. 
BERARD,  EMILE  CRESSY,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  United  States  Naval  Hospital,  Norfolk,  Va. 

Date :  October  12,,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Alphonsirie  Berard  (wife),  12  Tenth  Street,  West  New  York, 
N.  J. 

Appointed  from  New  York. 


BEBGEN,  Lotus  JOSEPH,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Hospital,  Ravena,  Italy. 

Date:  September  15,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Helen  Jane  Bergen  (mother),  20  Austin  Street,  Kew  Gardens, 
Long  Island,  N.  Y. 

Appointed  from  New  York. 
BIGELMAN,  HAKBY  CLIFFORD,  ensign,  United  States  Reserve  Force  (class  4). 

Died:  Hampton  Roads,  Va. 

Date:  October  21,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin :  Bertie  Louis  Bigelman  (wife),  Acorn  Point,  Hampton,  Va. 

Appointed  from  Florida. 
BJOBNSTAD,  BEBXABD,  lieutenant  (Supply  Corps),  United  States  Navy. 

Died :  Red  Cross  Military  Hospital  No.  8,  Paris,  France. 

Date :  October  6,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  J.  O.  Bjornstad  (father),  Brule,  Wis. 

Appointed  from  Wisconsin. 

BLACKSTONE,  HEBBEBT  WILLIAM,  gunner,  United  States  Naval  Reserve  Force 
(class  3)    (R). 

Died :  Naval  Hospital,  Charleston,  S.  C. 

Date:  October  12,  1918. 

Cause:  Disease  (pnuemonia,  lobar). 

Next  of  kin:  Herbert  A.  Blackstone  (father),  The  Weirs,  N.  H. 

Appointed  from  New  York. 
BLAKELY,  FBANK  DUBHAM,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  At  home  (address  below). 

Date:  March  23,  1918. 

Cause:  Disease  (pneumonia  lobar). 

Next  of  kin:  Polly  Blakely   (wife),  600  West  One  hundred  and  seventy- 
eighth  Street,  New  York,  N.  Y. 

Appointed  from  New  Jersey. 
BOHAN,  JOSEPH  FBANCIS,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Marseille,  France. 

Date :  October  18,  1918. 

Cause:  Disease  (pneumonia). 

Next   of   kin:    Agnes   Teresa   Bohan    (mother),   410    Gaston    Street,    Sa- 
vannah, Ga. 

Appointed  from  Georgia. 
BOLAND,  JOHN  JAMES,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  U.  S.  A.  T.  C.  Ticonderoga  (torpedoed). 

Date :  September  30,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Madeline  Boland    (wife),  471  Jackson  Avenue, 
Bronx,  N.  Y. 

Appointed  from  New  York. 
BOLIN,  HABBY  DOUGLAS,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  Depew,  N.  Y. 

Date:  October  15,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Louise  Elnora  Bolin   (wife),  824  Beecher  Street,  Indianap- 
olis, Ind. 

Appointed  from  Indiana. 
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BOLLES,  RICHARD  BENAULPH,  assistant  paymaster,  United  States  Navy. 

Died:  Santa  Rosa,  Calif. 

Date:  February  19,  1918. 

Cause:  Disease  (carcinoma  of  liver). 

Next  of   kin:   Mrs.   Bessie  Bolles    (wife),   1419  East   First   Street,   Long 
Beach,  Calif. 

Appointed  from  Massachusetts. 
BONNER,  WILLIAM  JOSEPH,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  the  U.  S.  S.  Tjikenbang. 

Date:  September  20,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  George  F.  Bouner  (father),  395  Talbot  Avenue,  Dorchester, 
Mass. 

Appointed  from  —      — . 
BOORSE,  ARTHUR  LEE,  ensign,  United  States  Naval  Reserve  Force   (class  5). 

Died :  At  Brest,  France. 

Date:  August  21,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Mrs.   Evelyn   Glass  Boorse    (wife),   2030  Quinlan   Avenue, 
Birmingham,  Ala. 

Appointed  from  Wisconsin. 

BORBELL,   LEONARD  PASCAL,   gunner    (E),  United   States  Naval  Reserve  Force 
(class  2). 

Died :  Navy  Annex  Hospital,  Philadelphia,  Pa. 

Date :  September  28,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  L.  P.  Borrell    (mother),  44  Oliver  Street,  Bloomfleld, 
N.  J. ;  Mrs.  Mable  H.  Borrell  (wife),  10  Carroll  Street,  East  Orange,  N.  J. 

Appointed  from  New  Jersey. 
BOSTROM,  CARL  AUGUSTUS,  lieutenant  commander,  United  States  Navy. 

Died:  Naval  Hospital,  Hampton  Roads,  Va. 

Date :  February  26,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Christine  Bostrom   (mother),  531  Seventh  Street  NE., 
Washington,  D.  C. 

Appointed  from  Ohio. 
BOURNIQUE,  JOY  CURTIS,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Pensacola,  Fla. 

Date :  September  24,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Eugene  A.  Bournique   (father),  701  First  National  Bank 
Building,  Chicago,  111. 

Appointed  from  Illinois. 

BOWER,    THOMAS    TAYLOR,    lieutenant,    United    States    Naval    Reserve    Force 
(class  1). 

Died :  Naval  Hospital,  Washington,  D.  C. 

Date :  October  11,  1918. 

Cause:  Disease  (influenza  pneumonia). 

Next  of  kin:  Mrs.  Helen  Sarah  Bower  (wife),  Indianhead,  Md. 

Appointed  from  Pennsylvania. 

BOWES,  HENRY  J.,  lieutenant  (junior  grade),  United  States  Naval  Reserve  Force 
(class  4). 

Died :  On  board  submarine  chaser  No.  209. 
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BOWES,  HENRY  J. — Continued. 

Date :  August  27,  1918. 

Cause:  Accident  (sunk). 

Next  of  kin:  Mrs.  Evaline  H.  Bowes  (wife),  Wellwood  Avenue,  Merchant- 
ville,  N.  J. 

Appointed  from  Pennsylvania. 
BOWMAN,  CHARLES  GRIMES,  commodore  (retired),  United  States  Navy. 

Died:  Milwaukee  Hospital,  Milwaukee,  Wis. 

Date:  October  5,  1918. 

Cause:  Disease  (carcinoma  of  stomach). 

Next  of  kin  :  Josephine  McF.  Bowman  (wife),  Delphi,  Ind. 

Appointed  from  Indiana. 

BOWMAN,  JOHN  CLINTON,  lieutenant  (junior  grade),  (Medical  Corps),  Reserve 
Force    (class  4). 

Died :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date:   October  2,   1918. 

Cause:  Disease  (pneumonia,  influenza). 

Next  of  kin:  H.  N.  Bowman   (half  brother),  Canton,  Ohio. 

Appointed  from  Ohio. 
BREARLEY,  SPENCER  C.,  carpenter  (retired),  United  States  Navy. 

Died:  Naval  Hospital,  N.  Y. 

Date:  May  8,  1917. 

Cause:  Disease  (nephritis,  chronic,  parenchymatous). 

Next  of  kin:  Anna  E.  B  rear  ley    (wife),  72  Sylvan  Street,  Rutherford, 
Bergen   County,   N.   J. 

Appointed   from   Pennsylvania. 
BREED,  FRANCIS  RANDALL,  ensign,  Reserve  Force. 

Died:  At  Rochester,  N.  Y. 

Date:   October  15,   1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Julia  B.  French  (sister),  Brighton,  N.  Y.    R.  F.  D.  1. 

Appointed  from  New  York. 
BRICKHOUSE,  WILLIAM  HENRY,  ensign  (Supply  Corps),  Reserve  Force  (class  4). 

Died:  Naval  Hospital,  Portsmouth,  Va. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of  kin:   Ida  E.  Brickhouse    (wife),  418  West  Thirty-fifth   Street, 
Norfolk,  Va. 

Appointed    from   Virginia. 
BRINKHAM,  ROBERT  CHARLES,  lieutenant,  Reserve  Force  (class  3). 

Died :  United  States  Naval  Hospital,  Philadelphia,  Pa. 

Date:   October  8,   1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of   kin:   Fred   A.    Brinkman    (brother),   240   Grand    Street,   Jersey 
City,  N.  J. 

Appointed  from  New  York. 
BROOKS,  JONOTHAN,  paymaster,  United  States  Navy. 

Died:    Redlands,    Calif. 

Date:   July  12,   1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Mary  Elizabeth  Brooks  (wife),  Redlands,  Calif. 

Appointed   from    Massachusetts. 
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BROWN,  HENKY  CARTWHIGHT,  ensign,  Reserve  Force  (class  8). 

Died:  On  U.  S.  S.  Buena  Ventura  (torpedoed). 

Date:   September  16,  1918. 

Cause :  Enemy  action. 

Next  of  kin  :  John  C.  Brown  (father),  937  Bergen  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
BROWN,  HUGH,  lieutenant  commander,  United  States  Navy. 

Died :  At  Naval  Hospital,  Chelsea,  Mass. 

Date :   September  26,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:    Estelle  Johnson  Brown  (wife),  care  of  Indiana  Trust  Co., 
Indianapolis,  Ind. 

Appointed  from  Indiana. 

BBUNS,  CHKISTOIM-IKK  LESLIE,  lieutenant  (junior  grade)   (retired),  United  States 
Navy. 

Died :   St.  Elizabeths  Hospital,  Washington,  D.  C. 

Date :  September  24,  1918. 

Cause:  Disease  (dementia  paralytica). 

Next  of  kin:    Carmelite  Constant  Brims    (wife),  2647  Broadway,   New 
York,  N.  Y. 

Appointed  from  New  York. 
BUFFUM,  WILLIAM  HENBY,  lieutenant,  Reserve  Force  (class  4). 

Died:    United  States  Naval  Hospital,  Liverpool,  England. 

Date :  October  13,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin  :  Edith  Campbell  Buffum  (wife),  37  George  Street,  Providence, 
R.  I. 

Appointed  from  Rhode  Island. 
BURLING,  JOSEPH  EDGAB,  pay  clerk,  Reserve  Force  (class  3). 

Died  :  Brooklyn,  N.  Y. 

Date :  October  15, 1918. 

Cause:  Disease  (pneumonia  lobar  following  influenza). 

Next  of  kin:   Elsie  M.  Burling  (wife),  693  Quincy  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
BURNS,  JOHN  LEWIS,  gunner,  United  States  Navy. 

Died :   Naval  Hospital,  Portsmouth,  N.  H. 

Date :  August  6,  1918. 

Cause:  Accident  (wound,  gunshot,  skull). 

Next  of  kin:  Michael  N.  Burns  (father),  Birchardsville,  Pa.,  R.  F.  D. 

Appointed  from  New  York. 
BURROUGHS,  ALONZO  CKONIEB,  chief  carpenter  (retired),  United  States  Navy. 

Died:  Norfolk,  Va. 

Date :  April  16,  1918. 

Cause:  Disease  (cardiac  dilation,  acute). 

Next  of  kin:  Mrs.  Ida  V.  Burroughs  (wife),  223  Thirty-third  Street,  Nor- 
folk, Va. 

Appointed  from  Virginia. 
BUBTON,  WALTER  CABL,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Fabiola  Hospital,  Oakland,  Calif. 

Date :  June  15,  1917. 

Cause:  Accident  (result  of  injuries  received  in  collision  between  auto  and 
electric  train). 

Next  of  kin:  Georgia  Edith  Burton   (wife),  519  Virginia  Street,  Vallejo, 
Calif. 

Appointed  from  California. 
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BUTTERWORTH,  WILLIAM  H.,  ensign,  NNV. 
Died:  Naval  Hospital,  Chelsea,  Mass. 
Date :  August  7, 1917. 

Cause:  Disease  (meningitis,  cerebrospinal ) . 
Next  of  kin:  C.  N.  Emerson  (best  friend),  176  Leyden  Street,  East  Boston. 

Mass. 
Appointed  from  Massachusetts. 

CAIN,  JOHN  J.,  ensign,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Cyclops  (when  reported  missing). 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Ellen  Purcell,  (sister),  Fairview,  Colo. 

Appointed  from  Colorado. 

CALDWELL,  RALPH  DILLINGHAM,  ensign,  United   States  Naval  Reserve  Force, 
(class  3). 

Died:  U.  S.  S.  Westover  (torpedoed). 

Date:  July  11,  1918. 

Cause:  Enemy  action. 

Next  of  kin :  Lena  S.  Caldwell  (mother),  20  Runnels  Street,  Woodfords,  Me. 

Appointed  from  Maine. 

CALHOUN,  CHAKLES  RAYMOND,  lieutenant  commander  United  States  Naval  Re- 
serve Force  (class  3). 

Died :  At  base  hospital,  No.  101,  France. 

Date:  October  21,  1918. 

Cause:  Accident. 

Next  of  kin:  Lucy  Brewer  Calhoun   (wife),  1412  East  Columbia  Avenue, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
CANNING,  AUSTIN  PETEB,  lieutenant  United  States  Naval  Reserve  Force  (class  4). 

Died :  Navy  Base  Hospital  No.  5. 

Date:  September  27,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Catherine  Theresa  Canning  (wife),  34  Fourth  Place,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
CARPENTER,  HOWARD  C.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died:  Naval  Hospital,  Pittsburgh,  Pa. 

Date:  May  28,  1918. 

Cause:  Disease  (spinal  meningitis). 

Next  of  kin:  Mrs.  and  Mr.  John  W.  Carpenter  (parents),  Wheeling,  W.  Va. 
(Hotel  Windsor). 

Appointed  from  Pennsylvania. 
CAKRIGER,  HARRY  JOHN,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Mare  Island,  Calif. 

Date :  October  13,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mollie  Elizabeth  Carriger  (mother),  Minald,  Tex. 

Appointed  from  Texas. 
CARROLL,  MICHAEL  JAMES,  lieutenant   (junior  grade),  Reserve  Force   (Medical 

Corps)   (class  4). 

Died :  Naval  Hospital,  Newport,  R.  I. 

Date :  September  29,  1918. 
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CARROLL,  MICHAEL  JAMES — Continued. 
Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  W.  Carroll  (sister),  Maine  Street,  Lenox,  Mass. 
Appointed  from  Massachusetts. 

CASKEY,   GARDNER   LENNON,   commander,   United   States  Navy. 
Died:  Garison  Hospital,  Berehaven,  Ireland. 
Date :  November  2,  1918. 
Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Henrietta  H.  Caskey   (wife),  Orangeburg,  S.  C. 
Appointed  from  Michigan. 

CATCHPOLE,  HARRY  G.,  ensign,  United  States  Naval  Reserve  Force, 
Died :  Near  Five  Fathom  Lightship,  Cape  May,  N.  J. 
Date :  September  14,  1918. 
Cause:  Accident  (seaplane). 
Next   of    kin:    Anna    Mary    Catchpole    (mother),    1674    Amherst    Street, 

Buffalo,  N.  Y. 
Appointed  from  New  York. 

GATE,  LAWRENCE  HILL,  ensign,  United  States  Naval  Reserve  Force  (class  5). 
Died :  At  Naval  Station,  Pensacola,  Fla. 
Date :  October  9,  1918. 
Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Frederick  Gate  (mother),  Weymouth,  Mass. 
Appointed  from  Massachusetts. 
GHASE,  VOLNEY  O.,  captain,  United  States  Navy. 
Died:  At  Washington,  D.  C. 
Date :  June  25,  1917. 

Cause:  Disease  (syncope  at  angina  pectoris). 

Next  of  kin:  Susan  B.  Chase  (wife),  1856  Mintwood  Place  NW.,  Washing- 
ton, D.  C. 

Appointed  from  Louisiana. 

CHENEY,  RICHARD  H.,  chief  gunner  (retired),  United  States  Navy. 
Died :  At  Naval  Hospital,  Philadelphia,  Pa. 
Date :  May  19,  1917. 

Cause:  Disease  (arterial  sclerosis,  general). 

Next  of  kin:  Alice  Cheney  (mother),  59  Chestnut  Street,  Philadelphia,  Pa. 
Appointed  from  Pennsylvania. 

CHILDS,  EARL  W.  F.,  lieutenant,  United  States  Navy. 
Died :  While  serving  with  British  Navy. 
Date:  (About)  March  7,  1918. 
Cause:  Accident  (drowned). 

Next  of  kin:  Margaret  F.  Childs  (mother),  125  West  Market  Street,  Lewis- 
town,  Pa.;  Gertrude  Boucher  Childs  (wife),  1144  Eighty-fourth  Street, 
Brooklyn,  N.  Y. 
Appointed  from  Pennsylvania. 
CHISHOLM,  GEORGE  ALEXANDER,  lieutenant  (junior  grade),  United  States  Naval 

Reserve  Force. 

Died :  On  II.  S.  S.  Los  Angeles. 
Date :  September  29,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Lillian  Chisholm  (sister),  25  Highland  Avenue,  Newtonville, 

Mass. 
Appointed  from  Massachusetts. 
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CHRISTIANSEN,  RTJSHMER  C.,  lieutenant,  Medical  Corps,  United  States  Navy. 

Died :  At  Mare  Island,  Calif. 

Date :  October  18,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Ruth  L.  Christiansen   (wife),  1646  Walnut  Street,  Berkeley, 
Calif. 

Appointed  from  California. 
CLARK,  ROBERT  F.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Brest,  France. 

Date:  August  21,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Robert  J.  Clark  (father),  94  Village  Street,  Dedham,  Mass. 

Appointed  from  Massachusetts. 
CLARKE,  CHARLES  F.,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died :  Naval  Hospital,  Chelsea,  Mass. 

Date :  August  16,  1917. 

Cause:  Disease  (nephritis,  chronic,  parenchymatous). 

Next  of  kin:  Mary  E:  Clarke  (wife),  Calais,  Me. 

Appointed  from  Maine. 
CLEMENTS,  JAMES  RENVILLE,  ensign,  Reserve  Force  (class  5). 

Died:  At  Red  Cross  Military  Hospital,  No.  1,  France  (Paris). 

Date :  October  8,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  William  L.  Clements  (father),  Industrial  Works,  Bay  City,  Mich. 

Appointed  from  Michigan. 
CLEPHANE,  ALAN  O.,  lieutenant  (junior  grade),  Reserve  Force  (class  4). 

Died:  At  home  (address  below). 

Date:  January  13,  1918. 

Cause:  Disease  (pleurisy). 

Next  of  kin:  Mrs.  Alan  O.  Clephane  (wife).  1869  Mintwood  Place  NW., 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 
COMLY,  SAMUEL  P.,  rear  admiral  (retired),  United  States  Navy. 

Died :  At  Woodbury,  N.  J. 

Date :  April  10,  1918. 

Cause:  Disease  (carcinoma  of  stomach). 

Next  of  kin:  Hannah  L.  Comly  (wife),  237  Poplar  Avenue,  Woodbury,  N.  J. 

Appointed  from  New  Jersey. 
CONRADI,  JOHN  P.,  ensign,  United  States  Navy. 

Died :  Naval  Hospital,  New  York,  N.  Y. 

Date :  March  20,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  J.  P.  Conradi  (wife),  88  Clinton  Avenue,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
COOK,  NORMAN  SMALL,  lieutenant  (junior  grade),  Reserve  Force. 

Died:  At  Base  19,  Lerient,  France.     (Commanding  Douglas.) 

Date :  August  4,  1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Jennie  W.  Cook  (wife),  Provincetown,  Mass. 

Appointed  from  Massachusetts. 
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COOKE,  ROBERT  P.,  assistant  paymaster,  Reserve  Force  (class  2). 

Died:  Naval  Hospital,  Norfolk,  Va. 

Date :  February  26,  1918. 

Cause:  Disease  (myelitis,  disseminated). 

Next  of  kin:  Emma  Cooke  (mother),  4  Cumberland  Apartment,  Johnson 
City,  Tenn. 

Appointed  from  Tennessee.  • 

CORTRIGHT,  WM.  ABRAM,  jr.,  ensign,  Reserve  Force. 

Died :  At  Base  Hospital  No.  4,  Queenstown,  Ireland. 

Date :  October  31,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  W.  A.  Cortright  (father),  Warren  Street,  Beverly,  N.  J. 

Appointed  from  New  Jersey. 

COURTENAY,  GORDON  TREVOR,  lieutenant  (junior  grade)  (Medical  Corps),  Reserve 
Force   (class  4). 

Died:  Willard  Park  Hospital,  New  York. 

Date:   September  23,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Margery  Courtenay  (wife),  4027  Ibis  Street,  San  Diego,  Calif. 

Appointed  from  California. 
Cox,  LESLIE  HUTCHINSON,  ensign  (Supply  Corps),  Reserve  Force  (class  4). 

Died :  At  United  States  Naval  Hospital,  Washington,  D.  C. 

Date:  October  4,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Annie  Hutchinson  Cox  (mother),  Bordentown,  N.  J. 

Appointed  from  New  Jersey. 
CBAILIE,  CHARLES  CABANNE,  ensign,,  Reserve  Force  (class  5). 

Died:  At  Naval  Base,  Norfolk,  Va. 

Date:  May  17,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Lillian  P.  Kroeble  (mother),  3115  Greenwood  Road,  Brook- 
lyn, N.  Y. 

Appointed  from  Rhode  Island. 
CRANK,  ROBERT  KYLE,  captain,  United  States  Navy. 

Died:  Philadelphia,  Pa. 

Date :  January  17,  1918. 

Cause:  Disease  (hemorrhage  into  cerebrum). 

Next  of  kin:  James  M.  Crank  (brother),  58  West  Fifty -eighth  Street,  New 
York,  N.  Y. 

Appointed  from  Texas. 
CBAWLEY,  WILLIAM  WILSON,  gunner,  United  States  Navy. 

Died:  North  River. 

Date:  June  23,  1918. 

Cause:  Accident  (drowned  while  bathing). 

Next  of  kin:  Belle  G.  Vickers  (mother),  R.  F.  D.  1,  Ardmore,  Tenn. 

Appointed  from  Tennessee. 
CRESAP,  JAMES  MCDOWELL,  lieutenant  commander,  United  States  Navy. 

Died :  Naval  Hospital,  Annapolis,  Md. 

Date :  October  25,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Claiborne  F.  Cresap  (wife),  98  College  Avenue,  Annapolis,  Md. 

Appointed  from  Maryland. 
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CRIMMINS,  JOSEPH  ALOYSIUS,  machinist  (retired),  United  States  Navy. 

Died :  Laurel  Avenue,  River  Edge,  N.  J. 

Date:  July  29,  1918. 

Cause:  Disease  (Tuberculosis,  chronic  pulmonary). 

Next   of   kin:    Mary    Roberta   Crimmins    (wife),    Laurel   Avenue,    River 
Edge,  N.  J. 

Appointed  from  New  Jersey. 
CROSSCUT,  WOLDEMAN  E.,  ensign,  Reserve  Force  (class  5). 

Died :  At  Moutchic,  Lacanau,  France. 

Date :  July  7,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Louis  E.  Crosscup  (father),  167  Warren  Avenue,  Wollaston, 
Mass. 

Appointed  from  Massachusetts. 
CRUSE,  JOHN  ROGER,  lieutenant,  United  States  Navy. 

Died :  Naval  Hospital,  Fort  Lyon,  Colo. 

Date :  November  4,  1918. 

Cause:  Disease  (tuberculosis,  abdominal). 

Next  of  kin:  Mabel  Esther  Cruse  (wife),  1313  Kentucky  Avenue,  Sedalia, 
Mo. 

Appointed  from  Missouri. 

CUNNINGHAM,  BERTRAM  LEO,  lieutenant  (junior  grade)  Reserve  Force  (Medical 
Corps) . 

Died :  At  home. 

Date :  October  22,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  B.  L.  Cunningham  (wife),  562  West  One  hundred  and  sixty- 
fourth  Street,  New  York. 

Appointed  from  New  York. 
CURRIE,  ORMAN  A.,  machinist  (retired)  United  States  Navy. 

Died :  At  Mare  Island,  Calif. 

Date :  March  30,  1918. 

Cause:  Accident  (fracture  of  left  femur). 

Next  of  kin:  Matilda  Guinivan   (sister),  23  Lovett  Street,  Beverly,  Mass. 

Appointed  from  Massachusetts. 
CUTLEE,  STUART  SLOANE,  ensign,  United  States  Navy. 

Died :  New  York,  N.  Y. 

Date:  October  10,  1918. 

Cause:  Disease  (influenza). 

Next   of   kin:    Mary    Juliana    Cutler    (wife),    1048    Fifty-seventh    Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 

DAVEY,  HARRY  ELLSWORTH,  lieutenant  (junior  grade)    (Medical  Corps),  United 
States  Naval  Reserve  Force. 

Died :  Keene,  N.  H.,  67  Summer  Street. 

Date :  October  5,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin  :  No  record. 

Appointed  from  New  Hampshire. 
DAVIDSON,  DELOZIER,  ensign,  Reserve  Force  (class  5). 

Died:  Moutchic  Lacanau,  France. 

Date :  August  14,  1918. 
174483—20 2 
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DAVIDSON,  DELOZIEB — Continued. 

Cause:  Accident  (seaplane). 

Next   of   kin:  Marie   A.    Davidson    (mother),   657   Broad    Street,    Kllzn- 
beth,  N.  J. 

Appointed  from  New  Jersey. 
DAVIS,  HARBT  MATTHEWS,  carpenter,  United  States  Navy. 

Died:  U.  S.  S.  Cyclops  (when  reported  missing). 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Dora  E.  Davis  (wife),  202  South  Catalina  Avenue,  Redondo 
Beach,  Calif. 

No  record. 
DEAKIN,  ROBERT  EDGAR,  ensign,  Reserve  Force. 

Died :  On  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident  (Herman  Frasch  collided  with  U.  S.  G.  G.  Henry). 

Next  of  kin:  Josephine  Deakin    (mother),  244  President   Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
DEAKINS,  AUBBEY  POOLE,  ensign,  United  States  Naval  Reserve  Force. 

Died :  New  York,  N.  Y. 

Date :  October  25, 1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Ida  Linda  Deakins  (mother),  312  Sixty-eighth  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
DE  COUBCY,  JOHN,  chief  pay  clerk,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Mare  Island,  Calif. 

Date:  August  14,  1918. 

Cause:  Disease  (dysentery). 

Next  of  kin  :  Christina  De  Courcy  (mother),  39  South  Fifth  Avenue,  Mount 
Vernon,  N.  Y. 

Appointed  from  New  York. 
DELEHANTY,  DANIEL,  captain  (retired),  United  States  Navy. 

Died :  Pelham  Bay  Park,  New  York,  N.  Y. 

Date:  February  2,  1918. 

Cause:  Disease  (nephritis,  chronic,  interstitial). 

Next  of  kin:  Mrs.  Fanny  M.  W.  Delehanty  (wife),  236  Cliff  Avenue,  New 
York,  N.  Y. 

Appointed  from  New  York. 

DELEHANTY,   MICHAEL  JOSEPH,   ensign,   United    States   Naval   Reserve   Force 
(class  5). 

Died :  Pensacola,  Fla. 

Date :  March  26,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Ellen  Delehanty  (mother),  66  Bowdoin  Street,  Boston,  Mass. 

Appointed  from  Massachusetts. 
DOANE,  HAROLD  PARKER,  ensign  (inactive),  United  States  Naval  Reserve  Force. 

Died  :  Brooklyn,  N.  Y. 

Date :  March  2,  1918. 

Cause:  Accident  (drowning). 

Next  of  kin:  Myrtle  B.  Doane  (wife),  Harwichport,  Mass. 

Appointed  from  Massachusetts. 


19 

DOHEKTT,  WIT.T.TAM  HENEY,  pay  inspector,  United  States  Navy. 

Died :  Sherman  Apartments,  New  York,  N.  Y. 

Date :  July  1C,  1918. 

Cause:  Disease  (cirrhosis  of  liver,  atrophic). 

Next  of  kin:  Mrs.  Florence  E.  Doherty  (wife),  Hotel  Margaret,  Brooklyn, 
N.  Y. 

Appointed  from  New  York. 
DRAPER,  THOMAS  W.  M.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Naval  Air  Station,  Pensacola,  Fla. 

Date :  March  26,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Anna  M.  Draper  (wife),  Brighton,  Montgomery  County, 
Md. 

Appointed  from  New  York. 

DUKE,  LEO  E.,  ensign,  Supply  Corps,  United  States  Naval  Reserve  Force  (class 
4). 

Died :  At  home,  Philadelphia,  Pa. 

Date :  September  26,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Lydia  P.  Duke  (wife),  5440  Walnut  Street,  Philadelphia, 
Pa. 

Appointed  from  Pennsylvania. 
DUNN,  HENRY  ALBERT,  medical  inspector,  United  States  Navy. 

Died :  New  York,  N.  Y. 

Date:  December  13,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Mrs.  H.  A.  Dunn  (wife),  2536  Fourteenth  Street,  Washington, 
D.  C. 

Appointed  from  Colorado. 

DTJRGIN,    TRUEWORTHY    DAVID,    ensign,    United    States    Naval    Reserve    Force 
(class  4). 

Died:  Naval  hospital,  Great  Lakes,  111. 

Date:  October  1,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Mary  Anna  Durgin  (mother),  1615  Washington  Street, 
Racine,  Wis. 

Appointed  from  Wisconsin. 

DYKEMAN,   JOHN   JOSEPH,   lieutenant    (junior   grade),   United    States   Naval 
Reserve  Force. 

Died :  Residence,  685  Eighth  Street,  San  Francisco,  Calif. 

Date :  July  8,  1918. 

Cause:  Disease  (endocarditis,  chronic). 

Next  of  kin:  Miss  Catherine  Dykeman    (sister),  685  Eighth  Street,   San 
Francisco,  Calif. 

Appointed  from  California. 

EDWARDS,  JOHN  DAVIS,  lieutenant,  United  States  Navy. 
Died :  On  board  U.  S.  S.  Shaw. 
Date :  October  9,  1918. 

Cause:  Accident  (multiple  injuries,  extreme,  collision). 
Next  of  kin :  Mrs.  Mae  Marshall  Edwards  (wife),  Young's  Cottage,  Buckroe 

Beach,  Va. 
Appointed  from  Virginia. 
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EDWABDS,  JOSEPH  FRANCIS,   lieutenant    (junior  grade),   United  States  Naval 
Reserve  Force  (class  4). 

Died :  Waldorf  Hotel,  New  York,  N.  Y. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Marie  Edwards  (wife),  2119  Locust  Street,  Philadelphia,  Pa. 

Appointed  from  Delaware. 
EGAN,  KIERNAN  JOSEPH,  chief  gunner,  United  States  Navy. 

Died:  St.  Elizabeths  Hospital,  Washington,  D.  C. 

Date:  August  10,  1918. 

Cause:  Disease  (dementia  paralytica). 

Next  of  kin:  Mrs.  Gertrude  Egan  (wife),  Raleigh  Hotel,  Washington,  D.  C. 

Appointed  from  New  York. 
EHRET,  SAMUEL  CARLTON,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  Naval  Base  No.  5,  Brest,  France. 

Date:  May  17,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin :  Samuel  C.  Ehret,  sr.  (father),  R.  F.  D.,  Shelby,  Ohio. 

Appointed  from  Ohio. 

ELLIOT,  RICHARD  McC.,  Jr.,  lieutenant  commander  (temporary),  United  States 
Navy. 

Died :  On  tooard  U.  S.  S.  Manley. 

Date :  March  19,  1918. 

Cause:  Accident  (fracture  of  skull,  explosion  on  U.  S.  S.  Manley). 

Next  of  kin:  Mrs.  Jean  Elliot   (wife),  care  of  J.  H.  Packard,  981  Park 
Avenue,  New  York,  N.  Y. 

Appointed  from  Pennsylvania. 

ELY,   GEORGE  SAMUEL  BERNARD,  ensign,   United   States  Naval  Reserve  Force 
(class  4). 

Died :  On  board  U.  S.  S.  Volunteer. 

Date :  October  15,  1918. 

Cause:  Disease  (heart  failure). 

Next    of   kin:  David    William    George   Ely    (son),    2320   Myrtle    Street, 
Oakland,  Calif. 

Appointed  from  California. 
EMORY,  WILLIAM  H.,  rear  admiral  (retired),  United  States  Navy. 

Died :  Newport  Hospital,  Newport,  R.  I. 

Date :  July  15,  1917. 

Cause:  Disease  (cerebral  apoplexy). 

Next    of   kin:  Mrs.    W.    H.    Emory    (wife),    115Q   Connecticut    Avenue, 
Washington,  D.  C. 

Appointed  from  3177,  District  of  Columbia. 
ENDEL,  SOLOMON,  lieutenant  commander,  United  States  Navy. 

Died:  On  board  U.  S.  S.  Mercy. 

Date :  October  21,  1918. 

Cause:  Disease  (pneumonia,  bronchial). 

Next  of  kin:  Fannie  M.  Endel  (wife),  808  Eighth  Avenue,  Brooklyn,  N.  Y. 

Appointed  from  7123,  Louisiana. 
ERIKSSON,  ERIK  ALBIN,  ensign,  United  States  Naval  Reserve  Force   (class  3). 

Died  Marine  Hospital,  Stapleton,  Staten  Island. 

Date:  October  14,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Christine  Eriksson    (wife),  Cornwall-on-Hudson,  N.  Y.,  or, 
care  of  Dr.  Pack,  901  Fifty-seventh  Street,  Brooklyn,  N.  Y. 

Appointed  from  Massachusetts. 
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EVANS,  CHAPLIN  E.,  lieutenant,  United  States  Navy. 

Died:  At  home  of  S.  H.  Hamilton,  510  Park  Place,  Bridgeport,  Conn. 

Date:  September  30,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Louis  G.  Evans  (mother),  322  South  St.  Asaph  Street, 
Alexandria,  Va. 

Appointed  from  Virginia. 
EVANS." GEORGE  B.,  Jr.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  Miami,  Fla. 

Date :  May  31,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.   Lucy   M.   Evans    (mother),  223  Thirty-fourth   Street. 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
FALLON,  HARRY  AXOYSITJS,  ensign,  United  States  Naval  Reserve  Force  (class  4), 

Died :  At  home,  770  St.  Nicholas  Avenue,  New  York. 

Date :  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Annie  F.  Fallou    (mother),  770  St.  Nicholas  Avenue, 
New  York. 

Appointed  from  New  York. 

FARMER,  EDWARD,  chief  engineer,  with  rank  of  rear  admiral  (retired),  United 
States  Navy. 

Died :  274  Newbury  Street,  Boston,  Mass. 

Date:  February  20,  1918. 

Cause:  Disease  (hemiplegia). 

Next  of  kin:  Mrs.  Edward  Farmer   (wife),  274  Newbury  Street,  Boston, 
Mass. 

Appointed  from  Massachusetts. 

FEELY,  JAMES  FRANCIS,  lieutenant  (junior  grade),  Medical  Corps  (dental  sur- 
geon), United  States  Naval  Reserve  Force. 

Died :  Naval  hospital,  Newport,  R.  I. 

Date :  September  26,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Marguerite  Feely  (wife),  3802  Pcwelton  Avenue,  West 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
FELTON,  EMORY  GALE,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 

Date  :  October  12,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Mrs.  Serena  Felton  (wife),  134  Park  Place,  Brooklyn,  X.  Y. 

Appointed  from  New  York. 

FINGLETON^  Louis  J.,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing- 
Date  :  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:   Miss  Mary   J.   Fingleton    (sister),   Dennett   Street,    Ports- 
mouth, N.  H. 

Appointed  from  New  Hampshire. 
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FISHKK,  JOHN  LEE,  lieutenant  (temporary),  Medical  Corps,  United  States  Navy. 

Died:  Naval  Hospital,  Chelsea,  Mass. 

Date :  September  24,  1918. 

Cause:  Disease  (influenza  pneumonia). 

Next  of  kin:  Mrs.  Mary  B.  Fisher  (mother),  2501  Jefferson  Street,  Wil- 
mington, Del. 

Appointed  from  Delaware. 
FITZGERALD,  EDWARD  MARCUS,  ensign,  United  States  Naval  Reserve  Force*. 

Died :  Rockaway  Beach,  L.  I.,  N.  Y. 

Date:  August  21,  1918. 

Cause:  Accident  (drowned,  canoe). 

Next   of   kin:   Mrs.   Henrietta   Fitzgerald    (mother),   54   Johnson    Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 
FOBBES,  HARVEY  FRANK,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Clara  Rose  Forbes  (wife),  635  Lapear  Court,  Huron,  Mich. 

Appointed  from  Michigan. 
FOBD  JOHN  DONALDSON,  rear  admiral  (retired),  United  States  Navy. 

Died:  Baltimore,  Md. 

Date:  April  8,  1918. 

Cause:  Disease  (arterial  sclerosis). 

Next  of  kin:  Mrs.  Laura  Ford  (wife),  2319  Maryland  Avenue,  Baltimore, 
Md. 

Appointed  from  Maryland. 

Foss,  FRANK  FOSTER,  lieutenant   (junior  grade),  United  States  Naval  Reserve 
Force  (class  4). 

Died :  On  board  U.  S.  S.  Nopatin. 

Date:  August  6,  1918. 

Cause:  Accident  (scalds  from  boiler  explosion). 

Next  of  kin:  Mrs.  Tressa  V.  Foss  (wife),  189  Cass  Street,  Providence,  R.  I. 

Appointed  from  Rhode  Island. 
FOTJST,  AVILLIAM  CLAY,  gunner  (temporary),  United  States  Navy. 

Died:  Naval  hospital,  Norfolk,  Va. 

Date:  May  19th,  1918. 

Cause:  Disease  (pleurisy,  suppurative). 

Next  of  kin:  Mr.  Samuel  Foust  (father),  777  St.  Glair  Street,  Akron,  Ohio. 

Appointed  from  Ohio. 
FBANK,  MYLES  ALOYSIUS,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  Base  Hospital  No.  6,  Talance,  France. 

Date:  October  22,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mary  Theresa  Frank  (mother),  211  East  street  Seventy-sixth 
Street,  New  York  City. 

Appointed  from  New  York. 

FBOTHINGHAM,  PHILIP  BERNARD,  ensign,  United  States  Naval  Reserve  Force 
(class  5). 

Died:  St.  Inglevert,  France. 

Date:  September  14,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Angle  B.  Frothingham  (mother),  276  Brackett  Street,  Port- 
land, Me. 

Appointed  from  Maine. 
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FBY,  CHARLES,  ensign,  United  States  Naval  Keserve  Force  (class  4). 
Died :  United  States  Naval  Hospital,  Philadelphia,  Pa. 
Date:  October  12,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  John  Fry   (brother),  312  North  American  Building,  Phila- 
delphia, Pa. 
Appointed  from  Pennsylvania. 

GABLAND,   ALEXANDER  CHARLES,   ensign,   United   States  Naval   Reserve   Force 
(class  4). 

Died :  United  States  Naval  Hospital,  Brooklyn,  N.  Y. 

Date:  October  23,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Jennia  Garland   (aunt),  1101  South  Fourth  Street,  Mont- 
gomery, Ala. 

Appointed  from  Alabama. 
GATELY,  GRANT  GABRIEL,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  Ticonderoga  when  torpedoed. 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Mary  M.  Gately  (mother),  care  of  Irish  &  George,  Globe 
Building,  Boston,  Mass. 

Appointed  from  Massachusetts. 
GEHRIG,  EDMUND,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  Cherokee. 

Date :  February  26,  1918. 

Cause:  Accident  (foundered). 

Next  of  kin:  Anton  J.  Gehrig  (father),  427  East  One  hundred  and  fifty- 
sixth  Street,  New  York,  N.  Y. 

Appointed  from  New  York. 
GEORGE,  WALTER  W.,  carpenter  (temporary),  United  States  Navy. 

Died :  Attached  to  U.  S.  S.  Tallahassee. 

Date:  October  11,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  Frances  George   (wife),  612  Henry  Street,  Camden, 
N.  J.,  or  217  Senate  Street,  Camden,  N.  J. 

Appointed  from  Ohio. 
GILL,  WILLIAM  ANDREW,  rear  admiral,  United  States  Navy. 

Died:  St.  Vincent's  Hospital,  Bridgeport,  Conn. 

Date:  October  10,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mary  Dehaas  Gill   (wife),  Connecticut  and  M  Streets,  Con- 
necticut Apartments,  Washington,  D.  C. 

Appointed  from  Pennsylvania. 

GLEASON,   JOHN   FREDERICK,  jr.,   ensign,   United   States  Naval   Reserve  Force 
(class  4). 

Died:  Naval  Hospital,  New  London,  Conn. 

Date:  October  14,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Anna  Johanna  Gleason  (wife),  Minden  City,  Mich. 

Appointed  from  Michigan. 
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GLENNON,  PHILIP  THOMPSON,  ensign,  United  States  Navy. 

Died:  On  board  U.  S.  S.  Solace, 

Date:  July  13,  1917. 

Cause:  Disease  (meningitis,  cerebrospinal ) . 

Next  of  kin:   Mrs.   Janet  K.   Glennon    (wife),  918  Park  Avenue,   Rich- 
mond, Va. 

Appointed  from  New  York. 
GOLDSBOROUGH,  WoRTHiNGTON,  pay  director  (retired),  United  States  Navy. 

Died:  Cambridge,  Md. 

Date:  April  23,  1918. 

Cause:  Disease  (pneumonia  and  old  age). 

Next  of  kin:  B.  W.  Goldsborough   (son),  10  High  Street,  Annapolis,  Md. 

Appointed  from  Maryland. 
GRAHAM,  IVAN  MONTROSE,  lieutenant,  United  States  Navy. 

Died:  Hospital,   Quebec,  Canada. 

Date:  September  21,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Lillian  S.  Graham  (wife),  2044  First  Street,  San  Diego,  Calif. 

Appointed  from  Honolulu,  Territory  of  Hawaii. 
GRAY,  WILLIAM  T.,  pay  inspector,  United  States  Navy. 

Died :   Naval  Station,  Hawaii. 

Date :  January  9,  1918. 

Cause:  Disease  (chronic  interstitial  nephritis). 

Next  of  kin:   Mr.  William  T.  Gray,  jr.  (son),  Winston-Salem,  N.  C. 

Appointed  from  North  Carolina. 
GREEN,  ELMER  JOSEPH,  machinist,  United  States  Naval  Reserve  Force  (class  3). 

Died  :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:    Mrs.  Amelia  Green   (mother),  2374  Cornelia  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
GREENE,  EDWARD  FORBES,  lieutenant  (retired),  United  States  Navy. 

Died:  At  home,  Cambridge,  Mass. 

Date:  December  18,  1917. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:  D.  Crosby  Greene   (father),  No.  60  Shepari   Street,  Cam- 
bridge,  Mass. 

Appointed  from  Illinois. 
GROFF,  JOHN  MERIDETH,  carpenter  (temporary),  United  States  Navy. 

Died  :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:    Henry  B.  Groff  (father),  509  North  Poplar  Street,  Grand 
Island,  Nebr. 

Appointed  from  Nebraska. 
GROVER,  JOSEPH  MCKINNEY,  machinist,  United  States  Navy. 

Died  :  United  States  Naval  Hospital,  Portsmouth,  Va. 

Date :  October  18,  1918. 

Cause:  Disease  (pneumonia). 

Next   of   kin:    Anne   Pearl    Grover    (wife),   2607    South  Twelfth    Street, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
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GUNN,  HARKY  C.,  chief  boatswain  (retired),  United  States  Navy. 

Died :    At  Holy  Family  Hospital,  New  York,  N.  Y. 

Date :   September  23,  1917. 

Cause:  Accident  (fracture  of  skull,  simple). 

Next  of  kin:   Mrs.  Margaret  G.  Gunn  (wife),  171  East  Thirty-first  Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 

HAGOOD,  WALTER  BROWN,  lieutenant   (junior  grade),  United •  States  Naval  Re- 
serve Force  (class  4). 

Died :   At  United  States  Naval  Hospital,  Philadelphia,  Pa. 

Date :   October  5,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:   Helena  Louis  Hagood  (wife),  3908  Baltimore  Avenue,  Phila- 
delphia, Pa. 

Appointed  from  Pennsylvania. 

HALSTEAD,  ROBERT  H.,  assistant  paymaster,  United  States  Naval  Reserve  Force 
(class  4). 

Died :  On  the  U.  S.  S.  Westover  when  sunk. 

.Date:  July  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Myrta  Jean  Halstead   (mother),  227  North  Sycamore 
Street,  Lansing,  Mich. 

Appointed  from  Michigan. 
HANNON,  RAYMOND  V.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  New  York,  N.  Y. 

Date :  June  12,  1917. 

Cause:  Suicide. 

Next  of  kin:  Mrs.  Bertha  E.  Hannon  (mother),  24  West  Oakwood  Place, 
Buffalo,  N.  Y. 

Appointed  from  New  York. 
HANSEN,  ANDERS,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died :  In  France. 

Date :  June  1,  1918. 

Cause:  Accident  (auto). 

Next  of  kin:  Mrs.  Johanna  Hansen  (mother),  Ladagherm  Hoge,  Denmark. 

Appointed  from  Virginia. 

HANSEN,    MATTRICE    JOHN    W.,    ensign,    United    States    Naval    Reserve    Force 
(class  4). 

Died :  United  States  Naval  Hospital,  Norfolk,  Va. 

Date :  October  13,  1918. 

Cause:  Disease  (pneumonia,  broncho,  influenza). 

Next  of  kin:  Anna  Hansen  (mother),  1  Skole  Alley,  Kastrup,  Denmark. 

Appointed  from  New  Jersey. 
HANSEN,  ROLF  WILLIAMS,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  At  St.  Vincent's  Hospital,  Staten  Island. 

Date :  October  1,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Marie  Hansen  (mother),  203  Lafayette  Avenue,  New  Brighton, 
Staten  Island,  N.  Y. 

Appointed  from  New  York. 
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HARGIS,  EDWARD  G.,  ensign  (retired),  United  States  Navy. 

Died  :  At  Jackson,  Ky. 

Date :  October  30,  1918. 

Cause:  Disease  (pneumonia,  fever,  and  influenza). 

Next   of  kin:    H.    H.    Hargis    (father),   Hargis   Commercial    Bank    and 
Trust  Co.,  Jackson,  Ky. 

Appointed  a  midshipman  from  Kentucky,  9-7-01. 

HARTNETT,   JOHN,-  assistant   paymaster,   United   States  Naval   Reserve  Force 
(class  4). 

Died :  On  board  the  U.  S.  S.  Lake  Harney. 

Date :  August  4,  1918. 

Cause:  Suicide  (hanging). 

Next  of  kin:  Mrs.  Mary  Hartnett  (mother),  Proctor,  Vt. 

Appointed  from  New  York. 
HASWELL,  GOVERNEUB  KEMBLE,  commander  (retired),  United  States  Navy. 

Died :  At  Santa  Barbara,  Calif. 

Date :  March  31,  1918. 

Cause:  Disease  (tabes  dorsalis). 

Next  of  kin:  Julian  B.  Haswell  (son),  Hotel  Gregson,  Santa  Barbara,  Calif. 

Appdinted  from  California. 

HATCH,  WILLIAM  DWIQHT,  lieutenant,  United    States    Naval    Reserve    Force 
(class  2). 

Died :  At  Cardiff,  Wales. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Anna  Nagel  Hatch  (wife),  Vallejo,  Calif. 

Appointed  from  California. 
HAVENS,  GEORGE  EDWARD,  ensign,  United  States  Naval  Reserve  Force. 

Died :  At  United  States  Navy  Hospital,  Hursley,  England. 

Date:  October  1,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Ella  Jane  Havens  (mother),  14  Evergreen  Avenue,  New  Lon- 
don, Conn. 

Appointed  from  Connecticut. 

HAYES,  RILEY  MONROE,  lieutenant  (junior  grade),  Medical  Corps,  United  States 
Navy. 

Died :  On  board  the  U.  S.  S.  Comfort. 

Date :  October  3,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Martha  J.  Hayes  (mother),  Clanton,  Ala. 

Appointed  from  Alabama. 
HAYNES,  ANDREW  PACE,  lieutenant,  United  States  Navy. 

Died :  At  Naval  Hospital,  Great  Lakes,  111. 

Date :  September  30,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Rosa  James  Haynes  (mother),  Alexander,  Ala. 

Appointed  from  Alabama. 
HEALEY,  JAMES  JOSEPH,  machinist,  United  States  Navy. 

Died:  Navy  hospital,  Portsmouth,  N.  H. 

Date:  September  28,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next   of   kin:  Mr.    James   Healey    (father),    350    Broad    Street,    Valley 
Falls,  R.  I. 

Appointed  from  Rhode  Island. 
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HELMEBICHS,  OTTA  A.,  boatswain,  United  States  Naval  Reserve  Force. 

Died :  At  Ancon  Hospital,  Canal  Zone. 

Date:  January  5,  1918. 

Cause:  Disease  (Bright's). 

Next  of  kin:  Mrs.  Anita  Helmerichs  (wife),  Paraiso,  Canal  Zone. 

Appointed  from  New  York. 
HEKON,  KENNETH,  lieutenant,  United  States  Navy. 

Died :  At  Bremerton,  Wash. 

Date:  June  7,  1917. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Ellen  Heron   (mother),  care  of  Mr.  J.  D.  Heron,  800 
McAllister  Street,  San  Francisco,  Calif. 

Appointed  from  California. 
HETHERINGTON   JAMES  HENRY,  commander  (retired),  United  States  Navy. 

Died:  Philadelphia,   Pa. 

Date:  September  16,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Mrs.  Julian  H.  Thomson  (daughter),  Biltmore,  N.  C. 

Appointed  from  Iowa. 
HIGGINS,  EDWABD  E.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  Clinton.  Conn. 

Date :  June  20,  1917. 

Cause:  Disease  (tonsillitis,  acute  cerebral  meningitis). 

Next  of  kin:  Mrs.  Mary  A.  Higgins  (wife),  Clinton,  Conn. 

Appointed  from  Connecticut. 

HIT.T.,  FRANK  RANDOLPH,  lieutenant  (junior  grade),  United  States  Navy,  Supply 
Corps. 

Died:  On  board  the  U.  S.  S.  Ozark. 

Date:  November  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  John  Hill  (father),  Marseilles,  111. 

Appointed  from  Illinois. 

HILL,  RICHABD  FRANKLIN,  assistant  surgeon,  United  States  Naval  Reserve  Force 
(class  4). 

Died:  St.  Elizabeth's  Hospital,  Washington,  D.  C. 

Date:  July  2,  1918. 

Cause:  Disease  (result  of  psychosis,  maniac  depressive). 

Next  of  kin:  Mrs.  Martha  R.  Hill  (wife),  5014  Catherine  Street,  Philadel- 
phia, Pa. 

Appointed  from  Pennsylvania. 
HOBART,  JOHN  C.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Hospital,  Norfolk,  Va. 

Date :  October  3,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin :  Emma  Lydia  Hobart  (wife),  868  Thirtieth  Street.  Norfolk,  Va. 

Appointed  from  Pennsylvania. 

HOBECK,   JOHN   WILLIAMS,   lieutenant    (junior   grade),   United   States   Naval 
Reserve  Force. 

Died :  At  Richmond,  Va.,  home  of  C.  F.  Long. 

Date :  October  7,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Sue  Hobeck  (wife),  521  Thirty-sixth  Street,  Norfolk,  Va. 

Appointed  from  Virginia. 
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HODGE,  CLARENCE  R.,  lieutenant   (junior  grade).  United  States  Naval  Reservr 

Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date:  June  14,  1918. 
Cause :  Accident. 

Nrxt  of  kin:  Mr.  A.  C.  Hodge    (father),  Roundbrook,  N.  J. 
Appointed  from  New  Jersey. 

HODSON,  MERRITT,  lieutenant  commander,  United  States  Navy. 
Died :  On  board  U.  S.  S.  Mercy. 
Date :  October  13,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  William  Hodson  (father),  7113  Harvard  Avenue,  Chicago,  111. 
Appointed  from  Illinois.   . 

HORN,  WALTER  SCOTT,  medical  inspector,  United  States  Navy. 
Died  :  Port  au  Prince,  Haiti. 
Date :  July  7,  1918. 
Cause:  Disease  (angina  pectoris). 
Next  of  kin:  Ernest  A.  Hoen    (father),  Box  243  Richmond,  Va.     Maude 

Hoen  (wife),  1126  Twenty-fifth  Street  NW.,  Washington,  D.  C. 
Appointed  from  Virginia. 

HOFFMAN,  CHARLES  W.,  lieutenant,  United  States  Naval  Reserve  Force. 
Died :  Long  Island  College  Hospital,  Brooklyn,  N.  Y. 
Date :  October  13,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  G.  C.  Rubini  (friend),  156  Prospect  Park,  West  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 

HOFFMAN,  DAVID,  ensign,  United  States  Naval  Reserve  Force  (class  4). 
Died :  On  the  U.  S.  S.  Tampa  when  that  vessel  was  sunk. 
Date :  September  26,  1918. 
Cause:  Enemy  action. 
Next  of  kin:  Minnie  Hoffman  (mother),  218  Bremen  Street,  East  Boston, 

Mass. 

Appointed  from  Massachusetts. 

HOLMES,  ARTHUR  VERNON,  lieutenant  (junior  grade),  United  States  Navy. 
Died:  Near  Island  of  Samar,  Philippine  Islands. 
Date:  November  9,  1918. 
Cause:  Accident,  drowning  (fell  out  of  open  boat  after  S.  S.  Dumaru  was 

struck  by  lightning). 

Next  of  kin:  Ada  Smith  Holmes  (wife),  773  Main  street,  Beaumont,  Tex. 
Appointed  from  Texas. 
HOLMES,    CHARLES   JOSEPH,    boatswain,    United    States   Naval    Reserve    Force 

(class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 
Date :  June  14,  1918. 
Cause :  Accident. 

Next  of  kin:  Mrs.  Iva  Alice  Holmes  (wife),  2405  Presburg  Street,  Balti- 
more, Md. 

Appointed  from  Maryland. 

HOMER  JOSEPH  WARREN,  ensign,  United  States  Naval  Reserve  Force  (class  5). 
Died :  At  Naval  Hospital,  London.  England. 
Date:  November  9,  1918. 
Cause:  Disease  (broncho-pneumonia). 
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HOMER,  JOSEPH  WABREN — Continued. 

Next  of  kin:  Mr.  Joseph  W.  Homer   (father),  38  Webster  Place,  Brook- 
line,  Mass. 

Appointed  from  Massachusetts. 
HOOD,  HARRY  R.,  gunner,  United  States  Navy. 

Died :  On  U.  S.  S.  Jacob  Jones  when  torpedoed. 

Date:    December   6,   1917. 

Cause:  Enemy  action. 

Next  of  kin:  Belle  R.  Hood  (mother),  428  Peachtree  Street,  Atlanta,  Ga. 

Appointed  from  North  Carolina. 
HOOPS,  LYMAN  B,  lieutenant,  United  States  Navy. 

Died :    London,    England. 

Date :  June  7,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Thomas  Hoops,  jr.,   (father),  99  High  Street,  Middletown, 
Conn. 

Appointed   from    Connecticut. 
HOUGH,  FRANK  PENNBACHER  WHITE,  lieutenant  commander  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  Huron. 

Date:    October  27,   1918. 

Cause:  Disease  (influenza  and  broncho-pneumonia). 

Next  of  kin:  Helen  M.  Hough  (wife),  Osburn  Hotel,  New  Rochelle,  N.  Y. 

Appointed    from   Virginia. 
HOWELL,  JOHN  A.,  rear  admiral  (retired),  United  States  Navy. 

Died:   The  Plains,   Va. 

Date:   January  10,   1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  J.  V.  Bohn  (daughter),  The  Plains,  Va. 

Appointed  from  New  York. 
INGRAM,  HOMER  L.,  lieutenant,  United  States  Navy. 

Died:  Naval  Hospital,  Washington,  D.  C. 

Date :  September  27,  1918. 

Cause:  Disease  (pneumonia,  influenza). 

Next  of  kin:  Mrs.  Edith  Wendell  Ingram  (wife),  176  Tnppan  Street,  Brook- 
line,  Mass. 

Appointed  from  Indiana. 
IRWIN,  GLENDON  WARD,  ensign,  United  States  Navy. 

Died :  Naval  Hospital,  Annapolis,  Md. 

Date :  December  6,  1917. 

Cause:  Suicide,  gunshot. 

Next  of  kin:  Mrs.  Vincintia  V.  Irwin  (wife),  198  Chesapeake  Avenue,  East- 
port,  Md. 

Appointed  from  Ohio. 
JACOB,  VICTOR  A.,  gunner,  United  States  Navy. 

Died :  At  navy  yard,  New  York. 

Date :  July  13,  1917. 

Cause:  Accident  (fall). 

Next  of  kin:  Mrs.   Frances  M.   Jacob    (wife),   465  Forty-seventh   Street, 
Brooklyn,  N.  Y. 

Appointed  from  Louisiana. 

JOHNSON,  CARL  MABTIN,  lieutenant  (Pay  Corps),  (junior  grade),  United  States 
Navy. 

Died :  At  Cavite,  P.  I. 

Date :  September  19,  1919. 


JOHNSON,  CAKL  MABTIN — Continued. 

Cause:  Disease  (sarcoma). 

Next  of  kin:  Charles  A.  Johnson  (father).  1078  East  Second  Street,  James- 
town, N.  Y. 

Appointed  from  Pennsylvania. 

JOHNSON,    EVERETT    PESO,    lieutenant,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  board  the  U.  S.  S.  Astoria. 

Date :  October  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Vina  Rosalie  Johnson   (wife),  362  Fifteenth  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 

JOHNSON,  ROBERT  SAMUEL,  lieutenant   (Civil  Engineer  Corps),  United  States 
Navy. 

Died :  At  Ottowa,  Ontario. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Donald  G.  Johnson  (father),  Ireton,  Iowa. 

Appointed  from  Iowa. 
JOHNSTON   JAMES  C.,  assistant  paymaster,  United  States  Naval  Reserve  Force. 

Died :  Reported  missing  from  President  Lincoln  when  torpedoed. 

Date :  May  81,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Willie  Belle  Johnston  (mother),  939  North  Fifth  Avenue, 
Knoxville,  Tenn. 

Appointed  from  Missouri. 
JOBDAN,  LEWIS  SYDNEY,  lieutenant,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Undaunted. 

Date:  March  14,  1918. 

Cause:  Accident  (fractured  skull). 

Next  of  kin:  Mrs.  Alice  M.  D.  Jordan   (wife),  1219  Twelfth  Avenue,  San 
Francisco,  Calif. 

Appointed  from  Washington. 

Cause:  Result  of  accident  (fractured  skull). 
JORDAN,  THOMAS  D.,  lieutenant,  United  States  Naval  Reserve  Force  (class  4). 

Died:  At  New  York. 

Date:  January  21,  1918. 

Cause:  Disease  (dilation,  acute  cardiac). 

Next  of  kin:  Mrs.  Grace  Jordan    (wife),  445  Seventy -fifth  Street,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
KALK,  STANTON  F.,  lieutenant  (junior  grade),  United  States  Navy. 

Died:  On  board  U.  S.  S.  Jacob  Jones. 

Date :  December  6,  1917. 

Cause:  Enemy  action  (exposure  after  torpedoing  of  U.  S.  S.  Jacob  Jones). 

Next  of  kin:  Mrs.  George  S.  Kalk    (mother),  Hotel  Balfour,  Washing- 
ton, D.  C. 

Appointed  from  Nebraska. 
KALNING,  HEINRICH,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  On  board  U.  S.  S.  Buena  Ventura  (torpedoed). 

Date:  Officially  declared  dead  from  September  16,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Carrie  Kalning  (wife),  64  East  Tremont  Avenue,  Bronx,  N.  Y. 

Appointed  from  New  York. 
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KEIBAN,  RICHARD  TUSON,  lieutenant  commander,  United  States  Navy. 

Died:  At  Naval  HosDital,  Philadelphia.  Pa. 

Date:  October  3,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Henrietta  Schultz  Keiran   (wife),  2466  Filbert  Street, 
San  Francisco,  Calif. 

Appointed  from  Massachusetts. 
KENDALL,  CHABLES  S.,  assistant  naval  constructor,  United  States  Navy. 

Died:  At  navy  yard,  Portsmouth,  N.  H. 

Date :  August  21,  1917. 

Cause:  Disease  (angina  pectoris). 

Next  of  kin:   Mrs.   Mary  Kendall    (wife),   4725   Oakland    Street,   Phila- 
delphia, Pa. 

Appointed  from  Pennsylvania. 
KENYON,  JOHN,  chief  gunner  (retired),  United  States  Navy. 

Died :  At  naval  hospital,  Mare  Island,  Calif. 

Date:  November  26.  1917. 

Cause:  Disease  (aneurism). 

Next  of  kin:  Mrs.  Estelle  Kenyon   (wife),  1421  Market  Street,  Oakland, 
Calif. 

Appointed  from  New  York. 

KING,  JAMES  LEWIN  GIBS,  lieutenant   (junior  grade),  Medical  Corps   (dental 
surgeon),  United  States  Naval  Reserve  Force  (class  4). 

Died :  Naval  base,  Norfolk,  Va. 

Date:  October  1,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  William  L.  F.  King  (brother),  Dahlia  Street,  Takoma  Park, 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 

KING,  NORMAN,  lieutenant,  United  States  Naval  Reserve  Force,  Medical  Corps 
(class  4). 

Died :  At  naval  hospital,  Brooklyn,  N.  Y. 

Date :  October  23,  1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Mrs.  J.  D.  Johnson  (aunt),  1504  Columbus  Street,  Waco,  Tex. 

Appointed  from  Texas. 
KIBK,  THOMAS,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  Reported  lost  when  U.  S.  S.  Lake  Moore  was  torpedoed. 

Date:  April  11,  1918. 

Cause:  Enemy  action. 

Next   of   kin:  Florence    Kirk    (wife),    279    Seventy-third    Street,    Brook- 
lyn, N.  Y. 

Appointed  from  New  Jersey. 
KONSTOVICH,  STEPHEN,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:   Kathleen  Konstovich    (wife),  122  West  York  Street,  Nor- 
folk, Va. 

Appointed  from  Virginia. 
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KONZE,  RAYMOND  ALBERT,  ensign,  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  Naval  Hospital,  Brooklyn,  N.  Y. 
Date :  July  12,  1918. 
Cause:  Disease  (nephritis,  acute). 

Next  of  kin :  Mr.  Ernest  Konze  (father),  612  Dover  Place,  St.  Louis,  Mo. 
Appointed  from  New  York. 

KRIEBEL,  CLAUDE  B.,  assistant  paymaster,  United  States  Naval  Reserve  Force. 
Died:  On  U.  S.  S.  Lake  Moore  (torpedoed). 
Date :  April  11,  1918. 
Cause:  Enemy  action. 
Next  of  kin:  Mrs.  Mary  E.  Kriebel  (mother),  Mount  Vernon  Street,  Lans- 

dale,  Pa. 

Appointed  from  Pennsylvania. 

LALLY,  WILLIAM  MCDEVITT,  ensign,  United  States  Naval  Reserve  Force  (class  3). 
Died :  At  Lane  Hospital,  San  Francisco,  Calif. 
Date:  October  20,  1918. 
Cause:  Disease  (influenza-pneumonia). 
Next  of  kin :  Michael  E.  Lally  (father),  1034  Rebecca  Avenue,  Wilkinsburg, 

Pa. 

.   Appointed  from  Pennsylvania. 

LANCASHIRE,  AMMI  WRIGHT,  ensign,  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  United  States  Naval  Hospital,  Philadelphia,  Pa. 
Date :  September  27,  1918. 
Cause:  Disease  (influenza). 
Next   of   kin:  Mr.   Henry   J.    Lancashire    (father),    7   East    Seventy-fifth 

Street,  New  York,  City,  N.  Y. 
Appointed  from  Massachusetts. 
LAWSON,  MILTON  C.,  lieutenant  commander,  United  States  Naval  Reserve  Force 

(class  3). 

Died :  March  9,  1918,  at  Naval  Hospital,  New  York. 
Cause:  Disease  (pneumonia,  lobar). 
Next  of  kin:  Mrs.  Bertha  C.  Lawson  (mother),  1214  Third  Avenue,  San 

Francisco,  Calif. 
Appointed  from  California. 
LAWSO::,  ROHERT  J.,  lieutenant   (junior  grade),  United  States  Naval  Reserve 

Force  (class  4). 
Died :  At  New  York,  N.  Y. 
Date :  February  6,  1918. 
Cause:  Disease  (broncho-pneumonia). 
Next  of  kin:   Mrs.   Bertha   C.   Lawson    (wife),   1214  Third  Avenue,   San 

Francisco,  Calif. 
Appointed  from  California. 

LAWTON,  SYLVESTER  H.,  jr,  lieutenant,  United  States  Navy. 
Died :  At  Naval  Hospital,  Mare  Island,  Calif. 
Date :  October  26,  1917. 

Cause :  Wound,  gunshot  of  brain,  self  inflicted. 

Next  of  kin,  Mrs.  S.  H.  Lawton,  wife,  85  Boston  Avenue,  West  Bedford,  Mass. 
Appointed  from  Ohio. 

LEE,  BENJAMIN,  ensign,  United  States  Naval  Reserve  Force  (class  5). 
Died :  At  Naval  Air  Station,  Killinghome,  England. 
Date :  October  28,  1918. 
Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  J.  C.  Chase  (mother),  1357  Riverside  Avenue,  Jackson- 
ville, Fla. 
Appointed  from  Pennsylvania. 
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LEFAVOR,  FREDERICK  HERBERT,  lieutenant  (retired),  United  States  Navy. 
Died :  At  Naval  Hospital,  Mare  Island,  Calif. 
Date :  October  14,  1918. 
Cause:  Disease  (senility). 
Next  of  kin:  Elizabeth  Lefavor   (wife),  440  Grand  Avenue,  San  Rafael, 

Calif. 

Appointed  from  Ohio. 
LEITCH,    JOHN    BOWMAN,    lieutenant,    United    States    Naval    Reserve    Force 

(class  3). 

Died :  On  board  U.  S.  S.  Tivives. 
Date :  October  23,  1918. 
Cause:  Disease  (lobar  pneumonia). 
Next  of  kin:  Frances  Constance  Leitch   (mother),  4  St.  Nicholas  Terrace, 

New  York,  N.  Y. 
Appointed  from  New  York. 
LENDERMAN,  WATSON  BEATTY,  lieutenant  (junior  grade),  United  States  Naval 

Reserve  Force. 

Died :  At  General  Hospital,  No.  30  Calais,  France. 
Date :  October  16,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  W.  B.  Lenderman  (mother),  R.  F.  D.  1,  Wilmington,  Del. 
Appointed  from  Delaware. 
LEQUIN,    MAURICE   LENTILHON,    ensign,    United    States    Naval    Reserve    Force 

(class  3). 

Died :  On  board  U.  S.  S.  Leviathan. 
Date :  October  12,  1918. 
Cause:  Disease  (broncho-pneumonia). 

Next  of  kin :  John  Lequin,  father,  55  Chestnut  Street,  East  Orange,  N.  J. 
Appointed  from  New  Jersey. 

LEWIS,  SAMUEL  L.,  ensign,  United  States  Naval  Reserve  Force  (class  3). 
Died :  At  Base  Hospital  No.  5,  Brest,  France. 
Date :  March  11,  1918. 
Cause:  Disease  (appendicitis). 
Next  of  kin:  Mr.  John  W.  Lewis  (father),  300$  Middle  Street,  Portsmouth, 

Va. 

Appointed  from  Virginia. 

LICHTENSTEIN,  HERBERT  A.,  lieutenant  (junior  grade),  United  States  Naval  Re- 
serve Force  (class  3). 
Died:  New  York,  N.  Y. 
Date:  October  25,  1918. 
Cause:  Disease  (pneumonia). 
Next  of  kin:  Mr.  Solomon  K.  Lichtenstein   (father),  Hotel  Ansonia,  New 

York,  N.  Y. 

Appointed  from  New  York. 
Cause:  Disease  (pneumonia,  lobar). 

LIGGETT,  LESLIE  ALVIN,  ensign  (E),  United  States  Naval  Reserve  Force  (class  4). 
Died :  At  806  North  Monroe  Street,  Peoria,  111. 
Date :  October  3,  1918. 
Cause:  Disease  (pneumonia,  lobar). 
Next  of  kin:  Mrs.   Lydia  Almina   Liggett    (mother),   806   North   Monroe 

Street,  Peoria,  111. 
Appointed  from  Illinois. 
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LINDKTKOM,  AXKL  MOOR*:,  ensign*  United  St:it<>*  .\;i\;d  JJt-sfrve  Force. 

Died :  United  States  Naval  Hospital  No.  5 ;  buried,  Brest,  France. 

Date:  September  27,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Karolina  Lindstrom  (mother),  Hilton,  Kans. 

Appointed  from  Kansas. 
LINGARD,  EBIC,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  At  United  States  Naval  Air  Station,  Chatham,  Mass. 

Date:  October  29,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Miss  Olga  Lingard  (sister),  Annisquam,  Mass. 

Appointed  from  Massachusetts. 
LIZIKOS,  Sorimos,  ensign,  United  States  Naval  Reserve  Force. 

Died :  Torpedoing  of  U.  S.  S.  Lake  Moore. 

Date :  April  11,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Helen  Lizikos   (mother),  care  James  Lizikos,  Tucson, 
Ariz. 

Appointed  from  New  York. 
LOHGES,  ROBEBT  JOHNSON,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:-  At  Naval  Hospital,  Pensacola. 

Date:  October  11,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:   Mrs.   Nellie   Johnson   Lohges    (mother),   26   Craig   Street, 
Rochester,  N.  Y. 

Appointed  from  New  York. 
LONG,  JOHN  A.,  chief  sailmaker  (retired),  United  States  Navy. 

Died:  At  Everett,  Mass. 

Date:   September  3,   1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  William  A.  Long  (father),  11  Meade  Street,  Everett,  Mass. 

Appointed  from  Massachusetts. 
LOVELL,  WILLIAM,  machinist,  United  States  Naval  Reserve  Force  (class  2). 

Died :  On  U.  S.  S.  William  Rockefeller  when  torpedoed. 

Date:  May  18,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Gladys  R.  Lovell    (wife),   749  Union  Street,  Brook- 
lyn, N.   Y. 

Appointed  from  New  York. 

LUNDBERG,  KURT  M.,  lieutenant   (junior  grade),  United  States  Naval  Reserve 
Force   (class  2). 

Died :  On  U.  S.  S.  Culgoa. 

Date:  August  23,  1917. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  May  Lundberg  (wife),  19  La  Martins  Terrace,  Yonkers,  N.  Y. 

Appointed  from  New  York. 
LYON,  WILLIAM  DENNISON,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  New  London,  Conn. 

Date:  May  21,  1918. 

Cause:  Gunshot  wound  in  forehead. 

Next  of  kin:  Mrs.  William  H.  Lyon  (mother),  37  Warren  Street,  Brookl 
line,  Mass. 

Appointed  from  Massachusetts. 
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McAvoY,    WILLIAM    RICHARD,    ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  At  home,  2419  Van  Courtland  Avenue,  Brooklyn,  N.  Y. 

Date :  October  27,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Barbara  McAvoy  (wife),  2419  Van  Courtland  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
MCCARTHY   ANTHONY  PETER,  machinist  (retired),  United  States  Navy. 

Died:  Naval  Hospital,  Puget  Sound,  Wash. 

Date :  October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Margaret  McCarthy    (wife),  1125  Cogcan  Avenue,  Bremer- 
ton, Wash. 

Appointed  from  Pennsylvania. 

MCCARTHY,    JUSTIN    ALOYSIUS,    lieutenant    (junior    grade)     (Medical    Corps), 
United  States  Naval  Reserve  Corps. 

Died :  Naval  Hospital,  New  London,  Conn. 

Date:  September  26,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Dr.  Charles  A.  McCarthy   (brother),  183  East  Sixty-Fourth 
Street,  New  York,  N.  Y. 

Appointed  from  California. 

MCCARTHY,    THOMAS   CARROLL,    ensign,    United    States    Naval    Reserve    Force 
(class  5). 

Died:  Pensacola,  Fla. 

Date:  September  25,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Margaret  McCarthy    (mother),  1336  Fayette  Street,  North 
Side,  Pittsburgh,  Pa. 

Appointed  from  Pennsylvania. 

McCoRMicK,  ALEXANDER  AGNEW,  lieutenant  (junior  grade),  United  States  Naval 
Reserve  Force  (class  5). 

Died :  General  Hospital,  No.  30.  Calais,  France. 

Date:  September  24,  1918. 

Cause :  Enemy  action.     Injuries  received  while  acting  as  aerial  gunner. 

Next  of  kin :  A.  McCormick  (father).  5816  Blackstone  Avenue,  Chicago,  111. 

Appointed  from  Illinois. 
McGrLL,  CLARENCE  MCCUTCHEON,  lieutenant  commander,  United  States  Navy. 

Died :  U.  S.  S.  Galveston. 

Date :  September  30,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Dr.  Peter  McGill  (father),  225  Somerset  Street,  Bound  Brook, 
N.  J. 

Appointed  from  New  Jersey. 

McGoiDRicK,  JOSEPH  FRANCES,  boatswain,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  U.  S.  S.  Cherokee. 

Date :  February  26,  1918. 

Cause:  Accident  (foundered). 

Next  of  kin:  Michael  Joseph  McGoldrick   (father),  107  Commerce  Street, 
Perth  Amboy,  N.  J. 

Beneficiary:  Martha  McGoldrick    (wife),  New  Brighton,   S.   I. 

Appointed  from  New  Jersey. 
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McGRATH,  GEOWIE  A.  I'.,  ensign,  United   States  Naval   KOS.MV,.   Force. 

Died :  Portsmouth,  Va. 

Date :  October  8,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Helen  McGrath  (mother),  117  West  One  hundred  and  forty- 
second  Street,  New  York,  N.  Y. 

Appointed  from  New  York. 
McCouBTY,  JAMES,  machinist,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Lake  Moore  (torpedoed). 

Cause:  Enemy  action). 

Date:  April  11,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mary  McCourty    (mother),   Seventeenth  and    Fruit    Streets. 
Worcester,  Mass. 

Appointed  from  Illinois. 
McKiNNON,  THOMAS  NEIL,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died  :  At  Dunkerque,  France. 

Date :  August  20, 1918. 
i        Cause:  Accident  (seaplane). 

Next  of  kin:  Mary  McKinnon    (mother),   1104  East  Thirty-sixth   Street, 
Minneapolis,  Minn. 

Appointed  from  Minnesota. 
MCLEAN,  JAMES  THOMAS,  ensign,  United  States  Naval  Reserve  Forre  (class  o). 

Died :  St.  James  Hotel,  Philadelphia,  Pa. 

Date :  October  5,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Ellen  McLean  (mother),  Essington,  Pa. 

Appointed  from  Pennsylvania. 

McLENDON,  LAWRENCE  L.,  lieutenant    (junior  grade)    (Medical  Corps)    United 
States  Naval  Reserve  Force. 

Died :  Atlanta,  Ga. 

Date :  October  30,  1918. 

Cause:  Disease  (influenza). 

Next    of   kin:  Emma    Combs    McLeudon    (mother),    127    Catouia    Street, 
Montgomery,  Ala. 

Appointed  from  Alabama. 

MCMEEKIN,    JAMES    WARK.    machinist,    United    States    Naval    Reserve    force 
(class  4). 

Died:    While   on    duty    with    Northern    Bombing    Group    Naval    Aviatoin 
Forces,  Paris,  France. 

Date :  October  10,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Helene  McMeekin  (wife),  873  Main  Street,  Darby,  Pa. 

Appointed  from  Pennsylvania. 
MACNAUOHTON  LESLIE  M.,  ensign,  Reserve  Force  (class  5). 

Died :  At  naval  air  station,  Hampton  Roads,  Va. 

Date:  March  13,  1918. 

Cause:  Accident  (fall  in  seaplane). 

Next  of  kin:  Julia  M.  MacNaughton  (mother),  Fort  Edward,  N.  Y. 

Appointed  from-  New  York. 

MCRITCHIE,  DANIEL  N.,  lieutenant,  Reserve  Force  (class  3). 
Died:  Mercy  Hospital,  Baltimore,  Md. 
Date:  April  7,  1918. 
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McKiTCHiE,  DANIKL  N. — Continued. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mary  McRitchie  (wife),  Liverpool,  Nova  Scotia. 

Appointed  from  Massachusetts. 
McSpisiT,  JOSEPH  G.,  machinist,  Reserve  Force  (class  4-3). 

Died :  On  U.  S.  S.  Cherokee. 

Date:  February  26,  1918. 

Cause:  Accident  (foundered). 

Next  of  kin:  Mrs.  McSpirit  (wife),  178  Third  Street,  Jersey  City,  N.  J. 

Appointed  from  New  Jersey. 
McWnntK,  WABBEN  ELLSWORTH,  lieutenant,  Reserve  Force  (class  2). 

Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 

Date:  October  19,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Helen  Veronica  McWhirk  (wife),  656  Seventh  Street,  Niagara 
Falls,  N.  Y. 

Appointed  from  New  York. 
MACKAY,  GEORGE,  commander  (retired),  United  States  Navy. 

Died :  At  Washington,  D.  C. 

Date:  November  12,  1917. 

Cause:  Disease  (valvular  disease,  chronic  cardiac). 

Next  of  kin:  Doretha  Smith  Mackay  (wife),  1779  Massachusetts  Avenue, 
Washington,  D.  C. 

Appointed  from  New  York. 
MACKENZIE,  ALLAN  S.,  chief  gunner,  United  States  Navy. 

Died :  At  Mare  Island,  Calif. 

Date :  July  9,  1917. 

Cause:  Accident  (explosion  of  ammunition  depot). 

Next  of  kin:   Mrs.   Roberta   Osborne    (daughter),   5618   Dibble   Avenue, 
Cleveland,  Ohio. 

Appointed  from  New  York. 
MACLEISH  KENNETH,  lieutenant,  Reserve  Force  (class  5). 

Died :  Reported  missing  October  14,  1898. 

Later  reported  prisoner.    Cables  dated  February  4  to  13  report  body  found 
at  Schmore,  Belgium,  and  buried. 

Officially  dead  as  of  October  15,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Andrew  MacLeish    (father),  459  Longwood  Avenue,  Glen- 
coe,  111. 

Appointed  from  Illinois. 

MAGRUDER,  SAMUEL  S.,  lieutenant    (Supply  Corps),   United   States  Naval  Re- 
serve Force  (class  4). 

Died:  On  board  the  U.  S.  A.  C.  T.  Ticonderoga  (torpedoed). 

Date :  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Irene  Malford  T.  Magruder  (wife),  2416  Webster  Street, 
San  Francisco,  Calif. 

Appointed  from  California. 

MAOUET,  GLENN  E.,  lieutenant   (junior  grade),  United  States  Naval  Reserve 
Force. 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 
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MAUUET,  GLENN  E. — Continued. 

Next  of  kin:  Mrs.  Margaret  Magnet  (wife),  413  West  Seventeenth  Street, 

Norfolk,  Va. 
Appointed  from  Virginia. 

MANCHESTER,  WILLIAM  A.,  ensign,  United  States  Naval  Reserve  Force  (class  8). 

Died :  At  Emerson  Hospital,  Jamaica  Plain,  Mass. 

Date :  February  18,  1918. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:  Mrs.  Mary  M.  Manchester  (wife),  33  Clinton  Avenue,  Brock- 
ton, Mass. 

Appointed  from  Massachusetts. 
MANSFIELD,  HENRY  BURMINOHAM,  rear  admiral  (retired),  United  States  Navy. 

Died :  At  home,  368  Hancock  Street,  Brooklyn,  N.  Y. 

Date:  July  17,  1918. 

Cause:  Disease  (embolism,  cerebral). 

Next  of  kin:  Harriet   S.   Mansfield    (wife),  368  Hancock   Street,   Brook- 
lyn, N.  Y. 

Appointed  from  Massachusetts. 
MARCUS,  ARNOLD,  lieutenant  (junior  grade),  United  Slates  Navy. 

Died :  On  U.  S.  S.  A-7,  July  25,  1917. 

Cause:  Accident  (explosion). 

Next  of  kin:  Mrs.  Helen  C.  Marcus  (wife),  Mill  Valley,  Calif. 

Appointed  from  New  York. 

MATHIEV,  JUI.TEN,  jr.,  ensign,  United  States  Naval  Reserve  Force   (cla.s.s  4-3). 

Died :  At  Merritt  Hospital,  San  Francisco,  Calif. 

Date :  October  21,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Julien  Mathieu,  sr.,   (father),  555  Chat  wood  Street,  Oakland. 
Calif. 

Appointed  from  California. 
MATHIS,  LEON  ABBOTT,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  At  Monstown   Hospital,   Kingstown.   Ireland. 

Date :  October  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Elizabeth  Mathis  (mother),  341  North  Vermont  Avenue,  At- 
lantic City,  N.  J. 

Appointed  from  New  Jersey. 
MATTESON,  JOSEPH  LEONARD,  machinist,  United  States  Naval  Reserve  Force. 

Died :  Home,  Bayonne,  N.  J. 

Date:  October  12,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin  :  Lottie  M.  Matteson  (wife),  11  Sisson  Court,  Bayonne,  N.  J. 

Appointed  from  New  Jersey. 

MAWDSLEY,  WILLIAM  CHARLES,  lieutenant,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  U.  S.  S.  Bucna  Ventura  when  torpedoed. 

Date :  September  16,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Florence  Ann   Mawdsley    (wife),  13  Airlie  Road,  Holyoke, 
Cheshire,  England. 

Appointed  from  Holyoke,  England. 
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MEHRTKNS,  RUDOLPH  CHRISTIAN,  chief  boatswain,  United  States  Navy. 

Died:  Charleston,  S.  C. 

Date :  October  18,  1917. 

Cause:  Disease  (cerebral  hemorrhage). 

Next  of  kin:  J.  K.  Mehrtens  (brother),  60  Society  Street,  Charleston,  S.  C. 

Appointed  from  New  York. 
MELVIN,  JOHN  T.,  lieutenant  (junior  grade),  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Alcedo  (torpedoed). 

Date:  November  5,  1917. 

Cause:  Enemy  action. 

Next  of  kin:  Bishop  S.  Melvin  (father),  Church  Street,  Seluia,  Ala. 

Appointed  from  Alabama. 
MEYERS,  HAROLD  M.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  On  U.  S.  S.  Solace. 

Date :  September  8,  1917. 

Cause:  Disease  (cerebrospinal  fever). 

Next  of  kin:  Martha  Meyers  (mother),  Mill  Hall,  Pa. 

Appointed  from  Pennsylvania. 
MILLER,  WILLIAM,  boatswain,  United  States  Navy. 

Died :  At  United  States  Naval  Hospital,  Gibraltar. 

Date :  October  11,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Ellen  J.  Miller   (mother),  290  Chelsea  Street,  East  Boston, 
Mass. 

Appointed  from  Massachusetts. 
MONTAGUE,  HAROLD  EDGAR,  machinist,  Reserve  Force  (class  4). 

Died :  Larkenau  Hospital,  Philadelphia,  Pa. 

Date :  September  27,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Edith  G.  Montague    (wife),   1415  North  Thirteenth   Street, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 
MONTGOMERY,  CURTIS  ELWOOD,  boatswain,  Reserve  Force  (class  3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Jennie  Tompkins   (mother),  218  South  Third  Street,  Dan- 
ville, Ky. 

Appointed  from  New  York. 
MOONEY,  THOMAS  JOHN,  ensign,  Reserve  Force  (class  3). 

Died :  Army  Base  Hospital  No.  6,  Talande,  France. 

Date:  August  14,  1918. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:   Arabella  Mooney    (mother),   727  Operlousas  Avenue,   New 
Orleans,  La. 

Appointed  from  Louisiana. 
MORGAN,  WANFRED  ABRAM.  machinist  (retired),  United  States  Navy. 

Died :  Oakland,  Calif. 

Date :  October  22,  1918. 

Cause:  Disease  (diabetic  coma). 

Next  of  kin:  Marion  J.  Morgan  (wife),  126  Fillmore  Street,  San  Francisco, 
,     Calif. 

Appointed  from  California. 


40 

MORRIS,  HUGH  JOSEPH,  pay  clerk,  Reserve  Force  (class  4-3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Anna  Morris  (mother),  2864  Kingsbridge  Terrace,  New  York, 
N.  Y. 

Appointed  from  New  York. 
MORRIS,  JOHN  L.,  chief  machinist,  United  States  Naval  Reserve  Force. 

Died :  Navy  Base  Hospital  No.  5,  Lorient,  France. 

Date:  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Hannah  H.  Morris  (wife),  Lewes,  Del. 

Appointed  from  Delaware. 
MouiJ),  ROY  C.,  ensign,  United  States  Navy. 

Died:  On  board  U.  S.  S.  Rochester. 

Date:  October  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  F.  W.  Mould  (brother),  17422  Cannon  Street,  Cleveland,  Ohio. 

Appointed  from  Ohio. 
MOWAT,  ANDREW,  assistant  paymaster,  United  States  Navy. 

Died :  On  U.  S.  S.  President  TAncoln  torpedoed. 

Date:  May  81,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  J.  Mowat   (mother),  128  Broadway,  Newport,  R.  I. 

Appointed  from  Rhode  Island. 
MULVEY,  JOSEPH  M.,  ensign,  Reserve  Force  (class  3). 

Died :  On  U.  S.  S.  Cyclops  when  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next   of   kin:    Minnie   T.    O'Connor    (mother),   717   Court    Street,    Porte- 
mouth,  Va. 

Appointed  from  Virginia. 
MURPHY,  JOSEPH  GERARD,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Miami,  Fla. 

Date :  October  18,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:    Mrs.  Katherine  Murphy    (mother),  Telson  Terrace,  Somer- 
ville,  Mass. 

Appointed  from  Massachusetts. 
MURPHY,  THOMAS  LEO,  gunner,  United  States  Navy. 

Died:  Hospital  at  Ravena,  Italy. 

Date:  September  15,  1918. 

Cause:  Accident  (seaplane  at  Porto  Corsini,  Italy). 

Next  of  kin:  Bessie  Bent  Murphy    (wife),  605  South  Avenue,  Wilklns- 
burg,  Pa. 

Appointed   from   Pennsylvania. 
MURRAY,  EUGENE  M.,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died  :  At  Naval  Hospital,  Philadelphia,  Pa. 

Date :  May  30,  1918. 

Cause:  Disease  (sarcoma). 

Next  of  kin:   Sarah  Murray  (mother),  Grays  Lane,  Haver  ford,  Pa. 

Appointed  from  Pennsylvania. 
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NAILE,  FREDERICK  L.,  commander  (retired),  United  States  Navy. 

Died  :  At  Norristown,  Pa. 

Date :  May  25,  1918. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:   Emma  P.  Naile  (wife),  806  De  Kalb  Street,  Norristown,  Pa. 

Appointed  from  Pennsylvania. 

NALLS,  SAMUEL  WILLIS,  lieutenant  (junior  grade)  United  States  Naval  Reserve 
Force. 

Died  :  On  board  the  U.  S.  S.  Ghicago. 

Date :  September  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:    R.  O.  Nails  (father),  804  West  Forty-ninth  Street,  Birming- 
ham, Ala. 

Appointed  from  California. 
NEAL,  John,  ensign,  United  States  Navy. 

Died:  On  the  U.  S.  S.. Mercy. 

Date:  October  6,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  L.  W.  Neal  (mother),  Box  125,  Louisburg,  N.  C. 

Appointed  from  North  Carolina. 

NEUBERGER,  GILBERT  MORDECAI,  lieutenant  (Medical  Corps),  United  States  Naval 
Reserve  Force  (class  4). 

Died :  At  U.  S.  Naval  Hospital.  League  Island,  Pa. 

Date:  September  27,  1918. 

Cause:  Disease  (influenza). 

Next   of   kin:  Corrine    Stern   Neuberger    (wife),    1823   Diamond    Street, 
Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 

NEWELL,  CLARENCE  C.,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (class  4-3). 

Died :  At  Naval  Base,  Rochford,  France,  attached  to  the  U.  S.  S.  Janet 
Skinner. 

Date :  August  14,  1918. 

Cause:  Disease  (result  of  lymphaticus). 

Next  of  kin:  William  Capers  Newell  (father),  Camp  Hill,  Ala. 

Appointed  from  Alabama. 

NEWELL,  EDWARD  DOLLIVER,  lieutenant    (junior  grade),  United  States  Naval 
Reserve  Force. 

Died :  Reported  as  missing  from  U.  S.  S.  Cherokee,  which  foundered. 

Date :  February  26,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Esther  C.  Newell  (wife),  5525  Walnut  Street,  Philadel- 
phia, Pa. 

Appointed  from  Pennsylvania. 
NICHOLS,  ALAN  L.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  In  Italy. 

Date :  August  17,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Clifford  L.  Nichols  (father),  903  Goodrich  Avenue,  St.  Paul, 
Minn. 

Appointed  from  Minnesota. 
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NICKKRHON,  KOLA M»  Cuostfy.  lieutenant   (junior  grade).  United  States  Naval  Re- 
serve  Force  (class  4). 

Died  :  At  United  States  Hospital,  Washington,  D.  C. 

Date :  October  6.  1918. 

Cause:  disease  (pneumonia). 

Next  of  kin:  Henrietta  Jordan  Nickerson  (wife),  2520  Park  Avenue,  Min- 
neapolis, Minn. 

Appointed  from  Minnesota. 
NIGG,  FRANK  C.,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  Among  those  «>n  board  the  U.  S.  S.  Circl**)**  when  that  vessel  was  re- 
ported missing. 

Date  :  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Henrietta  Nigg  (mother),  Maquoketa.  Iowa. 

Appointed  from  Iowa. 
NORMAN,  (iuv.  lieutenant,  United  States  Naval  Reserve  Force  (class  IK 

Died :  At  Massachusetts  General  Hospital,  Boston,  Mass. 

Date :  June  3,  1918. 

Cause:  Disease  (diabetes  mellitus). 

Next  of  kin :  Mrs.  T.ouisa  1'.  Norman   (wife),  S(i  Washington  Avenue,  New- 
port, R.  I. 

Appointed  from  Rhode  Island. 

NOBRIS,  NORWIN  BATTE,  lieutenant    (junior  grade),    (Medical   Corps),   United 
States  Naval  Reserve  Force  (class  4). 

Died :  On  U.  S.  A.  C.  T.  Ticondcroga. 

Date :  September  30,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Davis  Norris  (wife),  R.  F.  D.  5,  Memphis,  Tenu. 

Appointed  from  Tennessee. 
NORTH,  SCOTT  HOLMES,  ensign,  United  States  Navy. 

Died  :  British  hospital  ship  Soudan. 

Date:  February  19,  1918. 

Cause:  Disease  (endocarditis). 

Next  of  kin:   Mrs.  Alice  J.   North    (mother),  49   Shelter  Street,   Roches- 
ter, N.  Y. 

Appointed  from  Ohio. 

O'CoNNELL,  JOHN  JOSKPH,  machinist,  United  States  Naval  Reserve  Force  (class 
4—3). 

Died :  On  board  the  U.  S.  S.  Bridgeport. 

Date:  October  11,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin :  Mrs.  Ellen  Margaret  O'Connell  (wife),  228  East  Eighth  Street. 
South  Boston,  Mass. 

Appointed  from  Massachusetts. 
OFFUTT,  LEWIS,  lieutenant  (junior  grade),  United  States  Naval  Reserve  Force. 

Died:  U.  S.  S.  Lake  Moor  (torpedoed). 

Date:  April  11,  1918. 

Cause:  Enemy  action. 

Next   of   kin:    Mrs.    Taletha    C.    Offutt.    131    Twenty-second    Avenue,    San 
Francisco,  Calif. 

Appointed  from  California. 


O'HABE,  REGINALD  EUGENE,  acting  pay  clerk,  United  States  Navy. 

Died :  Naval  Hospital,  Strathpeffer,  England. 

Date :  July  19,  1918. 

Cause:  Disease  (diabetes). 

Next  of  kin:  Thomas  F.  O'Hare  (brother),  Rockhill  College,  Ellicott  City. 
Md. 

Appointed  from  Maryland. 

OLSEN,  HERBERT  ERNEST,  lieutenant   (junior  grade),  United  States  Naval  Re- 
serve Force  (class  3). 

Died :  On  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident  (collision  with  George  G.  Henry). 

Next  of  kin:  Mrs.  Annice  C.  Olsen   (mother),  2706  Heath  Avenue,  New 
York,  N.  Y. 

Appointed  from  New  York. 
OI.SSON,  ANDREW,  lieutenant  (junior  grade),  United  States  Navy. 

Died  :  At  Memorial  Hospital,  New  London,  Conn. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin  :  Mrs.  Kathryn  V.  Olssori  (wife),  35  Perry  Street,  New  London, 
ronn. 

Appointed  from  New  York. 
(VRouRKE.  SIMON  A.,  lieutenant  (junior  grade),  United  States  Navy. 

Died  :  At  home,  110  Whipple  Street,  Fall  River,  Mass. 

Date:  September  21,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Michael  O'Rourke  (father).  110  Whipple  Street,  Fall  River. 
Mass.  \ 

Appointed  from  Massachusetts. 
•OSBORNE.  WEEDEN  EDWARD,  dental  surgeon  (Medical  Corps),  United  States  Navy. 

Died :  Killed  in  action  while  serving  with  the  Sixth  Regiment  of  Marines. 

Date :  June  6,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Elizabeth  Osborne  (sister),  4427  Racine  Avenue,  Chicago,  111. 

Appointed  from  Illinois. 

PAGE.   CARROLL   GODDARD.    assistant   paymaster,   United   States   Naval   Reserve 
Force  (class  2). 

Died :  Among  those  on  board  the  U.  S.  S.  Cyclops  when  that  vessed  was  re- 
ported missing. 

Date :  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:  Mrs.  Emeroy  G.  Page  (mother),  Hyde  Park,  Vt. 

Appointed  from  Vermont. 
PAGE,  PHILLIPS  W.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died  :  Off  Harwich,  England. 

Date :  December  17,  1917. 

Cause:  Accident  (in  seaplane). 

Next  of  kin:  Mrs.  Anna  W.  Page  (mother).  1758  Q  Street  NW.,  Washing- 
ton, D.  C. 

Appointed  from  Massachusetts. 
PALMER,  CLYDE  N.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  St.  Inglevert,  France. 

Date :  September  14,  1918. 

Cause:  Accident  (aeroplane). 
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PALMER,  CLYDE  N. — Continued. 

Next  of  kin:  Mrs.  Clyde  N.  Palmer  (wife),  23  Fellsuiore  Road.   Mal»h«n. 
Mass. 

Appointed  from  Massachusetts. 
I'AKROTT,  GEORGE  FOUNTAIN,  jr.,  lieutenant  commander,  United  States  Navy. 

Died :  On  board  U.  S.  S.  8Junt>. 

Date :  October  9,  1918. 

Cause:  Accident  (collision). 

Next  of  kin:  George  F.  Parrott  (father),  R.  F.  D.,  Kinston,  N.  C. 

Appointed  from  North  Carolina. 
PARSONS,  JOHN  S.,  commander,  N.  N.  V. 

Died :  Norfolk,  Va. 

Date:  January  27,  1918. 

Cause :  Self-inflicted  wound. 

Next  of  kin:  Mrs.  Iva  E.  Parsons  (wife),  Accomac,  Va. 

Appointed  from  Virginia. 
PATTEBSON,  WILLIAM  S.,  ensign,  United  States  Naval  Re.serve  Force  (class  4). 

Died :  On  board  the  U.  S.  S.  Huron. 

Date:  September  1,  1918. 

Cause:  Disease  (appendicitis). 

Next  of  kin:  William  Patterson  (father),  6723  Thirty-fourth  Street,  Ber- 
wyn,  111. 

Appointed  from  Illinois. 
PATTON,  THOMAS  BUSTARD,  ensign  (S.  C.)  United  State  Naval  Reserve  Force. 

Died :  At  Philadelphia,  Pa. 

Date:  October  10,  1918. 

Cause:  Disease  (pneumonia,  incident  to  Spanish  influenza). 

Next  of  kin:  Mrs.  Mary  Cramp  Patton  (wife),  519  Eleanor  Street,  Phila- 
dephia,  Pa. 

Appointed  from  Pennsylvania. 

PEACO,  HARRY  MINELL,   lieutenant    (junior  grade),  United  States  Naval  Re- 
serve Force. 

Died :  At  Methodist  Hospital,  Philadelphia,  Pa. 

Date:    September   24,   1918. 

Cause:  Disease  (influenza). 

Next  of  kin:   Emma  V.   Peaco    (sister),   426   East   Sixth    Street,    Rich- 
mond,  Va. 

Appointed  from  Virginia. 
PEAKSON,  JOHN  AUGUST,  carpenter  (temporary),  United  States  Navy. 

Died :  At  Tutuila,  Samoa. 

Date :  May  11,  1918. 

Cause:  Disease  (apoplexy). 

Next  of  kin:  Mrs.  Motu  Pearson  (wife),  Pago  Pago,  Tutuila,  Samoa. 

Appointed   from   California. 

PEASLEE,  ARNOLD  HAZEN,  ensign   (Pay  Corps),  United  States  Naval   Reserve 
Force  (class  4). 

Died:  At  Naval  Hospital,  Chelsea,  Mass. 

Date:    September  27,   1918. 

Cause:  Disease  (influenza,  broncho-pneumonia). 

Next  of  kin:  Mrs.  C.  M.  Peaslee  (mother),  1182  Ix)cust  Street,  Dubuque, 
Iowa. 

Appointed  from  Iowa. 


PECK,  ERVINE  DEWEY,  ensign  (retired),  United  States  Navy. 

Died :  U.  S.  Naval  Hospital,  Great  Lakes,  111. 

Date :  October  29,  1917. 

Cause:  Disease  (psychosis,  manic  depressive). 

Next  of  kin:  Calvin  H.  Peck  (brother),  1534  Kearney  Avenue,  Racine,  Wis. 

Appointed  from  Wisconsin. 
PEKKINS,  LYMAN  BUHNHAM,  lieutenant,  United  States  Naval  Reserve  Force. 

Died:   At  Hartford,  Conn. 

Date:  May  19,  1918. 

Cause:  Disease  (heart  failure). 

Next  of  kin:  Elizabeth  C.  Perkins   (wife),  38  Huntington  Street,  Hart- 
ford, Conn. 

Appointed   from   Connecticut. 
PERO,  DONALD  C.,  ensign,  United  States  Naval  Reserve  Force. 

Died :  In  seaplane  collision,  12  miles  southeast  of  Fire  Island  Lightship. 

Date:  August  24,  1918. 

Cause:  Accident. 

Next  of  kin:  George  F.  Pero   (father),  257  Oak  Street,  Indian  Orchard, 
Mass. 

Appointed   from   Massachusetts. 
PEBRY,  LLOYD  A.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  Moutchic-Lacanau,  France. 

Date:  April  12,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Goldie  Perry  (wife),  Oconomowoc,  Wis. 

Appointed   from   Massachusetts. 
PERRY,  THOMAS,  rear  admiral  (retired),  United  States  Navy. 

Died :  Southern  Pines,  N.  C. 

Date :  March  7,  1918. 

Cause:  Disease  (heart  failure). 

Nearest  living  relative:  R.  P.  McClenahan,  care  of  E.  I.  du  Pont  de  Nemours 
&  Co.,  Parlin,  N.  J. 

Appointed    from    Maryland. 

PERSON',    JOSEPH    WALTER,    pay    clerk,    United    States    Naval    Reserve    Force 
(class  4). 

Died :  At  St.  Mary's  Hospital,  Brooklyn,  N.  Y. 

Date:  October  29,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin :  Eleanore  F.  Person  (wife) ,  8627  Twenty-second  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
PERSONS,  REMUS  C.,  medical  director  (retired),  United  States  Navy. 

Died :  Columbus,  Ga. 

Date :  March  3,  1918. 

Cause:  Disease  (apoplexy). 

Next  of  kin :  Susan  F.  Persons  (wife),  Columbus,  Ga. 

Appointed  from  Alabama. 
PETERSON,  CAKL  OLIVER,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Naval  Station,  Pensacola.  Fla. 

Date :  October  4,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:   Roy  A.  Peterson    (brother),  517  Beachwood  Avenue,   Car 
negie,  Pa. 

Appointed  from  New  York. 
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PRTKKSON,    CHESTER    WILLIAM,    ensign,    United    States   Naval    Reserve    Force 
(class  4). 

Died :  352  West  One  hundred  and  twentieth  Street,  New  York  City. 

Date :  October  6,  1918. 

Cause:  Disease  (Spanish  influenza,  pneumonia). 

Next  of  khi :   Mary   Anne  Peterson    (mother),  care  of  Young  Women's 
Christian  Association,  Lancaster,  Pa. 

Api>ointed  from  New  York. 
PHILLIPS,  WILLIAM  LAWRENCE,  ensign  (acting),  United  States  Navy. 

Died :  Navy  Hospital,  League  Island,  Pa. 

Date :  Octoher  2,  1918. 

Cause:  Disease  ( influenza,  broncho-pneumonia). 

Next  of  kin:   O.  W.   Phillips    (father),  216  South    Fairfax   Street,  Alex- 
andria, Va. 

Appointed  from  Virginia. 

POOLSEN,  CABL  MAKTIN,  lieutenant  (Junior  grade),  United  States  Naval  Reserve 
Force  (inactive). 

Died :  At  his  home  236  West  Tenth  Street,  New  York,  N.  Y. 

Date:  October  17,  1918. 

Cause:  Natural. 

Next  of  kin  :  Mary  C.  Aiken  Poolsen  (wife),  3520  Mi  Street,  Galveston,  Tex. 

(Never  called  to  active  duty.) 

Appointed  from  New  York. 

PORTER,  HAROLD  GREENE,  lieutenant  (junior  grade),  Medical  Corps   (class  4), 
Naval  Reserve  Force. 

Died :  At  Naval  Hospital,  Chelsea,  Mass. 

Date:  September  10,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Genevieve  O.  Porter  (mother),  1751  West  Geuesee  Street, 
Syracuse,  N.  Y. 

Appointed  from  New  York. 
POTTER,  STEPHEN,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Shot  down  by  enemy  in  North  Sea. 

Date :  April  25,  1918. 

Cause:  Enemy  action. 

Next    of   kin:  John    H.    Potter    (brother),    Passadena    Apartments,    De- 
triot,  Mich. 

Appointed  from  Michigan. 
Pou,  EDWIN  S.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  United  States  Naval  Air  Station,  Illetudy,  France. 

Date:  October  28,  1918. 

Cause:  Accident  (aeroplane). 

Next  of  kin:  Mrs.  Edwin  S.  Pou  (wife),  Smithfleld,  N.  C. 

Appointed  from  North  Carolina. 
POWEK,  JACKSON,  ensign,  United  States  Naval  Reserve  Force  (class  3). 

Died:  On  board  U.  S.  S.  George  Washington. 

Date:  October  13,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Irene  Power    (mother),  504  West  One  hundred   and 
twelfth  Street,  New  York,  N.  Y. 

Appointed  from  New  York. 
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PRATT,  JOHN  D.,  gunner,  United  States  Navy. 

Died  :  At  Boston,  Mass. 

Date:  May  14,  1917. 

Cause:  Suicide. 

Next  of  kin:  Mrs.  John  D.  Pratt   (wife),  398  Lafayette  Avenue,  Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
PRKY,  Louis  K.,  carpenter,  United  States  Navy. 

Died :  At  Brooklyn,  N.  Y. 

Date :  March  2,  1818. 

Cause:  Disease  (embolism). 

Next  of  kin:  Mrs.  Louis  E.  Prey   (wife),  Vallejo,  Calif.,  or  306  Eighth 
Avenue,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 

PROUTY,  ALBERT  BENJAMIN  RANDOLPH,  lieutenant  (junior  grade),  United  States 
Naval  Reserve  Force  (class  4). 

Died :  On  board  the  U.  S.  S.  New  York. 

Date:  November  10,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Albert  Henry  Prouty  (father),  North  Brookfield,  Mass. 

Appointed  from  Massachusetts. 

QtrEEN,  DUDLEY  W.,  assistant  surgeon,  United  States  Naval   Reserve  Force 
(class  4). 

Died :  At  Royal  Hospital,  Haubowline,  England. 

Date :  November  20,  1917. 

Cause:  Disease  (cerebrospiual  fever). 

Next  of  kin:  David  W.  Queen   (father),  care  of  Cooper  &  Coker,  George- 
town, Tex. 

Appointed  from  Texas. 
RANDOLPH,  GEORGE  FITZ,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died  :  On  submarine  chaser  No.  209. 

Date :  August  27,  1918. 

Cause :  Accident. 

Next  of  kin:  R.  F.  Randolph   (father),  U06  South  Rhode  Island  Avenue, 
Atlantic  City,  N.  J. 

Appointed  from  New  York. 
ItASMt'SSEN,  CHESTER,  ensign   (inactive).  United  States  Naval  Reserve  Force. 

Died :  At  home. 

Date :  October  30,  1918. 

Cause:  Disease  (tuberculosis  of  the  lungs). 

Next  of  kin:   Carrie  Rasmussen    (mother),  225  Oliver   Street,   Redwood 
City,  Calif. 

Appointed  from  California. 
READ,  CURTIS  S.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  At  Dunkerque,  Paris,  France. 

Date :  February  27,  1918. 

Cause :  Accidentally  killed  as  result  of  seaplane  accident. 

Next  of  kin:  Mrs.  William  A  Read   (mother),  4  East  Sixty-second  Street, 
New  York,  N.  Y. 

Appointed  from  New  York. 
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RKAVELY,  EDWAKU.  ensign,  United  States  Navy. 

Died :  On  U.  S.  S.  Tampa  when  torpedoed. 

Date :  September  26,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  A.  E.  Little  (sister),  Benald,  111. 

Appointed  from  Illinois. 
REED,  CHARLES  E..  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died:  While  in  a  kite  balloon  towed  by  H.  M.  S.  Rprinfilock. 

Date :  August  14,  1918. 

Cause:  Accident  (drowned). 

Next    of    kin:    Annie    Delia    Reed     (wife),    718    Commonwealth    Avenue. 
Boston,  Mass. 

Appointed  from  Massachusetts. 

REEVES   GEORGE  WASHINGTON,  jr.,  commander  (S.  C.)    (retired),  United  States 
Navy. 

Died :  At  home,  Coronado,  Calif. 

Date:  August  19,  1918. 

Cause:  Disease  (tuberculosis — pneumonia). 

Next  of  kin:  Mrs.  Grace  G.  Reeves  (wife),  350  A  Avenue.  Coronado,  Calif. 

Appointed  from  Pennsylvania. 
REHBAUM,  GILBERT  H.,  assistant  paymaster,  United  States  Naval  Reserve  Force. 

Died :  At  Jefferson  Hospital.  Philadelphia,  Pa. 

Date :  April  11,  1918. 

Cause:  Suicide. 

Next  of  kin:  William  F.  Rehbauin   (father),  Anona,  Fla. 

Appointed  from  Florida. 
REHM,  AKTHUR  ALFRED,   lieutenant  commander,  United   States  Navy. 

Died:  At  Naval  Hospital.  Washington,  D.  C. 

Date :  October  20,  1918. 

Cause:  Disease  (influenza — pneumonia). 

Next  of  kin:  Albert  F.  Rehm  (father),  633  Hanover  Street,  Meridan,  Conn. 

Appointed  from  Connecticut. 
RENO,  WALTEB  E.,  lieutenant  commander,  United  States  Navy. 

Died:  On  U.  S.  S.  Chauncey  (rammed  by  British  Rose  of  Glascow). 

Date :  November  19,  1917. 

Cause:  Accident. 

Next  of  kin:  Mrs.  L.  W.  Reno  (mother),  Agency  City,  Iowa. 

Appointed  from  Missouri 
REYNOLDS,  ZIBA  WELLS,  pay  director,  United  States  Navy. 

Died :  At  naval  hospital,  Washington,  D.  C. 

Date :  April  24,  1917. 

Cause:  Disease  (carcinoma). 

Next  of  kin:  Ziba  W.  Reynolds  (wife),  the  Highlands,  Washington,  D.  O. 

Appointed  from  Pennsylvania. 

RICHARDSON,  GEORGE  EDWARD,  lieutenant  (junior  grade),  United  States  Naval 
Reserve  Force  (class  3). 

Died :  On  board  U.  S.  S.  Huron. 

Date :  October  24,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Jane  Tufts  Richardson   (wife),  Lancaster,  Muss. 

Appointed  from  Massachusetts. 
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RILEY,  FRANK  WILLIAM,  ensign,  United  States  Naval  Reserve  Force. 

Died :  At  Navy  air  station,  Miami,  Fla. 

Date :  October  12,  1918. 

Cause:  Disease  (pneumonia). 

Next   of   kin:    Mrs    Ellen    M.    Riley    (mother),   800    Blue   Hill    Avenue, 
Dorchester,  Mass. 

Appointed  from  Massachusetts. 
ROBERTS.  ALBERT  CHARLES,  lieutenant,  United  States  Navy. 

Died :  At  Jeffrey  Hole  Hospital,  Quebec,  Canada. 

Date :  September  18,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  C.  H.  Roberts  (mother),  1152  South  Fifty-second  Street, 

Philadelphia,  Pa. 
RODNET,  ROBERT  B..  paymaster  (retired),  United  States  Navy. 

Died  :  At  Washington,  D.  C. 

Date:  January  14,  1918. 

Cause:  Disease  (edema  of  the  lungs,  acute). 

Next  of  kin  :   Miss.  L.  V.  Rodney  (sister) ,  123  B  Street  SE.,  Washington,  D.  O. 

Appointed  from  Delaware. 

ROPEB,  KENNETH  CAMMORN,  lieutenant   (junior  grade),  United  States  Naval 
Reserve  Force. 

Died :  United  States  Naval  Hospital,  Brooklyn,  New  York,  N.  Y. 

Date :  October  13,  1918. 

Cause:  Disease  (bronchial  pneumonia). 

Next  of  kin:  Lelia  C.  McKay  (aunt),  Ninth  and  Washington  Streets,  Port- 
land, Oreg. 

Appointed  from  Oregon. 
Ross,  BRUCE  W.,  machinist,  United  States  Navy. 

Died  :  At  Naval  Hospital,  Norfolk,  Va. 

Date :  December  12,  1917. 

Cause:  Accident  (burns  received  on  U.  S.  S.  Chemung). 

Next  of  kin:  Gertrude  R.  Ross  (wife),  915  North  Street,  Portsmouth,  Va. 

Appointed  from  California. 

ROTHENBURO,   DAVID  MEYER,  lieutenant    (junior  grade),   United   States  Naval 
Reserve  Force  (class  4). 

Died :  At  Jewish  Hospital,  Brooklyn,  N.  Y. 

Date :  October  5,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Rebecca  Rothenberg  (mother),  1095  Lincoln  Place,  Brooklyn, 
N.  Y. 

Appointed  from  New  York. 
RUSH,  WILLIAM  H.,  surgeon,  United  States  Navy. 

Died:  At  Ardmore,  Pa. 

Date :  April  26,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Emma  J.  Rush  (wife),  119  Walnut  Street,  Ardmore,  Pa. 

Appointed  from  Pennsylvania. 
RYAN,  JOHN  PAUL  JONES,  commander  (retired),  United  States  Navy. 

Died :  Residence,  70  South  Allen  Street,  Albany,  N.  Y. 

Date :  September  15,  1918. 

Cause:  Disease  (arteriosclerosis-nephritis,  chronic). 

Next  of  kin:  Ellen  Conley  Ryan    (mother),  70  South  Allen   Street,  Al- 
bany, N.  Y. 

Appointed  from  New  York. 
174483—20 4 
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RYDER.   WAI.TKK   I.,   lieutenant    (junior  grade),   Medical   Corps,    United   States 
Naval  Reserve  Force  (class  2). 

Died :  At  Newton,  Mass. 

Date :  September  '24,  1918. 

Cause:  Disease  (Influenza). 

Next  of  kin:  Bernadettn  M.   Ryder   (wife),  169  Tremont  Street.  Newton, 
Mass. 

Appointed  from  Massachusetts. 
SAMUELSON,  ELMKR  A.,  machinist,  United  States  Navy. 

Died :  On  U.  S.  S.  Pennsylvania. 

Date :  July  7,  1919. 

Cause:  Suicide. 

Next  of  kin:   Alexander   Samuel  son    (father),   418  Willow    Street,   Terre 
Haute,  Ind. 

Appointed  from  Indiana. 
SAVIU.K,  JOHN  W.,  passed  assistant  engineer  (retired),  United  States  Navy. 

Died :  Boston,  Mass. 

Date :  September  30,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Maude  Saville  Clift  (daughter),  1910  Mount  Royal  Terrace, 

Baltimore,  Md. 

SCH.MID.  KAKF.  ERNKST,  lieutenant  (junior  grade),  (Medical  Corps,  Dental  Sur- 
geon), United  States  Naval  Reserve  Force. 

Died :  United  States  Naval  Hospital,  Pelham  Bay  Park,  N.  Y. 

Date:  October  9,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  Carl  Ernest  Schmid   (father),  373  Josefa  Street,  San  Jose, 
Calif. 

Appointed  from  New  York. 
SCHONHOF,  HUGO,  ensign,  United  States  Naval  Reserve  Force   (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause :  Accident. 

Next   (tf   kin:   Mrs.   Dora    Schonhof    (wife),    1345   Cooksie   Street,    Balti- 
more, Md. 

Appointed  from  Maryland. 
SCOHKY,  JOHN,  lieutenant,  United  States  Naval  Reserve  Force  (class  4-2). 

Died :  At  Marine  Hospital,  San  Francisco,  Calif. 

Date :  November  5,  1917. 

Cause  :  Disease  (thrombosis  of  left  cerebral  artery  and  broncho-pneumonia). 

Next  of  kin:  Leouore  F.  Scobey    (wife),  Forest  Knolls,  Calif. 

Appointed  from  California. 
SCOTT,  ROMERT  HARRY,  lieutenant  (junior  grade),  United  States  Navy. 

Died :  At  civil  hospital,  Peekskill,  N.  Y. 

Date :  October  15,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Florence  E.  Scott   (wife),  128  Reid  Avenue,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
SCOTT,  THKODOKK  WIM.IAM,  pharmacist    (retired),  United  States  Navy. 

Died :  East  Petersburg,  Pa. 

Date:  August  4,  1917. 

Cause:  Disease  (tuberculosis  of  lungs,  tubercular  meningitis). 

Next  of  kin:  Grace  Collins  Scott   (wife),   1107  Carroll  Street,  Brooklyn, 
N.  Y. 

Appointed  from  Pennsylvania. 
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SEED.  CHARLES  ROBERT,  lieutenant  (junior  grade),  United  States  Naval  Reserve 
Force  (class  4). 

Died :  At  Hasueman  Hospital,  Worcester,  Mass. 

Date :  October  8,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Frank  Seed  (son),  41  Beaver  Street,  Worcester,  Mass. 

Appointed  from  Massachusetts. 

SELWOOD,    THOMAS    FRANK,    lieutenant,    United    States   Naval    Reserve   Force 
(class  2). 

Died :  At  St.  Vincent's  Hospital,  New  York,  N.  Y. 

Date :  October  26,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Harriet  Selwood    (mother),  76  Tindal  Street,   Birmingham, 
England. 

Appointed  from  California. 
SHARKEY,  WILLIAM  JOSEPH,  lieutenant  (junior  grade),  United  States-  Navy. 

Died :  On  board  the  U.  S.  S.  O-5. 

Date:  October  5,  1918. 

Cause:  Accident  on  board  vessel. 

Next  of  kin:  Mrs.  Mary  E.  Sharkey  (wife),  2  Elm  Street,  Newport,  R.  I. 

Appointed  from  New  York. 

SKINXER,  AARON  N.,  professor  of  mathematics  (retired),  United  States  Navy- 
Died  :  in  Framingham,  Mass. 

Date:  August  14,  1918. 

Cause:  Accident  (drowning). 

Next  of  kin:  Miss  Helen  A.  Skinner  (sister),  1832  Kilbourne  Street,  Wash- 
ington, D.  C. 

Appointed  from  Massachusetts. 
SKIXNEK,  ALFONSO,  machinist  (retired),  United  States  Navy. 

Died :  At  246  West  Cedar  Street,  San  Diego,  Calif. 

Date :  November  11,  1918. 

Cause:  Disease  (tuberculosis,  chronic  pulmonary). 

Next  of  kin:  Amerigo  Skinner  (father),  Cedar  Rapids,  Iowa. 

Appointed  from  New  York. 
SKINXER,  HARRY  G.,  jr.,  ensign,  United  States  Naval  Reserve  Force. 

Died  :  On  U.  S-  S.  ('haitn-cey  (rammed  by  Britsh  Ro$e  of  Glascow). 

Date :  November  19,  1917. 

Cause :  Accident. 

Next  of  kin:  Harry  G.  Skinner  (father),  Mount  Washington,  Md. 

Appointed  from  Maryland. 
SLAMM.  CHARLES  W..  pay  director   (retired).  United  States  Navy. 

Died :  At  home.  Philadelphia,  Pa. 

Date :  October  9,  1918. 

Cause:  Disease  (valvular,  chronic  cardiac). 

Next  of  kin :  No  record. 

Notice  of  death  sent  by  Ada  V.  Cornpton,  3416  Hamilton  Street,  Philadel- 
phia, Pa. 

Appointed  from  Pennsylvania. 
SMALL,  JOSEPH  CHANDLER,  lieutenant  (junior  grade).  United  States  Navy. 

Died:  At  Philadelphia,  Pa. 

Date :  November  2,  1918. 

Cause:  Disease  (influenza). 

Next    of   kin:  Margaret    Rettew    Small    (wife),    609    South    Forty-eighth 
Street,  Philadelphia,  Pa. 

Appointed  from  New  York. 
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SMITH,  FRANCIS  I'AKKS.  lieutenant,  United  Stairs  Naval  Reserve  Force  (class  H). 

Died:  On  board  Herman  Frash  when  it  collided  with  George  G.  Hcnrii. 

Date :  October  4,  1918. 

Cause:  Accident. 

Next  of  kin:  Frank  H.  Smith  (father),  Newport,  N.  H. 

Appointed  from  New  York. 
SMITH,  JAMES  A.,  chief  boatswain  (retired),  United  States  Navy. 

Died  :  At  home,  'J  East  Twenty-fifth  Street,  Baltimore,  Mel. 

Date:  March  27,  1918. 

Cause:  Disease  (arteriosclerosis,  cerebral). 

Next  of  kin  :   Mrs.  .hum-*  A.  Smith  (wife).  2  East  Twenty-fifth  Street.  Hn  I  ti- 
mbre, Md. 

Appointed  from  Maryland. 
SMITH,  JOHN  ANDERSON  BAXTER,  rear  admiral  (retired).  United  States  Navy. 

Died :  New  Orleans,  La. 

Date :  March  9,  1918. 

Cause:  Disease  (heart). 

Next  of  kin :  Mrs.  E.  P.  Ramsey,  65  Grove  Street,  Jamaica,  N.  Y.  (relation- 
ship not  stated). 

Appointed  from  Pennsylvania. 
SMITH,  JOHN  THEIRSON  (P.  A.  engineer)   (retired).  United  States  Navy. 

Died:  At  home,  Livingston  Heights,  Va. 

Date:  October  23,  1918. 

Cause:  Disease  (chronic  myocarditis). 

Next  of  kin:  Commander  Charles  Gordon  Smith   (son).  Medical  Corps, 
United  States  Navy,  Naval  Station,  Hawaii. 

Appointed  from  Virginia. 
SMITH,  ROY  T.,  boatswain,  United  States  Naval  Reserve  Force  (class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident. 

Next  of  kin:  T.  F.  Smith  (father),  Phoenix  City,  Ala. 

Appointed  from  Alabama. 
SMITH,  WINTHROP  FLOYD,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Naval  air  station,  Bayshore,  Long  Island. 

Date:  October  10,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Jennie  Smith  (mother),  22  Radford  Lane,  Dorchester,  Mass. 

Appointed  from  Massachusetts. 

SOUTHER,   ARTHUR   FULLER,   lieutenant    (junior   grade),    United    States   Naval 
Reserve  Force   (class  5). 

Died:  At  East  Greenwich,  R.  I. 

Date:  July  19,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin  :  Mrs.  Kate  Fuller  Souther  (mother),  1840  East  Eighty-seventh 
Street,  Cleveland,  Ohio. 

Appointed  from  Ohio. 
SPAVEN,  JOHN  STUART,  ensign,  United  States  Navy. 

Died :  Royal  Naval  Hospital,  Haulbowline,  England. 

Date :  October  17,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  George  Spaven  (father),  P.  O.  box  93,  San  Juan,  P.  R. 

Appointed  from  New  Jersey. 


53 

SPKAGVE,  WILLIAM  G..  ensign,  United  States  Naval  Re*t'i-\v  Force  (class  5). 

Died :  Naval  air  station,  Illetudy,  France. 

Date :  October  26,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin :  William  C.  Sprague,  2745  Hampdeu  Court,  Chicago,  III. 

Appointed  from  Illinois. 

STAFFORD,  ALBERT  FRANCIS,  ensign,  United  States  Naval  Reserve  Force  (class 
4-3). 

Died:  Ou  board  the  U.  S.  A.  C.  T.  Ticonderoga  (torpedoed). 

Date:  September  30,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Mrs.  Julia  H.  Stafford  (mother),  224  Delguerra  Street,  Santa 
Barbara,  Calif. 

Appointed  from  California. 
STAIJSY,  CHATFIEIJ)  C.,  gunner,  United  States  Navy. 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause :  Accident. 

Next  of  kin:  John  F.  Staley  (father),  3855  California  Street,  Omaha,  Nebr. 

Appointed  from  Nebraska. 
STANDIN,  JOHN  ROBF.RT,  ensign,  United  States  Naval  Reserve  Force  (class  4-3). 

Died :  Auxiliary  hospital,  Lamlash,  Scotland. 

Date:  September  23,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  William  H.  Standin  (father),  Galesville,  N.  C. 

Appointed  from  New  Jersey. 
STAPLES,  BERT  E.,  chief  gunner,  United  States  Navy. 

Died :  At  naval  hospital,  New  York,  N.  Y. 

Date :  May  16,  1917. 

Cause:  Disease  (ulcer  of  stomach). 

Next  of  kin:  Mrs.  Elizabeth  Staples  (wife),  325  Jay  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 

STEBBINS,    CABL    HOLLAND,    machinist,    United    States    Naval    Reserve    Force 
(class  3). 

Died:  At  St.  Vincents  Hospital,  Brooklyn,  N.  Y. 

Date :  October  18,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Hazel  Sipe  Stebbins  (wife),  147  Lincoln  Way,  Lisbon,  Ohio. 

Appointed  from  Ohio. 
STEKL,  BASIL  L.,  ensign  (Supply  Corps),  United  States  Navy. 

Died :  At  naval  base,  Cardiff,  Wales. 

Date :  October  8,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Margaret  Gladys   Steel   (wife),  812  North   Forty-first 
Street,  Philadelphia,  Pa. 

Appointed  from  Pennsylvania. 

STEIN,   THEODORE   WILLIAMSON,   ensign,   United    States   Naval    Reserve   Force 
(class  4). 

Died :  At  home,  312  West  Eighth  Street,  Chester,  Pa. 

Date:  October  5,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin:  Mrs.  Mary  Taylor  Stein   (mother),  312  West  Eighth  Street, 
Chester,  Pa. 

Appointed  from  Pennsylvania. 


54 

STKVKNSON.  .IOII.N,  ensign.  United  States  Nav.-il   Heserve  Force   (class   I). 

Died  :  (in  the  U.  S.  S.  ('ln"nik<'c  when  she  foundered. 

Date:  February  2(5,  1918. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Marguerite  Stevenson  Hall   (daughter),   1!)4  Hull  Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  Jersey. 

STKWART,   WILLIAM   CAIRNS,   lieutenant,    United    States   Naval    Reserve   Force 
(class  3). 

Died:  U.  S.  S.  Herman  Frasch. 

Date:  Officially  declared  dead  October  4,  1918. 

Cause:  Accident  (collision  with  George  O.  Henry). 

Next    of   kin:    Mrs.    C.    Stewart    (mother),    14    Darwin    Road.    Southamp- 
ton, England. 

Appointed  from  Louisiana. 
STIRLING,  JAMKS,  lieutenant  (junior  grade),  United  States  Naval  Hi-serve  Force. 

Died:  On  the  U.  S.  S.  Mercury. 

Date:  October  19,  1918. 

Cause:  Disease  (broncho-pneumonia). 

:        Next    of   kin:    Gertrude    V.    Stirling    (wife),    279    Varick    Street,    Jersey 
City,  N. '  J. 

Appointed  from  New  Jersey. 

STODDARD,  CHARLES  BURTON,  lieutenant  commander,  United  States  Naval  Re- 
serve Force. 

Died:  On  board  the  U.  S.  S.  Herman  Frasch. 

Date :  October  4,  1918. 

Cause:  Accident  (collided  with  the  George  G.  Henry. 

Next  of  kin:  Ella  St.  Clair  Stoddard   (wife).  624  Carlton  Avenue,   Brook- 
lyn, N.  Y. 

Appointed  from  New  York. 
STUBTEVANT,  ALHKRT  D.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  In  combat  with  enemy  aeroplane  over  the  North  Sea. 

Date:  February  15,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  C.  L.  Sturtevant  (father).  210  Leroy  Place,  Washington,  D.  C. 

Appointed  from  New  Jersey. 

SUMMERS,  BRONSON  EWING,  lieutenant  (junior  grade)    (Medical  Corps),  United 
States  Navy. 

Died:  Marine  Barracks,  Quantico,  Va. 

Date:  September  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Thomas  B.  Summers  (father),  Milton,  W.  Va. 

Appointed  from  Virginia. 
TAYLOR,  ELMKU  BOWDEN,  ensign,  United  States  Naval  Reserve  Force   (class  5). 

Died:  At  Calais,  France. 

Date:  October  27,  1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  E.  E.  Taylor  (mother),  Cedar  Grove,  N.  J. 

Appointed  from  New  Jersey. 
TERRES,  HUGH,  ensign.  United  States  Naval  Reserve  Forrc:  irlass  H). 

Died:  In  Italy. 

Date:  August  17,  1918. 

Cause:  Accident  (aeroplane). 
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TEBRES,  HUGH — Continued. 

Next  of  kin:   Mrs.  C.  Terres   (mother),  35  Pembroke  Road,  Kensington, 
London. 

Appointed  from  North  Carolina. 

TETER,  HADLEY  HOWARD,  lieutenant    (junior  grade)    (Medical   Corps),  United 
States  Navy. 

Died :  On  U.  S.  S.  Tain  pa  when  same  was  sunk. 

Date:  September  26,  1918. 

Cause:  Enemy  action. 

Next  of  kin:  Sarah  Teter  (mother),  729  Poplar  Street,  Coshocton,  Ohio. 

Appointed  from  Utah. 
THEISS,  EMIL.  captain,  United  States  Navy. 

Died :  At  Naval  Hospital,  Washington,  D.  C. 

Date:  September  24,  1917. 

Cause:  Disease  (myocarditis,  chronic). 

Next  of  kin:  Mrs.  Katherine  S.  Theiss  (wife),  1741  O  Street  NW..  Wash- 
ington, D.  C. 

Appointed  from  Wisconsin. 
THOMAS,  CLARENCE  C.,  lieutenant,  United  States  Navy. 

Died:  U.  S.  S.  Vacuum  (torpedoed). 

Date :  April  28,  1917. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Evelyn  M.  Thomas   (wife),  196  Prince  George  Street. 
Annapolis,  Md. 

Appointed  from  California. 
THOMPSON,  DONALD  FREDERICK,  machinist,  United  States  Naval  Reserve  Force. 

Died :  On  board  the  U.  S.  S.  Celebes. 

Date:  August  15,  1918. 

Cause:  Disease  (entercolitis). 

Next  of  kin:  Mrs.  Grace  Thompson   (mother),  21  Warren  Street.  Bloom- 
field,  N.  J. 

Appointed  from  New  Jersey. 
TIBBITTS,  RUSSELL  D.,  ensign,  United  States  Naval  Reserve  Force  (class  5). 

Died :  Fifteen  miles  northeast  of  Fenwick  Island  Light  Vessel. 

Date :  October  8,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Mary  Elizabeth  Tibbitts    (wife),  1407  H  Street  NW., 
Washington,  D.  C. 

Appointed  from  District  of  Columbia. 
TIRRELL,  EUGENE  CHARLES,  ensign,  United  States  Naval  Reserve  Force. 

Died :  At  Naval  Base  Hospital  No.  5,  Brest,  France. 

Date:  October  1,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Mary  A.  Tirrell   (mother),  18  Parker  Street,  Chelsea, 
Mass. 

Appointed  from  Massachusetts. 
TITUS,  REUBEN  F.,  boatswain,  United  States  Naval  Reserve  Force  (class  4). 

Died :  At  United  States  Marine  Hospital,  Stapleton,  Staten  Island,  N.  Y. 

Date  :  February  3,  1918. 

Cause:   Self-inflicted  gunshot  wound. 

Next  of  kin:  Mrs.  Mary  Eliza  Titus  (wife),  37  Harrison  Avenue,  Port  Rich- 
mond, Staten  Island,  N.  Y. 

Appointed  from  New  York. 
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ToKRi'K.  ARTIITR  15.,  gunner,  United  States  Navy. 

Died  :  At  Portsmouth,  Va. 

Date:  Pet-ember  12,  1917. 

Cause:  Accident  (drowned). 

Next  of  kin  :  Mrs.  A.  B.  Toerpe  (wife),  Long  Beach,  Calif. 

Appointed  from  Illinois. 
TOWNSENU,  LAWKKNCE,  Jr.,  lieutenant  (retired),  United  Stat.-s  Navy. 

riled :  At  Naval  Hospital,  Washington,  D.  C. 

Date :  October  13,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mr.  Lawrence  S.  Townsend   (father),  1416  Twentieth  Street, 
Washington,  D.  C. 

Appointed  from  Pennsylvania. 
TREVER,  GEOKGE  ARTHUR,  lieutenant  commander,  United  States  Navy. 

Died :  At  Naval  Hospital,  Brooklyn,  N.  Y. 

Date :  October  14,  1918. 

Cause:  Accident  (injuries  extreme,  gas  submarine). 

Next  of  kin:  Bessie  MacMillen  Trever   (wife),  4361   Valle  Vista   Street, 
San  Diego,  Calif. 

Appointed  from  Wisconsin. 
TWADDLE,  GEORGE,  acting  pay  clerk  (temporary),  United  States  Navy. 

Died :  At  United  States  Naval  Training  Barracks,  Base  6. 

Date :  October  2,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.    Pauline  Twaddle    (wife).   411   O   Street   SW.,   Wash- 
ington, D.  C. 

Appointed  from   Virginia. 
TYNAN,  WILLIAM  VINCENT,  carpenter,  United  States  Navy. 

Died:  On  board  the  U.  S.  S.  Louisville. 

Date:  September  27,  1918. 

Cause:  Accident  (result  of  a  fall). 

Next  of  kin:  Francis  T.  Tynan   (father),  910  Washington  Street,  Ports- 
mouth,  Va. 

Appointed  from  Virginia. 

TYSON,   CHAREES   McGHEE,   lieutenant    (junior   grade),   United   States   Naval 
Reserve  Force  (class  5). 

Died :  Off  Immingham,  England. 

Date:  October  11,  1918. 

Cause:  Accident  (seaplane). 

Next  of  kin:  Mrs.  Betty  Tyson   (wife),  149  East  Thirty-seventh  Street, 
New  York,   N.   Y. 

Appointed  from  Tennessee. 

UPTON,  FREDERICK   E.,  lieutenant   (junior  grade)    (inactive;   retired),  United 
States  Navy. 

Died :  At  3516  Tenth  Street  NW.,  Washington,  D.  C. 

Date:  November  6,  1918. 

Cause:  Disease  (heart  failure). 

Next  of  kin:   Emily  F.   Upton    (wife),   3516  Tenth   Street   NW.,   Wash- 
ington, D.  C. 

Appointed   from   Maine. 
VAN  DERVEKR,  WARREN  ABBE,  lieutenant  (Medical  Corps),  United  States  Navy. 

Died :  At  United  States  Naval  Hospital,  Norfolk,  Va. 

Date:   October  7,  1918. 

Cause:  Disease  (pneumonia). 
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VAN  DERVEEK.  WARKEX  ABBE — Continued. 

Next  of  kin:  Anna  French  Van  Derveer  (wife),  34  Garden  Street,  Mount 
Holly,   N.   J. 

Appointed  from  New  Jersey. 

VAN  NEST,  THEODORE  BURNHAM,  ensign,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  board  U.  S.  S.  George  Washington. 

Date:   October  15,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.   Edith  McK.   Burnhum    (mother),   16  Prospect   Street, 
East   Orange,  N.   J. 

Appointed   from  New  Jersey. 

VABNEY,  WILLIAM  EL,  captain   (Construction  Corps)    (retired),  United  States 
Navy. 

Died :  At  home,  710  Carey  Street,  Baltimore,  Md. 

Date :  May  22,  1918. 

Cause:  Disease. 

Next  of  kin:  William  W.  Varuey  (son),  710  Carey  Street,  Baltimore,  Md. 

Appointed  from  Massachusetts. 
VENABLE,  JOSEPH  EVANS,  chief  machinist,  United  States  Navy. 

Died :  At  Naval  Hospital,  New  York,  N.  Y. 

Date :  April  30,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next   of   kin:    Lillian    H.    Venable    (wife),    197    Madison    Avenue,    New 
York,  N.  Y. 

Appointed  from  Pennsylvania. 
VINES,  JOHN  WINFIELD,  lieutenant,  United  States  Naval  Reserve  Force. 

Died :  At  Army  Base  Hospital  No.  34. 

Date :  November  4,  1918. 

Cause:  Disease  (double  lobar  pneumonia). 

Next  of  kin:  Margaret  Viner  (wife),  52  Fifteenth  Street,  Brooklyn,  N.  Y. 

Appointed  from  New  York. 
WALKER,  GUY  ABLE,  ensign,  United  States  Navy. 

Died :  Bay  Shore,  Long  Island. 

Date:  October  19,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  Ella  Walker  (wife),  Otego,  N.  Y. 

Appointed  from  Ohio. 
WARD,  AABON,  rear  admiral  (retired),  United  States  Navy. 

Died :  At  home. 

Date:  July  5,  1918. 

Cause:  Disease  (uremia). 

Next  of  kin :  Annie  Willis  Ward  (wife),  Roslyn,  Long  Island,  N.  Y. 

Appointed  from  Pennsylvania. 
WARD,  WALTER  L.,  carpenter,  United  States  Naval  Reserve  Force  (class  4). 

Died :  Rochester,  N.  Y. 

Date :  October  6,  1918. 

Cause:  Disease  (general  peritonitis). 

Next  of  kin:  Mrs.  Sylvania  Haskins  Ward  (mother),  1088  Broad  Street, 
Newark,  N.  J. 

Appointed  from  New  Jersey. 
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WARKORD,  LEWIS  SYI.VKSIKK.  duct  carpenter  (retired),  United  States  Navy. 

Died :  San  Francisco,  Calif. 

Date:  May  13,  1917. 

Cause:  Disease  (diabetes  niellitus). 

Next  of  kin:   Mrs.   Hose  Warford    (wife).   1210  Ben  ton   Street,   Alameda, 
Calif. 

Appointed  from  California. 

WAKNER,  DOUGLAS  HOLMKS,  lieutenant  (junior  grade)   (Medical  Corps),  United 
States  Naval  Reserve  Force  (class  4). 

Died:  Naval  hospital.  Puget  Sound,  Wash. 

Date:  October  8,  1918. 

Cause:  Disease  (influenza). 

Next  of  kin  :  Estelle  F.  Warner  (wife),  746  Second  Street,  Bremerton,  Wash. 

Appointed  from  Oregon. 
WKAVKR,  ROKKUT  HARRISON,  ensign,  United  States  Navy. 

Died  :  Naval  hospital,  Norfolk,  Va. 

Date:  February  2,  1918. 

Cause:  Disease  (tuberculosis). 

Next  of  kin:  Elizabeth  Weaver  (mother),  Glen  Rock,  York  County,  1'a. 

Appointed  from  Pennsylvania. 
WEDDKRIU-RN,  CHARLES  F.,  lieutenant  (junior  grade),  United  States  Navy. 

Died  :  U.  S.  S.  Clxiiincc!/  (rammed  by  British  Roue  of  Glascow). 

Date :  November  19,  1917. 

Cause:  Accident. 

Next   of  kin:  Mrs.    Gertrude   F.   Wedderburn    (mother),   2034   Twentieth 
Street  NW.,  Washington,  D.  C. 

Appointed  from  Maryland. 
WEED,  WALKER  TEN  EYCK,  ensign,  United  States  Naval  Reserve  Force. 

Died:  Cape  May,  N.  J. 

Date:   February  27,  1918. 

Cause:  Accident   (aeroplane  burns). 

Next   of  kin:  Mr.   Nathan   H.   Weed    (father).   21   Upper   Mount   Avenue, 

Mountclair,  N.  J. 
WELLS,  BENJAMIN  W.,  Jr.,  commander  (retired),  United  States  Navy. 

Died:  Washington,  D.  C. 

Date:  June  11,  1917. 

Cause:  Disease  (angina-pectoris). 

Next  of  kin:  Mrs.  Julia  L.  Wells  (wife),  Westmoreland,  Washington,  D.  C. 

Appointed  from  Illinois. 

WELLS,   NICHOLAS   RUNDLETT,   ensign,    United    States    Naval     Reserve    Force 
(class  3). 

Died :  On  board  the  U.  S.  A.  C.  T.  Ticonderof/a  (torpedoed). 

Date:   September  30,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Frank  B.  Wells  (father),  Christmas  Cove,  Me. 

Appointed  from  Maine. 
WERNER,  GEORGE,  ensign,  United  States  Naval  Reserve  Force  (class  4). 

Died:  At  Army  Base  Hospital  No.  34. 

Date:  October  28,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Mrs.  Sofia  Werner  (mother),  Orin,  Sweden. 

Appointed  from  New  York. 


59 

WEST,  JOHN  THOMAS,  machinist  (retired),  United  States  Navy. 

Died:  Norfolk,  Va. 

Date:  June  14,  1917. 

Cause:  Disease  (nephritis,  chronic). 

Next  of  kin:  Mrs.  Mary  M.  West  (wife),  14  Handy  Avenue,  Norfolk,  Va. 

Appointed  from  Virginia. 

WETMOBE,  ORVH-LE  CHASE,  ensign,  United  States  Naval  Reserve  Force   (class 
4-3). 

Died:  Home,  5027  Drexel  Boulevard,  Chicago,  111. 

Date:    October   10,   1918. 

Cause:  Disease  (broncho-pneumonia). 

Next  of  kin:  Mrs.  Berenice  Dorothy  Wetmore  (wife),  5027  Drexel  Boule- 
vard,   Chicago,    111. 

Appointed    from    Illinois. 
WHITE,  JOHN  MICHAEL,  ensign,  United  States  Naval  Reserve  Force  ("class  4-3). 

Died :  Attached  to  U.  S.  S.  Sndbury. 

Date:    September  29,   1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Margaret  White   (mother),  119  Broad  Street,  Port  Huron, 
Mich. 

Appointed   from   Michigan. 
WHITESIHE.  LINDSAY  C.,  assistant  surgeon,  United  States  Navy. 

Died :  On  U.  S.  S.  President  lAncoln  when  torpedoed. 

Date :  May  31,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Mary  Whiteside  (wife),  Lehighton,  Pa.,  R.  F.  D.  1. 

Appointed  from  Pennsylvania. 
WHITKLOCK,  MYRON  KNAPP,  ensign,  United  States  Naval  Reserve  Force  (class 3). 

'Died :  On  board,  U.  S.  S.  Bridge,  at  Base  2. 

Date:  October  22.  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Mrs.  Perry  C.  Shaffer   (mother),  47  Monroe  Avenue,  Brook- 
port,  N.  Y. 

Appointed  from  New  York. 

WILLETT.  CHARLES  WILLIAM,  ensign,  United  States  Naval  Reserve  Force  (class 
4-3). 

Died :  St.  Mary's  Hospital,  Brooklyn.  N.  Y. 

Date:  October  17,  1918. 

Cause:  Disease  (pneumonia). 

Next  of  kin:  Minnie  Jane  Willett  (wife),  397  Central  Avenue,  Jersey  City, 
N.  J. 

Appointed  from  New  Jersey. 
WILLEY,  CHARLES  WOLCOTT,  machinist,  United  States  Naval  Reserve  Force. 

Died:  On  U.  S.  S.  Herman  Frasch,  collided  with  George  G.  Henry. 

Date:  Officially  declared  dead  from  October  4,  1918. 

Cause :  Accident. 

Next  of  kin:  Mrs.  Grace  W.  Willey  (mother),  42  Asylum  Street,  Norwich, 
Conn. 

Appointed  from  Connecticut. 
WILLIAMS,  EDWARD  ROLAND,  ensign,  United  States  Naval  Force  (class  3). 

Died :  On  board  U.  S.  S.  Ophir. 

Date:  November  1,  1918. 

Cause:  Disease  (influenza). 
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WILLIAMS,  EDWARD  ROLAND — Continued. 

Next  of  kin:  Marie  Margaret  Williams    (wife),  1S<5  Sclu-rim-ilit.ru   Street, 
Brooklyn,  N.  Y. 

Appointed  from  New  York. 
WILLIAMS,  RICHARD  BLAND,  surgeon  (Medical  Corps),  United  States  Navy. 

Died :  Norfolk,  Va. 

Date :  December  3,  1917. 

Cause :  Wound,  gunshot,  of  head,  self-inflicted. 

Next  of  kin :  Katherine  H.  Williams  (wife),  Boissevane  Avenue  and  Mauteo 
Street,  Norfolk,  Va. 

Appointed  from  Pennsylvania. 
WILLIAMS,  WILLIAM  A.,  ensign,  United  States  Naval  Reserve  Force  (class  3-4). 

Died :  On  U.  S.  S.  Cleveland. 

Date :  September  22,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin :  Elizabeth  Williams  (mother),  1026  Washington  Avenue,  Wood- 
haven,  Long  Island,  N.  Y. 

Appointed  from  New  York. 
WILLIAMSON,  THOMAS,  chief  engineer  (retired),  United  States  Navy. 

Died :  At  Annapolis,  Md. 

Date:  March  17,  1918. 

Cause:  Disease  (heart  trouble). 

Next  of  kin:  Mrs.  Julia  P.  Williamson  (wife),  185  Prince  George  Street, 
Annapolis,  Md. 

Appointed  from  Connecticut. 
WILLIAMSON,  WILLIAM  P.,  lieutenant  commander,  United  States  Navy. 

Died :  On  the  Orizaba. 

Date:  August  17,  1918. 

Cause:  Accident  (explosion). 

Next  of  kin:  Mrs.  Florence  B.  Williamson   (wife),  280  Madison  Avenue^ 
New  York,  N.  Y.,  care  of  M.  R.  Beam. 

Appointed  from  Minnesota. 
WILLITS,  GEORGE  SIDNEY,  rear  admiral  (retired),  United  States  Navy. 

Died:  Woodbury,  N.  Y. 

Date :  May  3,  1917. 

Cause:  Disease  (endocarditis,  chronic). 

Next  of  kin:  Mrs.  Sylvia  B.  Willits  (wife),  Riverton,  N.  J. 

Appointed  from  Pennsylvania. 
WINKLE,  ALBERT  G.,  lieutenant,  United  States  Naval  Reserve  Force  (class  2). 

Died :  On  board  the  U.  S.  S.  Cyclops,  when  that  vessel  was  reported  missing. 

Date :  June  14,  1918. 

Cause:  Accident. 

Next    of   kin:  Mrs.    Beatrice   Winkle    (mother),    353    Roseniont    Avenue,. 
Pasadena,  Calif. 

Appointed  from  California. 

WOOD,  CHESTER  CAMERON,  lieutenant  commander  (Medical  Corps),  United  States 
Navy. 

Died :  U.  S.  S.  Mercy. 

Date:  October  12,  1918. 

Cause:  Disease  (pneumonia,  broncho). 

Next  of  kin:  W.  F.  Wood  (father),  Hood  Street  and  East  Seventh  Avenue,. 
Tarentum,  Pa. 

Appointed  from  Pennsylvania. 


61 

WOOD,  FRED  E.,  ensign,  United  States  Naval  Reserve  Force  (class  4-3). 

Died :  On  board  the  U.  S.  A.  C.  T.  Ticonderoga  when  torpedoed. 

Date:  September  30,  1918. 

Cause :  Enemy  action^ 

Next  of  kin:  Mrs.  Nancy  Wood  (mother),  Wheatland,  Okla. 

Appointed  from  Oklahoma. 

WOODARD,    GEORGE    WHEATON,    ensign,    United    States    Naval    Reserve    Force 
(class  3). 

Died :  On  the  U.  S.  A.  C.  T.  Ticonderoga  when  torpedoed. 

Date :  September  30,  1918. 

Cause :  Enemy  action. 

Next  of  kin:  Mrs.  Katherine  Woodard  (mother),  26  Fayette  Street,  Hills- 
dale,  Mich. 

Appointed  from  Michigan. 

WOBLEY,  GEORGE  W.,  lieutenant  commander,  United  States  Naval  Reserve  Force 
(class  3). 

Died :  On  board  the  U.  S.  S.  Cyclops  when  that  vessel  was  reported  missing. 

Date:  June  14,  1918. 

Cause:  Accident: 

Next  of  kin:   Mrs.   Selman  W.  Worley    (wife),  523  Penn  Avenue,  Nor- 
folk, Va. 

Appointed  from  Virginia. 

WOBBALL,   BENJAMIN   WARD  J.,   lieutenant    (junior  grade)    (Medical   Corps), 
United  States  Naval  Reserve  Force. 

Died:  Automobile  accident,  occurred  between  Tonawanda  and  Niagara. 

Date:  September  15,  1917. 

Cause:  Accident. 

Next  of  kin:  Mrs.  Delia  Worrall  (mother),  1002  Lin  wood  Boulevard,  Kan- 
sas City,  Mo. 

Appointed  from  Missouri. 
WORSHAM,  WILLIAM  L.,  ensign,  United  States  Navy. 

Died :  Navy  yard,  Philadelphia,  Pa. 

Date:  March. 2,  1918. 

Cause:  Disease  (pneumonia,  lobar). 

Next  of  kin:  Ada  Mae  Worsham  (mother),  Luenberg,  Mass. 

Appointed  from  Massachusetts. 

TEILDING,  ARTHUR  T.,  assistant  surgeon,  United  States  Naval  Reserve  Force 
(class  4). 

Died :  Naval  Hospital,  Puget  Sound,  Wash. 

Date*:  July  16,  1917. 

Cause:  Disease  (meningitis,  cerebral). 

Next  of  kin:  Mrs.  Mary  A.  Yeilding  (mother),  Temple,  Okla. 

Appointed  from  Oregon. 

YOUNG,  ROY  ARTHUR,  lieutenant  (junior  grade)    (M.  C.  D.  S.),  United  States 
Naval  Reserve  Force. 

Died  :  Claremont,  N.  H. 

Date :  October  4,  1918. 

Cause:  Disease  (lobar  pneumonia). 

Next  of  kin:  Mrs.  Hattie  L.  Young  (mother),  83  West  Pleasant  Street, 
Claremont,  N.  H. 

Appointed  from  New  Hampshire. 
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/ECKWEK,    JAMAKD    HICHAKO,    fusion,     United    States     \a\al      Reserve     Force 

(class  4). 

Died:  At  home,  2127  Pine  Street,  Philadelphia.  Pa. 
Date:  October  15,  1918. 
Cause:  Disease  (broncho-pueuuionia). 
Next  of  kin:   Mrs.    Allies   McDonogh   /eekwer    (wife),   2127    I'ine   Street, 

Philadelphia,  Pa. 
Appointed  from  Pennsylvania. 

/ENOB,    JOHN    ALEXANDER   LOGAN,    lieutenant    (T.),    Unite<l    States    Navy. 
Died:  At  naval  hospital,  Canaco,  P.  I. 
Date :  December  20,  1917. 

Cause:  Accident  (fracture,  compound,  frontal  left  parietal). 
Next  of  kin:  Mrs.  Leslie  McW.  Zenor  (wife),  Manila,  P.  I. 
Appointed  from  Colorado. 

ENLISTED  MEN. 

ABBATK,  NICHOLAS  GUSKPPE,  chief  commissary  steward,   United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  November  21,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  N.  Y.,  October  9,  1918. 

Cause :  Result  of  injuries  received  from  a  fall. 

Next  of  kin :  Wife,  Betty  Abbate,  541  East  One  hundred  and  forty-seventh 

Street,  New  York,  N.  Y. 
ABBOTT,  GARDNER  CADES,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  16,  1917. 

Died:  Naval  hospital.  Chelsea,  Mass.,  September  12,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Willetta  Abbott,  40  Westbourne  Road,  Newton  Center. 

Mass. 
ABBOTT,  JOHN  VALENTINE,  oiler,  United  States  Navy. 

Enlisted:  Boston.  Mass.,  October  21,  1D1"». 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  April  25.  1918.     . 

Cause:  Tuberculosis,  chronic. 

Next  of  kin:  Father,  John  W.  Abbott.  39  Pearl  Terrace,  Cambridge,  Mass. 
ABEL,  HOMER  EARL* seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Cincinnati.  Ohio,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Xext  of  kin:  Wife.  Bessie  M.  Abel,  17-'!i  West  Market  Street,  Steubenville, 

Ohio. 
ABEL,  JOHN,  lirenmn,  first  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  January  26,  1915. 

Died:  U.  S.  S.  America,  October  15,  1918. 

Cause :  Drowned  when  vessel  was  sunk,  October  15,  1918. 

Xext  of  kin  :  Father,  Stephen  Abel,  1735  Halsted  Street,  Chicago,  III. 
ABKL,  LUTHEU  VKI.VIN,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Houston,  Tex.,  March  17,  1917. 

Died:  St.  Marys  Hospital,  Hoboken.  N.  J.,  December  5.  1917. 

Cause:  Fractured  skull. 

Next  of  kin  :  Father,  Alfred  L.  Abel.  Keene,  Tex. 
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ABKK.NATHY,  RAIJPH  ALVIN.  blacksmith,  second  class,  United  States  Naval  Re- 
serve Force.  „ 

Enlisted :  St.  Louis,  Mo.,  June  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  29,  1918. 

Cause:  Influenza. 

Xcxr  of  kin :  Father,  Thomas  B.  Abernathy,  Libertyville,  Mo. 
AKRAHAMSON,   ALBERT   SINIUS,  electrician,   second   class    (G.),   United   States 
Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  July  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Sacarius  Abrahainson,  17  Raymond  Street.  Worces- 
ter, Mass. 

ABRAHAMSON,  VICTOR  CLARENCE,  machinists,  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  June  4,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annie  Abrahainson,  R.  R.  1,  Warren,  Mliui. 
ABTS,  JOHN  PAUL,  machinist's  mate,  second  class  (A.),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Omaha,  Nebr.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  W.  Abts,  Columbus,  Nebr. 
ACAC,  ROGACIANO  B.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  July  3,  1916. 

Died:  Naval  hospital.  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Luceua  Baisas,  Paete,  Laguna,  P.  I. 
ACERON,  TOMAS,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  February  29,  1916. 

Died :  U.  S.  S.  Iowa,  October  14,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kind :  Wife,  Mrs.  Tomas  Aceron,  Olongapo,  P.  I. 
ACHATZ,  JOHN,  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  February  27,  1917. 

Died :  U.  S.  S.  Siboney,  September  24,  1918. 

Cause:  Acute  gastroenteritis. 

Next  of  kin  :  Wife.  Rose  Achatz,  2651  Iseminger  Street,  Philadelphia,  Pa. 
ACHILLES,  Louis  H.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Staten  Island,  N.  Y.,  May  1,  1917. 

Died:  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin  :  Father,  Louis  H.  Achilles,  212  Manor  Road,  West  New  Brighton. 

Staten  Island,  N.  Y. 

ACKERLY,  HARRY  RAYMOND,  quartermaster,  third  class,  United  States  Navel  Re- 
serve Force. 

Enlisted :  Whitestone,  N.  Y.,  May  25,  1918. 

Died :  Naval  Training  Camp,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lillian  S.  Ackerly,  Prospect  Street,  Huntington,  Long 
Island.  N.  Y. 
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AOKEKLY,  WII.UAM  NELSON,  coxswain.  United  States  Naval  Reserve  For«-«v 

Enlisted :  Say ville,  Long  Island,  N.  Y.,  May  27,  1918. 

Died:  At  home,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Henrietta  E.  Ackerly,  Patchogue,  Long  Island,  N.  Y. 
ACKKBSON,  ROLAND  HENRY,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kind :  Father,  Isaac  H.  Ackerson,  303  South  Vernon  Street.  Prince- 
ton, 111. 
ACOSTA,  CIRILO,  native  seaman,  second  class,  United  States  Navy. 

Enlisted:  Olongapo,  P.  I.,  June  18,  1917. 

Died :  U.  S.  S.  Pompey,  May  3,  1918. 

Cause:  Accidentally  killed. 

Next  of  kin :  Father,  Juaquin  Acosta,  Moron  Bataan,  P.  I. 
ADAIB,  WILLIAM  FREDERICK,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  17,  1917. 

Died :  Mountainside  Hospital,  Montclair,  N.  J.,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Adair,  3509  Lexington  Street,  Chicago,  111. 
ADAMS,  EDWARD  MORTIMER,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  March  12,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Marion  F.  Adams,  23  South  Thirteenth  Street,  Min- 
neapolis, Minn. 

ADAMS,  EVERETT  OTTO,  landsman  for  electrician    (R.),  United   States  Naval 
Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  March  12,  1918. 

Died :  Minneapolis,  Minn.,  April  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  Adams,  Alma  Center,  Wis. 
ADAMS,  FRANK  AUGUSTA,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  November  28,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  January  21,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Frank  Adams,  box  34,  Cottage  Grove,  Wis. 
ADAMS,  FRED  ELAINE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Maude  M.  Adams,  R.  R.  7,  Allegan,  Mich. 
ADAMS,  JOE  Louis,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  N.  Adams,  Center,  Tex. 
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ADAMS,  JOHN  COOKE,  seaman,  United  States  Naval  Reserve  Force, 

Enlisted :  New  Orleans,  La.,  May  29,  1917. 

Died :  U.  S.  S.  Sunflmcer,  July  19,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Lucy  Adams,  308  Stonewall  Place,  Memphis,  Tenn. 
ADAMS,  LISLE  HOWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  November  16,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  L.  Adams,  R.  R.  3,  Belleville,  111. 
ADAMS,  ROBERT  YOUNG,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  22,  1918. 

Died :  South  Queensferry,  Scotland,  November  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Bessie  Adams,  294  Courtland  Street,  Atlanta,  Ga. 
ADAMS.  ROT  PARKER,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  22,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  H.  Adams,  Pequea,  Pa. 
ADAMS,  VIRGIL  STARR,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Gordon  F.  Adams,  Danielsville,  Ga. 
ADAMS,  WARD  LESLIE,  chief  electrician,  United  States  Navy. 

Enlisted :  Norfolk.  Va.,  December  1,  1917. 

Died :  U.  S.  S.  Celebes,  September  27,  1918. 

Cause:  Result  of  burns  and  suffocation. 

Next  of  kin :  Father,  John  D.  Adams,  306  Mishawaka  Avenue,  Mishawaka, 

Ind. 
ADAMS,  WILLIAM  COLEMAN,  chief  water  tender,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  September  25,  1915. 

Died :  U.  S.  S.  Solace,  October  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Viola  M.  Adams,  5  Gouldville  Terrace,  Roxbnry,  Mass. 
ADDISON,  JOHN  EUGENE,  coppersmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  May  11,  1918. 

Died :  No.  3  Hospital.  Leith,  Scotland,  October  31,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mattie  B.  Addison,  538  Washington  Boulevard,  Kansas 

City,  Mo. 
ADDOR,  FELIX  EUGENE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  4,  1917. 

Died :  U.  S.  S.  Leviathan,  March  27,  1918. 

Cause :  Shot  by  a  shipmate. 

Next  of  kin :  Elise  Addor,  Keyser,  N.  C. 
ADLER,  CHARLES  JOHN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  August  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,- 111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Adler,  18  South  Fourth  Street,  St.  Louis,  Mo. 
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ADLEB,  HERMAN  JOSEPH,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  13,  1918. 

Died :  Minneapolis,  Minn.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Estell  Adler,  2006  Ninteenth  Avenue  North,  Minneapolis, 

Minn. 

ADOLF,  OBLO  BEUTKUM,  landsman  for  electrician    (R.),  United   States  Naval 
Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  January  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Adolf,  Bowmanville,  N.  Y. 
AHABT,  JOSEPH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  15,  1917. 

Died :  U.  S.  S.  Solace,  March  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Panhoine,  Wausaw,  Wis. 

AHLFELD,  JOHN  HENRY,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  April  23,  1918. 

Died:  While  at  home,  September  27,  1918. 

Cause :  Influenza  and  bronchial  pneumonia. 

Next  of  kin:  Father,  Carl  Ahlfeld,  35   West  Twenty-fifth   Street,   Bay- 

onne,  N.  J. 

AHNEMAN,  THEODORE  JOHN,  landsman  for  yeoman,  United  States  naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  18,  1918. 

Died :  At  his  home,  November  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bessie  F.  Ahneman,  2713  Kingsbridge  Terrace,  Kings- 
bridge,  N.  Y. 
AHBENS,  ALBEBT  GEORGE,  seaman,  United  States  Navy. 

Enlisted:  Oshkosh,  Wis.,  July  23,  1917. 

Died :  Navy  collier  Cyctops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

,     Next  of  kin :  Brother,  John  Ahrens,  627  Eighth  Street,  Oshkosh,  Wis. 
AIKEN,  THOMAS  HERMON,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  J.  G.  Aiken,  Cross  Plains,  Tex. 
ALA,  GARCIERNO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  September  9,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Juan  Ala,  Malabon,  P.  I. 
ALBERT,  HARRY  SIDNEY,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  March  9,  1914. 

Died:  U.  S.  S.  Houston,  September  19,  1917. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin:  Father,  John   J.   Albert,  1614  Cleveland   Avenue,   New  Or- 
leans, La. 
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ALBEBTSON,  NELSON,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Poughkeepsie,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mildred  Albertson,  44  Smith  Street,  Poughkeepsie, 

N.  Y. 

AIJBKIGHT,  WILLIAM  HARRY,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  June  17,  1918. 

Died:  San  Francisco,  Calif.,  October  27,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin:  Wife,  Cora  L.  Albright,  285  Sanchez  Street,  San  Francisco, 

Calif. 
AXCONGA.  ESTEBAN,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  January  26,  1912  (extended  enlistment). 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Leon  Alconga,  San  Dinosio,  Iloilo  Province,  P.  I. 
ALDERSON,  CHARLES,  ship  fitter,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Charleston,  S.  C.,  July  3,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Baskin  Alderson,  11  Beaufain  Street,  Charleston,  S.  C. 
ALDRICH,  HAROLD  ARCHIE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Burlington,  Vt.,  August  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  Susie  E.  George,  Vershire,  Vt. 
ALESHIRE,  JAMES  ISAAC,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  E.  Aleshire,  3173  Cedar  Avenue,  Baltimore, 

Md. 

ALEXANDEB,  JIM,  boatswain's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Marie  Alexandria,  Calolyinnos,  Td.,  Turkey. 
ALEXANDER,  JOHN  RALPH,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  27,  1917. 

Died :  Sub  patrol  No.  510,  Cape  May,  N.  J.,  April  10,  1918. 

Cause :  Fell  overboard  and  was  drowned. 

Next  of  kin :  Father,  John  R.  Alexander,  2615  Broad  Avenue,  Altoona,  Pa, 
ALEXANDER,  JUNIUS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  in.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Olive  Alexander,  R.  R.  3,  Henderson,  Ky. 
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ALEXANDER,  KOHEKT  Moss,  mess  attendant,  first  class,  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  March  22,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  18,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Plummer  J.  Alexander,  Goodes  Ferry,  Va. 
ALEXSON,  ARTHUB  ERICK,  carpenter's  mate,  third  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  May  22,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  Alexson,  6709  South  Green  Street,  Chicago,  111. 
ALFORD,  CARL  HERBERT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Birmingham,  Ala.,  July  30,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Walton  Alford,  Grand  Ridge,  Fla. 
ALFORD,  OWEN  JUDSON,  yeoman,  second  class,  United   States  Navy    (general 

court-martial  prisoner). 
Enlisted:  Philadelphia,  Pa.,  July  15,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  25,  1918. 
Cause :  Pneximonia,  broncho. 
Next  of  kin :  Son,  Linder  Alford,  Hartwell,  Ga. 
AUCKE,  RUDOLPH,  chief  machinist's  mate,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  22,  1914. 
Died :  U.  S.  A.  C.  T.  Ticonderoya,  September  30, 1918. 
Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Brother,  Hammon  Alicke,  Gibhard,  Hamburg,  Germany. 
ALLAIN,  GEORGE  DEWEY,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Seattle,  Wash.,  July  24,  1918. 
Died :  Naval  training  camp,  Seattle,  Wash.,  October  2,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Wife,  Elizabeth  H.  Allain,  R.  F.  D.  2,  Friday  Harbor,  San 

Juan  County,  Wash. 
ALLAN,  FRANK  MARSHALL,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Portland,  Me.,  May  7,  1918. 
Died :  Gallops  Island,  Mass.,  September  26,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ada  Q.  Allan,  West  Lubec,  Me. 
ALLAN,  ISAAC  EDMUND,  seaman,  United  States  Navy. 
Enlisted :  Portland,  Me.,  March  30,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ada  Allan,  R.  F.  D.  1,  West  Lubec,  Me. 
ALLANDER,  CHARLES,  chief  gunner's  mate,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  March  14,  1917. 
Died :  Philadelphia,  Pa.,  July  1,  1918. 
Cause:  Aneurism  (aorta). 

Next  of  kin:  Wife,  Hulda  Allander,   1822   South  Twenty-fourth   Street, 
Philadelphia,  Pa. 
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ALLEMAN,  ALFRED  FRANCIS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  18,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  P.  M.  Alleman,  2022  Twenty-fourth  Avenue,  Gulf- 
port,  Miss. 
ALLEN,  ALBEKT  JULIAN,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Bedford,  Mass.,  April  27,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  R.  Allen,  South  Westport,  Mass. 
ALLEN,  EARL  WILLIAM,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  2,  1917. 

Died :  Submarine  base,  New  London,  Conn.,  January  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Jane  Grounds,  Crockett,  Tex. 

ALLEN,  EDWARD  N.,  landsman  for  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Leroy  Allen,  25  West  Twenty-ninth  Street,  Indian- 
apolis, Ind. 
ALLEN,  FRANK  LANSING,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  30,  1917. 

Died :  Naval  hospital,  naval  base,  Va.,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Lillian  P.  Allen,  805  Remington  Avenue,  Fort  Collins, 

Colo. 
ALLEN,  FREDERICK,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  4,  1918. 

Died :  Receiving  ship  at  New  York,  April  17,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Annie  Rylander,  6606  South  Wood  Street,  Chicago,  I1L 
ALLEN,  HARVY  NICHOLAS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  September  28,  1917. 

Died :  New  York,  N.  Y.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  W.  Allen,  Lattimore,  N.  C. 
ALLEN,  LEONARD  ST.  CLAIR,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  December  19,  1916. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  16,  1918. 

Cause:  Fractured  skull,  complicated  by  pneumonia. 

Next  of  kin :  Wife,  Jean  M.  Allen,  2718  Myrtle  Street,  Oakland,  Calif. 
ALLEN,  MORRIS  EDWARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  31,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  November  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lavinia  Allen,  774  Cottage  Place,  Johnstown,  Pa. 
ALLEN,  ODES  GRAY,  landsman  for  baker,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Allen,  Forrest  City,  Ark. 
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ALLEN,  THOMAS  CLARK K,   yeoman,   third   class,   United   States  Naval 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  8,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  R.  Allen,  Rutledge,  Pa. 
ALLEN,  THOMAS  JEFF,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  12,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Andrew  Allen,  R.  F.  D.  2,  De  Kalb,  Miss. 
ALLEN,  RICHARD  ALEXANDER,  Oiler,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  21,  1915. 

Died :  Naval  Hospital,  League  Island,  Pa.,  March  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father, "C.  M.  Allen,  171  Jefferson  Street,  Dallas,  Tex. 
ALLEN,  WILLARD  FRANK,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  October  3,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  21,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Julia  E.  Allen,  R.  F.  D.  3,  Port  Huron,  Mich. 
ALLERTON,  WILLIAM  ARNOLD,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted:  Pittsburgh,  Pa.,  May  8,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Austin  Allerton,  125  Blackhawk  Street.,  Pittsburgh, 

Pa. 
ALLEY,  BRUCE  ROBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  March  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  4,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Father,  John  F.  Alley,  615  Holston  Avenue,  Bristol,  Tenn. 
ALLISON,  FLOYD  ELWOOD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  July  31,  1918. 

Died :  Newport,  R.  L,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Julia  E.  Allison,  Center  Village,  N.  Y. 
ALLISON,  WILFRED  DAVID,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  20,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  July  21,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  O.  E.  Allison,  Meridian,  Idaho. 
ALLRED,  GEORGE  HENRY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  June  21,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  Joseph  C.  Allred,  Randleman,  N.  C. 
ALM,  EDWINO  ALFRED,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  15,  1916. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  April  14,  1917. 

Cause :  Tubemilosis,  chronic  pulmonary. 

Next  of  kin:  Wife,  Cora  S.  Aim,  2612  South  Sixteenth  Street,  Philadel- 
phia, Pa. 
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ALSCHBACH,  JOHN  GEOBGE,  Jr.,  Coxswain,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  25,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Elizabeth  Alschbach,  Kearsarge,  Mich. 
ALSTEKLUND,  REiNHOLD  EMU,,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  24,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  C.  J.  Alsterlund,  6953  Martin  Street,  Chicago,  111. 
AZTMAN,  IRBY  ANDERSON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  November  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lulu  Altman,  R.  F.  D.  2,  Hemingway,  S.  C. 
ALTAIAN,  JEBTHA  LEWIS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  14,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Henrietta  Y.  Altman,  R.  F.  D.  1,  Wauchula,  Fla. 
AMEY,  MERL  BELLINGER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  November  29,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  March  26,  1918. 

Cause:  Measles. 

Next  of  kin :  Father,  William  Amey,  Star  Lake,  N.  Y. 
AMMIDOWN,  STANLEY  CHENEY,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  August  7,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  J.  Ammidown,  Sioux  Rapids,  Iowa. 
AMOS,  ELSTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  7,  1917. 

Died :  U,  S.  S.  Mercy,  June  12,  1918. 

Cause:  Fibroma. 

Next  of  kin :  Father,  George  S.  Amos,  Glower,  Mo. 

ANCTIL,  HOMER  JOSEPH,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Baltimore,  Md.,  January  16,  1918. 

Died :  Fall  River,  Mass.,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  Anctil,  136  Barnes  Street,  Fall  River,  Masa 
ANDAMA.  SALVADOR,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  9,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Modesto  Andama,  20  Aguinaldo  Street,  Capiz,  P.  I. 
ANDEBSEN,  EARL  EDWARD,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  July  30,  1918. 

Died :  San  Francisco,  Calif.,  November  10,  1918. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Mary  Andersen,  7116  Chabot  Road,  Oakland,  Cailf. 
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ANDERSEN,  HENRY  P.,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  April  24,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jens  P.  Andersen,  Belding,  Mich. 

ANDERSEN,  LOUIE  CHRISTIAN,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Dorothy  Andersen,  R.  3,  box  120,  Hopkins,  Minn. 
ANDERSON,  ADOLPH  OSCAR,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  January  26,  1917. 

Died  :  Naval  hospital,  Norfolk,  Va.,  .May  13,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  John  A.  Anderson,  103  Hawley  Street,  Binghamton, 

N.Y. 

ANDERSON,  ALBERT  ROBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  July  27,  1917. 

Died :  Mare  Island,  Calif.,  June  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  W.  Anderson,  Colusa,  Calif. 
ANDERSON,  ANDREW  JOSEPH,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  August  8,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mattie  C.  Anderson,  Gloster,  Miss. 
ANDERSON,  BARNEY  VERNER,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  July  14,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  20, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Ferdinand  Anderson,  59  Summer  Street,  Merlden, 

Conn. 
ANDERSON,  CARL  ALBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  4,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  May  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Abel  Anderson,  Walnut  Grove,  Minn. 
ANDERSON,  CARL  EINAR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Carl  H.  Anderson,  R.  3,  Scranton,  Kans. 
ANDERSON,  CHESTER  ARTHUR,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Anderson,  103  North  Second  Street,  Marshall- 
town,  Iowa. 
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ANDERSON,   DAVID  FREDERICK,   landsman  for   machinist's   mate,   United   States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Catherine  Anderson,  855  North  Hamlin  Avenue,  Chi- 
cago, 111. 
ANDERSON,  EARL,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin :  Sister,  Pearl  Anderson,  2231  Albee  Street,  Eureka,  Calif. 
ANDERSON,  EDWIN  CHABLES  HENRY,  apprentice  seaman,  United   States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  July  20,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Anderson,  2154  West  Superior  Street,  Chicago,  111. 
ANDERSON,  ERNEST  CHARLES,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  2,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Mrs.  Mary  E.  Harnm,  54  Winthrop  Street,  Lynn,  Mass. 
ANDERSON,  ERNEST  SIEGFRED,  landsman  for  quartermaster  (A.),  United  States 

Naval  Reserve  Force. 
.    Enlisted :  Great  Lakes,  111.,  December  29,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ada  Anderson,  Fennville,  Mich. 

ANDERSON,   FREDERICK  WILLIAM,   seaman,   second  class,  United   States  Naval 
Reserve  Force. 

Enlisted:  Buffalo,  N.  Y.,  May  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Lillian  Swanson,  Woodstock,  I1L 
ANDERSON,  GEORGE  CHARLES,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  5,  1913. 

Died:  U.  S.  S.  Saranac,  September  26,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  George  Anderson,  North  Avenue,  R.  F.  D.  13,  Strat- 
ford, Conn. 
ANDERSON,  HARRY  LEONARD,  oiler,  United  States  Navy. 

Enlisted :  Rockford,  111.,  July  17,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  was  foundered. 

Next  of  kin :  Charles  Anderson,  719  Davis  Street,  Rockford,  111. 
ANDERSON,  HARRY  Louis,  cabin  steward,  United  States  Navy. 

Enlisted :  Boston.  Mass.,  May  14,  1917. 

Died :  Naval  training  station,  Newport,  R.  I.,  August  21, 1917. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Rosa  L.  Anderson,  83  West  Springfield  Street,  Boston. 
Mass. 
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ANDERSON,  HENRY  CLAY,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  April  30,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Sister,  Mrs.  W.  W.  Stokes,  Livingston,  Tex. 
ANDERSON,  HENRY  LINCOLN,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  Maumee,  October  11,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  Oscar  Anderson,  1499  Flatbush  Avenue,  Brooklyn,  N.  Y. 
ANDERSON,  JEREMIAH,  printer,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  May  11,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Johanna  Anderson,  15719  Turlington  Avenue,  Har- 
vey, 111. 
ANDERSON,  JOHN,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  9,  1917. 

Died :  Naval  Hospital,  Philadelphia,  Pa.,  April  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Anderson,  Hoople,  N.  Dak. 
ANDERSON,  JOHN  WESLEY,  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  8,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  May  31, 1918. 

Cause :  Luckamin,  acute  lymphatic. 

Next  of  kin :  Father,  John  B.  Anderson,  308  South  Eleventh  Street,  Salina, 

Kans. 
ANDERSON,  JULIUS  AMANDUS,  chief  quartermaster.  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  21,  1916. 

Died :  U.  S.  S.  Pocahontas,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Amy  I.  Anderson,  524  Edward  Street,  Portsmouth,  Va. 
ANDERSON,  KURTIS  ALVAR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife.  Wilma  Anderson,  332  Blemhuber  Avenue,  Marquette, 

Mich. 
ANDERSON,  LEE  MANLY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  30,  1917. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Mother.  Abbie  Anderson.  Southern  Hotel,  Llano,  Tex. 
ANDERSON,  LESLIE  HILMER,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Amanda  Anderson,  16  Prince  Street,  Meridian,  Conn. 
ANDERSON,  NOBLE  LAWRENCE,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Milwaukee,  Wis..  April  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Nelson,  R.  No.  5,  box  79,  Antigo,  Wis. 
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ANDEBSON,  OSCAB  NELSE,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  21,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Charles  A.  Anderson,  Elkhorn,  Wis. 
ANDERSON,  OTTO,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C.,  January  3,  1918. 

Died:  New  York  Medical  School,  February  6,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Wife,  Lottie  Anderson,  806  East  West  Moreland  Street,  Phila- 
delphia, Pa. 
ANDERSON,  RUFTJS  KYLE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  9,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  March  19,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Milan  Anderson,  R.  F.  D.  3,  Bonham,  Tex. 
ANDERSON,  VICTOR  CLARENCE,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  January  14,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Carl  Anderson,  1113  Massasoit  Avenue,  Chicago,  111. 
ANDERSON,  WALFRED  ALLEN,  electrician,  third  class,   (R.),  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  May  10,  1917. 

Died:  Naval  air  station,  Whiddy  Island,  Ireland,  October  22,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  Kin :  Father,  Aug.  Anderson,  R.  F.  D.  1,  Verona,  Mo. 
ANDERSON,  WALLACE  COOPER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  May  15,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  30,  1918. 

Cause:  Killed  in  gasoline  explosion. 

Next  of  kin:  Father,  William  P.  Anderson,  Cedarville,  Ohio. 
ANDERSON,  WALTER  LEONARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Louisville,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Anderson,  179  Hoyt  Street,  Brooklyn,  N.  Y. 
ANDES,  WILMER  CHARLES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  May  17,  1918. 

Died :  U.  S.  S.  Northern  Pacific,  August  8,  1918. 

Cause :    Lost   overboard. 

Next  of  kin :  Wife,  Lida  Jane  Andes,  El  Dorado  Springs,  Mo. 
ANDREW,  ALFRED,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  September  12,  1918. 

Cause :    Accidental   drowning. 

Next  of  kin :  Father,  William  H.  Andrew,  101  Sixteenth  Avenue,  Baltic,  Mich. 
ANDREWS,  ALEXANDER  GAEL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Key  West,  Fla.,  June  27,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:    Pneumonia  broncho. 

Next  of  kin :  Mother,  Emma  Andrews,  Victoria  De  las  Tunas,  Cuba. 
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ANDREWS,  CHABLES  ALOYSIUS,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  September  29,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Mary  Andrews,  115  South  Elm  Avenue,  Jackson,  Mich. 
ANDREWS,  FRANK  JACKSON,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  May  8,  1918. 

Died :  U.  S.  S.  Mercy,  October  18,  1918. 

Cause :    Septiceiuia. 

Next  of  kin :  Mother,  Elizabeth  J.  Andrews,  Neosho  Rapids,  Runs. 
ANDREWS,  JOSEPH  LEO,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  Septemoer  29,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Rosa  (? ,  Andrews,  403  Nicholson  Street,  Richmond,  Va. 
ANDREWS,  RICHARD  DWIGHT,  fireman,  second  cla^s,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  September  24,  1917. 

Died :  Navy  yard,  Portsmouth,  N.  H.,  September  23,  1918. 

Cause :   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ella  Andrews,  Lombard,  I1L 
ANDREWS,  WILLIAM  GALEN,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Grace  H.  Andrews,  203  Townsend  Street,  Roxbury,  Mass. 
ANDRUS,   TOWELL   LA   GRANGE,   landsman   for   machinist's   mate    (A.),   United 
States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30.  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  A.  Andrus,  Rixford,  Pa. 

ANGABOLA,  MICHAEL  Louis,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  May  6,  1918. 

Died:  Auxiliary  Reserve  School,  Chicago,  111.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Angarola,  4932  Winthrop  Avenue,  Chicago,  111. 
ANGELICCHICO,  JOHN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  27,  191," 

Died:  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Tony  Angelicchico,  Thornwood,  N.  Y. 
ANGELL,  CARL  HEATH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  2,  1918. 

Died :  Naval  training  station,  Newport,  R.  I.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Perley  Angell,  Templeton,  Mass. 
ANGELL,  LESTER  TAYLOR,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Henry  L.  Angell,  box  89,  Douglaston,  Long  Island, 
N.  Y. 
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ANGLE,  HENRY,  chief  yeoman,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  December  17,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Hattie  Angle,  353  Spring  Street,  Newport,  R.  I. 
ANGLE,  JAMES  LUTHER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  May  14,  1917. 

Died :  U.  S.  S.  Albert,  March  13,  1918. 

Cause:  Brain  abscess. 

Next  of  kin :  Mother,  Margaret  Angle,  Westminster,  S.  C. 
ANGLOVIC,  JOHN  MARTIN,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Steve  Anglovic,  401  Sixth  Street,  Rock  Springs,  Wyo. 
ANNABLE,  DWIGHT  HERBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  III.,  June  4,  1918. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Irving  Annable,  R.  F.  D.  No.  1,  Laporte,  Ind. 
ANNIS,  FRANK  MERIEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  18,  1917. 

Died :  Dayton,  Ohio,  October  17,  1917. 

Cause:  Injuries  received  in  aeroplane  accident. 

Next  of  kin:  Sister,  Ima  M.  Annis,  172  Church  Street,  Saratoga  Springs, 

N.  Y. 
ANSELL,  LINWOOD  GUY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  8,  1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  November  3,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Laura  V.  Ansell,  Forty-eighth  Street  and  Pawhatan 

Avenue,  Norfolk,  Va. 
ANSHUS,  OLE  JOHN,  landsman  musician,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Christine  Anshus,  320  Railroad  Avenue,  Menominee, 

Wis. 
ANSLEY,  DONALD  DUNCAN,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enlisted :  Tampa,  Fla.,  March  4,  1918. 

Died :  Naval  Training  Camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Martha  J.  Ansley,  Lakeland,  Fla. 
ANTHONY,  STANLEY  THOMAS,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Receiving  ship  at  New  York,  April  4, 1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Florence  Johnson,  Bedford,  Mass. 
ANTRIM,  HARRY  REECE,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  Aprihl7,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16, 1918. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Harry  Antrim,  Cutler  Avenue,  Maple  Shade,  N.  J. 
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ANYON,  JOHN  FRANCIS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Anyon,  28  Tweed  Street,  Pawtucket,  R.  I. 
APGAR,  JASON  S.,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  April  17,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Laura  H.  Apgar,  Lebanon,  N.  J. 
APPEL,  EDWAKD,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  17, 1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Anna  Appel,  202  Theodore  Street,  Long  Island  City, 

N.  Y. 
APPELTRAD,  ARTHUR  RUDOLPH,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Appeltrad,  Leonardville,  Kans. 
APPLEBY,  JOSEPH  MORGAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  November  30,  1917. 

•Jied :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maude  Appleby,  St.  George,  S.  C. 
APPLEWHITE,  WEYMAN  MILLARD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  21,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Mrs.  VV.  H.  Mettrum,  Shangoloa,  La. 
ARCHEH,  HAROLD  REID,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nancy  J.  Archer,  R,  F.  D.  8,  Parkersburg,  W.  Va. 
ARCHINAL,    HENRY   ALEXANDER,    seaman,    second    class,    United    States    Naval 
Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  15,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,   Norina   Archinal,   1001   Celestial   Street,   Cincinnati, 

Ohio. 
AREHART,  Louis  ELMER,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  June  4,  1917. 

Died:  Navy  collier  Cyclops^,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Father,  Russell  B.  Arehart,  Decker  Avenue,  Johnstown,  Pa. 
ARMBRISTER,  MASON  MCPHERSON,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Richmond,  Va.,  July  13,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  A.  J.  Armbrister,  R.  F.  D.  3,  Wytheville,  Va. 


•      79 

ARMIGER,  GEORGE  JONES,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  17,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next   of   kin:  Brother,    Walter   Armiger,   2022   Maryland   Avenue,   Balti- 
more, Md. 
AEMITAGE,  ADELBERT  ELMER,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  3,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Josephine  Armitage,  Montrose,  Colo. 

ARMOLD,   RUSSELL  HEADLEY,   seaman,   second   class,   United   States  Naval   Re- 
serve Force. 

Enlisted:  Cincinnati,  Ohio,  July  10,  1918. 

Died :  U.  S.  S.  Blue  Ridge,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  E.  Armold,  Pataskala,  Ohio. 

ARMSTRONG,  EDWARD  CHARLES,  seaman,  second  class,  United  States  NaTal  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:   Father,  George  M.  Armstrong,  1016  Penn   Street,   Kansas 

City,  Mo. 
ARMSTRONG,  MARTIN  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  February  20,  1917. 

Died :  U.  S.  S.  Solace,  April  30,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joseph  Armstrong,  72  Fourth  Street,  Derby,  Conn. 
ARMSTRONG,  ROBERT,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Montevideo,  Uruguay,  October  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  William  W.  Armstrong,  Galena,  Oreg. 
ARNETT,  JAMES  GILBERT,  quartermaster,  first  class   (A.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Parkersburg,  W.  Va.,  February  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Bertie  M.  Arnett,  6  Hays  Building,  Fairmont,  W.  Va. 
ARNOLD,  ARCHIE,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Grandmother,  Hattie  Smith,  Rome,  Ga. 
ARNOLD,  CLAUDE  WILLIAM,  seaman,  second  class,  United  States  Navy: 

Enlisted :  Allentown,  Pa.,  April  18,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Harry  E.  Arnold,  702  Cattel  Street,  Easton,  Pa. 
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ARNOLD,  EDWARD  FREDERICK,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  26,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.f  August  13,  1917. 

Cause:  Erysipelas. 

Next  of  kin:  Wife,  Bessie  A.  Arnold,  707  North  Eighth  Street,  Philadel- 
phia, Pa. 
ABNOLD,  RICHARD  ELOS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  19,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Dora  Arnold,  R.  F.  D.  7,  Camden,  Tenn. 
ABNOLD,  ROBERT  EDGAR,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  18,  3917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Annie  E.  Arnold,  4410  Dakota  Avenue,  West  Nash- 
ville, Tenn. 
ARNOLD,  ROY  VERNON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Little  Rock,  Ark.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  W.  J.  Arnold,  R.  4,  box  35,  Hope,  Ark. 
ARNOLD,  ROYCE  GRADY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  July  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  Arnold,  R.  5,  Headland,  Ala. 
ARROWOOD,  FRANK  GREEN,  water  tender,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  August  16,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Ciiuse:  Killed  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Sister,  Mrs.  Clara  Burgin,  1412  East  Airline  Avenue,  Gas- 

tonia,  N.  C. 
ARTHUR,  JAMES  DONALD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  29,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  Edward  Arthur,  4  Rosedale  Street,  Dorches- 
ter, Mass. 

ARTHUR,  ROLLAND  BETTISWORTH,  carpenter's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  29,  1918. 

Died :  Camp  hospital  No.  35,  Winchester,  England,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Bettisworth,  Coffeyville,  Kans. 
ARTRIP,  GKOKGE  DEWEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  July  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

C:»use:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Artrip,  Clinchport,  Va. 


81 

ASHBEE,  CHARLES  SPBUEILL,  seaman,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  January  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Charles  S.  Ashbee,  407  Pearl  Street,  Berkley,  Va. 
ASBILL,  ELMER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nannie  Asbill,  R.  F.  D.  4,  Richmond,  Ky. 
ASH,  EUGENE  ELWOOD,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Julius  W.  Ash,  Napoleon,  Ohio. 
ASH,  JOSEPH  MANSFIELD,  seaman,  United  States  Navy. 

Enlisted:  Camden,  N.  J.,  March  9,  1917. 

Died :  Naval  forces,  foreign  service,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Martha  Ash,  633  North  Twentieth  Street,  Philadel- 
phia, Pa. 
ASHEL,  DELBEBT  MILTON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  February  9,  1917. 

Died :  Naval  training  station,  Gi-eat  Lakes,  111.,  March  11,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Edith  Penn,  1025  High  Street,  Des  Moines,  Iowa. 
ASHLEY,  GUY  HOWARD,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  September  16,  1915. 

Died:  Ivergokdon,  November  9,  1918. 

Cause :  Fell  overboard  from  U.  S.  S.  Shawmut  and  was  drowned. 

Next  of  kin :  Mother,  Eva  A.  Ashley,  2598  East  Jefferson  Avenue,  Detroit, 

Mich. 
ASHLEY,  JOHN  CHARLES,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  January  7,  1918. 

Died :  Naval  station,  Pensacola,  Fla.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Mary  Ashley,  327  North  Avers  Avenue,  Chicago, 

I1L 

ASHMAN,  WILBUR  S.,  electrician,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Benton  Harbor,  Mich.,  March  27,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1917. 

Cause:  Typhoid  fever. 

Next  of  kin :  Mother,  George  H.  Ashman,  New  Troy,  Mich. 
ASHTON,  WILLIAM  BRIGHT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  August  18,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause:  Rheumatic  fever. 

Next  of  kin :  E.  Y.  Ashton,  7  Halcyon  Place,  Yonkers,  N.  Y. 
174483—20 6 
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ASKIN,  ANDREW  THEODORE,  moss  attendant,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  20,  1917. 

Died:  Navy  collier  Cj/clops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Annie  F.  Bailor,  151  Main  Street,  Steel  ton,  Pa. 
ASSOVSKY,  HARRY  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  May  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  David  Assovsky,  Sun  Prairie,  Wls. 
AST,  HENRY  CHARLES,  seman  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  11,  1917, 

Died :  U.  S.  S.  Son  Diego,  June  13,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Ast,  Oregon  City,  Oreg. 
ATKINS,  DANIEL  LEWIS,  seaman  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Portland,  Me.,  June  1,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maud  L.  Atkins,  East  Corinth,  Me. 
ATKINSON,  LEMUEL  LEONADAS,  fireman  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  April  17,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  June  18,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  William  Robert  Atkinson,  Fairmont,  N.  C. 
ATWOOD,  AUSTIN,  seaman  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  June  23,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  George  Atwood,  618  Warren  Street,  Sandusky,  Ohio. 
AUE,  LUTHER  HAMMA,  seaman  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Carl  George  Aue,  206  West  Seventh  Street,  Emporia. 

Kans. 

ATJGEVINE,  NORMAN  MORRIS,  seaman  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  June  7,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Lily  Augevine,  41  Norwood  Street,  Merlden, 

Conn. 

AUGUSTINE,  JOSEPH  MORRIS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  August  5,  1918. 

Died :  'Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Eva  Augustine.  5714  West  Grand  Avenue,  Chicago,  111. 
AULT,  WILLIAM  JENNINGS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  J.  M.  Ault,  Wyoming,  111. 
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AUSBUBNE,  CHABLES  LAWKENCE,  electrician  first  class  (R),  United  States  Navy. 
Enlisted :  Receiving  ship  at  New  York,  March  1,  1916. 
Died :  S.  S.  Antilles,  October  17,  1917. 
Cause:  Drowned  when  vessel  sunk. 

Next  of  kin :  Foster  mother,  Mrs.  Jennie  B.  Singer,  2800  Louisiana  Avenue, 
New  Orleans,  La. 

AUSTIN,  CHARLES  D.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Austin,  Dundee,  Mich. 

AUSTIN,    CLYDE   FREMONT,   apprentice   seaman,   Nnited   States   Naval   Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Peter  F.  Kale,  R.  F  .D.  1,  Foster  Road,  McKees- 

port,  Pa. 
AUSTIN,  JOHN  ASHCRAFT,  coxswain,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  July  27,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia  lobar. 

Next    of   kin :  Father,    Daniel    M.    Austin,   405   Kingston    Avenue,    Char- 
lotte, N.  C. 
AUTON,  LEONARD,  jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  May  10,  1917. 
.  Died :  Naval  hospital,  Philadelphia,  Pa.,  June  4,  1917. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Leonard  Auton,  sr.,  Vintondale,  Pa. 
AVABD,  PERCY  LEO,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  1,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  March  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next    of    kin:  Father,    Alfred    Avard,    80    West    Ninetieth    Street,    New 

York,  N.  Y. 
AVERITT,  WALTER  HATHAWAY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  October  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  15,  1918. 

Cause:  Cerebrospinal. 

Next  of  kin :  Mother,  Susie  B.  Averitt,  Tallahassee,  Fla. 

AYCOCK,   JOSEPH  BRYAN,   fireman,   third   class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Nashville,  Tenn.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Pneumonia  broncho. 

Next  of  kin :  Father,  William  E.  Aycock,  R.  7,  Holly  Springs,  Miss. 
AYERS,  ALBERT  PELTON,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  May  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  29,  1918. 

Cause:  Erysipelas. 

Next  of  kin :  Father,  Eugene  A.  Ayers,  Swanton,  Vt. 
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AYERS,  WILLIAM  EI.I.IS.  seaman,  second  class,  United  States  Navy. 
Enlisted:  Pensacola,  Fla.,  March  8,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  6,  1917. 
Cause :  Cerebrospinal  fever. 
Next  of  kin :  Brother,  Joseph  Ayers,  Altha,  Fla. 
BABR,  WILLIAM,  chief  machinist's  mate,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  July  1,  1913. 
Died :  U.  S.  S.  Olympia,  June  25,  1917. 
Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Sarah  Bahb,  Stoney  Creek  Mill,  Reading,  Pa. 
BABCOCK,  GEORGE  GRANT,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Milwaukee,  Wis.,  July  9,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 

Next  of  kin:  Wife,  lona  F.  Babcock,  Box  524,  Grand  Rapids,  Wis. 
BABIN,  SEVERIN  PAUL,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  May  25,  1918. 
Died :  Norfolk,  Va.,  October  12,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Vincent  V.  Babin,  Ascension  Parish,  Duplessis,  La. 
BABSON,  GEORGE  VALENTINE,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  17,  1917.      . 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  January  28,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mary  E.  Babson,  87  Raymond  Avenue,  Sommerville, 

Mass. 
BABST,  EDWARD  EARL,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Babst,  Naperville,  111. 
BACHMAN,  HENRY  HUGH,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  April  17,  1918. 
Died :  At  home,  October  8,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annie  Bachman,  403  Park  Avenue,  Perth  Amboy,  N.  J. 
BACHMAN,  JOSEPH  SIDNEY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Richmond,  Va.,  July  10,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin :  Father,  Joseph  S.  Bachman,  940  Anderson  Street,  Bristol, 

Tenn. 
BACHMANN,   HAROLD   STANLEY,   landsman   for  yeoman,   United    States   Naval 

Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  18,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Mary  E.  Bachmann,  Ridgeway,  Mich. 
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BACIGALUPO,  ANTHONY  WILLIAM,  Jr.,  apprentice  seaman,  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  August  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Kate  Bacigalupo,  1129  Madison  Avenue,  Memphis, 

Tenn. 
BACON,  CLYDE  HENEY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lizzie  Bacon,  R.  F.  D.  No.  17,  Grand  Ridge,  111. 
BACON,  DANA  DEXTER,  seaman,  second  class,  United  State  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  20, 1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Helen  L.  Bacon,  South  Dayton,  N.  Y. 
BADGER,  ELBBIDGE  LEE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  29,  1917. 

Died :  U.  S.  S.  South  Dakota,  November  5,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  D.  Badger,  College  City,  Calif. 

BAGGETT,  Lucius  THEROLD,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  May  8,  1938. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Kate  Baggett,  Carpenter,  Okla. 
BAGGETT,  SAM,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  2,  1917. 

Died :  Red  Cross  General  Hospital,  Philadelphia,  Pa.,  March  10,  1918. 

Cause,  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  Baggett,  La  Blanc,  La. 
BAGGIORE,  JOHN  DOMINIO  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlished :  El  Paso,  Tex.,  April  14,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mary  Baggiore,  306  East  Fillmore  Street,  Phoenix,  Ariz. 
BAGLEY,  GLEN  THOMPSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Seattle,  Wash.,  May  27,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Elizabeth  M.  Bagley,  Three  Lakes,  Wash. 
BAGNALL,  FRANK  LYNN,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  October  25,  1917. 

Died :  U.  S.  S.  Louisiana,  June  12,  1918. 

Cause:  Diphtheria. 

Next  of  kin  :  Brother,  Max  Bagnair,  -Brattleboro,  Vt. 
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BAILEY,  CHARLEY  WHITMOBE,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Bailey,  561  Maryland  Avenue,  Lexington,  Ky. 
BAILEY,  GEORGE  A.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Mother,  Jennie  Bailey,  36  Washington  Street,  Newport,  R.  I. 
BAILEY,  GEORGE  EZEKIEL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  20,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  M.  Bailey,  Lincoln,  111. 
BAILEY,  GEORGE  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  14,  1917. 

Died:  Methodist  Episcopal  Hospital,  Brooklyn,  N.  Y.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  Bailey,  4342  Olive  Street,  St.  Louis,  Mo. 
BAILEY,  GREEN  WOOD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  21,  1918. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Father,  John  W.  Bailey,  Steens,  Miss. 

BAILEY,  JASPER  JONES,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Rose  A.  Bailey,  Hanson,  Ky. 

BAIN,  THOMAS  TAYLOR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  8,  1918. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin :  Father,  James  Bain,  1661  East  Condit  Street,  Decatur,  Iowa 
BAIRD,  ARTHUR  KENNEDY,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Pittsburgh,  Pa.,  May  7,  1917. 

Died :  U.  S.  S.  Orizaba,  August  17,  1918. 

Cause:  Lacerated  groin. 

Next  of  kin :  Mother,  Mary  Baird,  714  East  Park  Way,  Pittsburgh,  Pa. 

BAIBD,  BERNARD  JOHN,  boiler  maker,  first  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Scranton,  Pa.,  May  13,  1918. 

Died:  Naval  air  station,  Pauillac,  France,  September  26,  1918. 
Cause:  Pneumonia,  broncho. 
Js'ext  of  kin :  Mother,  Margaret  Baird,  606  Indiana  Avenue,  Winona,  Minn. 
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BAIBD,  WILLIAM  MATHEW,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  December  5,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  June  3,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin:  Father,  William  Baird,  298  West  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
BAKES,  ALBERT  FKANCIS,  fireman  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  11,  1918. 

Died :  U.  S.  S.  Nebraska,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Paul  V.  Baker,  2654  Bridge  Street,  Philadelphia,  Pa. 
BAKEB,  ALFRED,  fireman  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  III.,  July  20,  1918. 

Died:  Army  hospital,  Marseille,  October  15,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Laura  B.  Baker,  R.  R.  2,  Dwight,  111. 
BAKEB,  CASSIUS  CAMERON,  seaman  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  March  31,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  July  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Cassius  Baker,  R.  8,  Martinsville,  Ind. 
BAKER,  CLAUDE  ALBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  27,  1916. 

Died :  Aviation  Naval  Headquarters,  Paris,  France,  December  5,  1917. 

Cause :  Drowned — airplane  accident. 

Next  of  kin :  William  B.  Baker,  Sparrows  Point,  Md. 

BAKER,  DAVID  HERBERT,  seaman,   second  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  February  19,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Sarah  E.  Baker,  2  Millett  Street,  Brockton,  Mass. 
BAKER,  DORSET  MACK,  electrician  third  class  (R),  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  10,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  Samuel  H.  Baker,  309  West  Church  Street,  Decatur, 

Ala. 
BAKER,  EARL  MARION,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hannah  E.  Baker,  Grand  River,  Iowa. 
BAKER,  ELMER  GORDON,  fireman  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  17,  1917. 

Died:  Base  hospital  No.  2,  October  23,  1918. 

Cause :  Broncho  pneumonia. 

Next   of  kin:  Father,   Rudolfhus  Baker,   177   Lindsey   Street,    Attleboro, 
Mass. 


BAKER,  GEORGE  BENNETT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  15,  1918. 

Cause:  Cerebral  meningitis. 

Next  of  kin :  Father,  Ole  Baker,  Lancaster,  Minn. 
BAKER,  GORDON  SYLVESTER,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  March  2,  1916. 

Died :  Kingston  Avenue  Hospital,  New  York,  N.  Y.,  March  9,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Mother,  Mary  Raleigh,  4441  West  Monroe  Street,  Chicago,  111. 
BAKER,  HAROLD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  March  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  11,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Nora  T.  Baker,  1237  Eighty-third  Street,  Brooklyn, 

N.  Y. 
BAKER,  HARRY  LEE,  chief  yeoman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  September  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  27,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Willie  Sims,  1875  South  Parkway,  Memphis, 

Tenn. 

BAKER,  JESSE  EDGAR,  electrician,  third  class  (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  June  1,  1917. 

Died :  U.  S.  S.  Solace,  March  6, 1918. 

Cause:  Scarlet  fever. 

Next  of  kin:  Father,  William  W.  Baker,  2913  Morina  Street,  Berkeley, 

Calif. 
BAKER,  JESSE  JOHNSON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  W.  D.  Baker,  209  East  Elm  Street,  Goldsboro,  N.  C. 
BAKER,  PAUL,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Hollister,  Calif.,  August  1,  1917. 

Died :  Naval  training  camp,  Key  West,  Fla.,  May  13,  1918. 

Cause:  Heart  failure. 

Next  of  kin :  None  given. 
BAKER,  ROBERT  EMANUEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  25,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Guy  Baker,  Schuylkill  Haven,  Pa. 
BAKER,  ROBERT  PATTERSON,  chief  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  30,  1918. 

Died :  Receiving  ship  at  New  York,  September  23,  1918. 

Cause:  Influenz.-i. 

Next  of  kin  :  Wife,  Helen  K.  Baker,  10  Eiffel  Place,  Rochester,  N.  Y. 
BAKER,  SAMUEL  DEAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  December  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Cammilles  G.  Baker,  Cross  Junction,  Va. 
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BAKEE,  WILLIAM  HENRY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  December  1,  1917. 

Died :  Naval  station,  Mare  Island,  Calif.,  February  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cora  Baker,  route  No.  3,  Hamburg,  Iowa. 
BAKER,  WILLIAM  HENRY,  steerage  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  19,  1914. 

Died :  Naval  hospital,  Port  Lyon,  Colo.,  November  20,  1917. 

Cause :  Tuberculosis. 

Next  of  kin :  Sister,  Rebecca  Baker,  505  North  Duncan  Street,  Baltimore, 

Md. 
BAKER,  WILLIAM  PRATT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  October  18,  1916. 

Died :  U.  S.  S.  Waimcright,  October  23,  1917. 

Cause:  Drowned. 

Next  of  kin :  Guardian,  William   L.  Butcher,   14  New   Chambers  Street, 

New  York,  N.  Y. 

BAKER,  WILLIAM  ROGERS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  July  8,  1918. 

Died :  New  York,  N.  Y.,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eva  Baker,  South  Boston,  Va. 

BAKER,  WILLIAM  WARNER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Denver,  Colo.,  May  29,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  9,  1918. 

Cause : Influenza. 

Next  of  kin :  Father,  Robert  A.  Baker,  Wheatland,  Wyo. 
BAL,  ARCHIBALD,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  June  9,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  16,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  W.  E.  Bal,  Wailuku,  Hawaii. 
BALDERSON,  SAMUEL  LEWIS,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Effie  S.  Balderson,  523  Jefferson  Street,  Portsmouth,  Va. 
BALDWIN,  CHARLES  WALKER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  February  16,  1918. 

Died :  U.  S.  N.  A.  R.  School,  Municipal  Pier,  Chicago,  111.,  August  1,  1918. 

Cause :  Cardiac  dilatation,  acute. 

Next  of  kin:  Father,  Frank  S.  Baldwin,  6805  National  Avenue,  Milwaukee, 

Wis. 

BALDWIN,   EDWIN  JAMES,  fireman,  third  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edwin  H.  Baldwin,  811  East  Street,  Fort  Atkinson, 
Wis. 
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BALDY,  GEORGE  HENRY,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  September  18,  1916. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Martha  Baldy,  Spirit  Lake,  Iowa. 
BALFOUR,  ALEXANDER,  chief  yeoman.  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  October  27,  1917. 

Died :  Philadelphia,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Louisa  Balfour,  233  East  Penn  Street,  Philadelphia,  Pa. 
BALINGAO,  MARIANO  E.,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  November  24,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Quintina  Echave,  Natividad  Pangasinan,  P.  I. 
BALLARD,  SILAS  MARTIN,  seaman  signalman,  third  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  January  3,  1918. 

Died :  U.  S.  S.  Chatham,  October  27,  1918. 

Cause:  Stabbed  in  heart. 

Next  of  kin :  Mother,  Emma  Ballard,  130  The  Terrace,  Redlands,  Calif. 
BALLOU,  LESTER  HAYWARD,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  19,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Alpheus  A.  Ballou,  Upton,  Mass. 
BALTHROP,  JOHN  HARRISON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  23,  1916. 

Died :  New  York,  N.  Y.,  November  18,  1917. 

Cause:  Gas  asphyxiation. 

Next  of  kin :  Mother,  Annie  France,  107  East  Depot  Street,  Knoxville,  Tenn. 
BANBURY,  HOWARD  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  August  25,  1914. 

Died :  U.  S.  S.  Helena,  August  12,  1917. 

Cause:  Peritonitis. 

Next  of  kin :  Father,  James  J.  Banbury,  1127  Hearst's  Building,  San  Fran- 
cisco, Calif. 

BANCROFT,  GEORGE  CROES,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  July  7,  1917. 

Died :  Receiving  ship  at  Puget  Sound,  Wash.,  November  7,  1917. 

Cause:  Suicide;  gunshot  wound  in  right  temple. 

Next  of  kin :  Sister,  Edith  Boyd,  96  Prospect  Street,  Montclair,  N.  J. 
BANGS,  EDWARD  WILSON,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  4,  1917. 

Died :  U.  S.  S.  C-255,  October  11,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Frank  L.  Bangs,  40  Sagamore  Street,  Lynn, 

Mass. 
BANKS,  CLARENCE,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  Mass.,  April  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  L,  October  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Charles  Banks,  278  Phillips  Avenue,  New  Bedford, 
Mass. 


91 

BANKS,  GEORGE  LAGREA,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  January  25,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Aleck  Banks,  47  Hanover  Street,  Charleston,  S.  C. 
BANKS,  JOHN  THOMAS,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  March  1,  1918. 

Died:  Georgetown  University  Hospital,  Washington,  D.  C.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Maggie  Banks,  1133  Seventh  Street  SE.,  Washington, 

D.  C. 

BANKS,  MABSTON  EDSON,  chief  carpenter's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  Haven,  Conn.,  April  16,  1917. 

Died :  Base  hospital,  Camp  Upton,  N.  Y.,  June  13,  1918. 

Cause:  Status  lymphaticus. 

Next  of  kin :  Mother,  Edith  M.  Banks,  306  West  Avenue,  Bridgeport,  Conn. 
BANNERMAN,  NORMAN  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  26,  1917. 

Died:  U.  S.  S.  Columbia,  November  19,  1917. 

Cause :  Drowned. 

Next  of  kin :  Guardian,  Ethel  Pease,  Plaza  Hotel,  Chicago,  111. 
BANTZ,  FRANK  JOHN,  landsman  for  quartermaster,  United  States  Navy. 

Enlisted :  Chicago,  111.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Louisa  Bantz,  4836  North  Sawyer  Avenue,  Chicago, 

111. 
BAPPLER,  GEORGE  LAWRENCE,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  1,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Julia  Bappler,  1245  Park  Avenue,  New  York,  N.  Y. 
BARBER,  ARTHUR  BROWN,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  May  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  i.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lloyd  Barber,  Otto,  N.  Y. 
BARBER,  CHARLES  MARVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  May  33,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influeoza. 

Next  of  kin :  Mother,  Missouri  Barber,  708  Washington  Street,  Greenville, 

N.  C. 

BARBER,  KENNETH  LYNDE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  5,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Nina  May  Barber,  212  East  Tenth  Street,  Topeka, 
Kans. 
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BABDET,  ERNEST,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Desire  Bardet,  R.  D.  1,  Lexington,  Mo. 
BABFIELD,  WALTER  MAY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  March  25,  1918. 

Died :  Navy  recruiting  station,  Birmingham,  Ala.,  April  7,  1918. 

Cause:  Suicide. 

Next  of  kin :  Father,  George  W.  Barfleld,  Lineville,  Ala. 
BAKGIEL,  STANLEY  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Joe  Bargiel,  Levy,  Ark. 
BABIL,  HECTOR  EAMY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Baril,  R.  F.  D.  1,  Grove  City,  Minn. 
BARKER,  WILLIAM  FORREST,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  15,  1918. 

Died:  Navy  yard,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause:  Influenza. 

Next   of  kin:  Mother,  Emma   Rollison,   519   East   High   Street,   Chester- 
town,  Md. 
BABKUS,  ABE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  20,  1918. 

Died :  Lloyd's  Sanitarium,  New  York,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Barkus,  113  Sly  Street,  Elmira,  N.  Y. 
BARLOW,  WALTER  SCOTT,  musician,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  14,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Edward  Andrew  Barlow,  R.  F.  D.  5,  Lebanon,  Mo. 
BARMOKE,  Don  Walton,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  10,  1916. 

Died:  S.  S.  Motano,  July  31,  1917. 

Cause :   Drowned  when  vessel  was  sunk. 

Next  of  kin:  Sister,  Pearle  Barmore,  219  West  Eighty-first  Street,  New 

York,  N.  Y. 
BARNARD,  CHARLES  OLIVER,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  5,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  6,  1918. 

Cause :   Pleurisy,   suppurative. 

Next  of  kin :  Father,  Wesley  J.  Barnard,  Plymouth,  N.  H. 
BARNAUD,  ERKOL  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted:   Boston,   Mass.,    February   15,    1917. 

Died :  Naval  hospital,  Narragansett  Bay,  R.  I.,  April  12,  1917. 

Cause :   Pleurisy,   suppurative. 

Next  of  kin  :  Mother,  Nettie  Barnard  Reynolds,  641  Pleasant  Street,  Brock- 
ton, Mass. 
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BABNARD,  JA\   VINCENT,   seaman,   second  class,   United   States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  June  21,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  Barnard,  Lee  Center,  N.  Y. 
BABNARD,  JESSIE  LABKIN,  blacksmith,  second  class,  United  States  Navy. 

Enlisted :   Dallas,  Tex.,   September  4,  1915. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Aleck  F.  Barnard,  Willis,  Okla. 
BARNBBOCK,  ADOLPH,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Chefoo,  China,  August  7,  1914. 

Died:  Receiving  ship  at  Cavite,  P.  I.,  August  31,  1917. 

Cause:  Drowning. 

Next  of  kin :   Mother,  Anna  M.  Barnbrock,  3502  University  Avenue,   Los 

Angeles,  Cal. 
BABNES,  JAMES  FBANKLIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  August  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  E.  Barnes,  Cleveland,  Tenn. 
BABNES,  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  April  23,  1917. 

Died:   Dunwoody   Naval  Training  School,  Minneapolis,  Minn.,   March  30. 
1918. 

Cause:  Self-inflicted  bullet  wound. 

Next  of  kin :  Aunt,  Mary  Barnes,  251  Poplar  Street,  Mount  Carmel,  Pa. 
BABNES,  LAURENCE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  John  N.  Barnes,  Kincaid,  Kans. 
BABNES,  WILLIAM  HAZELIP,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Peoria,  111.,  August  9,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin :  Father.    William   H.    Barnes,   605    South   Douglas   Avenue, 

Springfield,  111. 

BABNETT,   ALVA  BENJAMIN,   hospital   apprentice,   second  class,   United    States 
Naval  Reserve  Force. 

Enlisted:  Richmond,  Va.,  June  12,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother.  Gilberta  Barnett,  Boydton,  Va. 
BABNETT,  LESTER  ACHAN,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  18,  1917. 

Died :  Naval  air  station,  Moutchic,  France,  August  14,  1918. 

Cause :  Killed  in  airplane  accident. 

Next  of  kin :  Father,  Jeff  Davis  Barnett.  Mount  Pleasant,  Tenn. 
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BABNHABT,  THEO  SIDLEB,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Mare  Island,  Calif.,  April  18,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  June  30,  1918. 

Cause:  Tuberculosis,  chronic,  pulmonary. 

Next  of  kin :  Thomas  W.  Routo,  722  East  Adams  Street,  Los  Angeles,  Calif. 
BABNICLE,  ROBERT,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  May  Barnicle,  5963  Julian  Avenue,  St.  Louis,  Mo. 
BABNS,  CHARLES  BLANCHAKD,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  April  16,  1917. 

Died:  Willard  Parker  Hospital,  New  York,  October  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Frank  B.  Barns,  Amagansett,  N.  Y. 
BABNUM,  ROBERT  RAYMOND,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  April  21,  1917. 

Died :  U.  S.  S.  North  Dakota,  September  13,  1917. 

Cause :  Heat  -exhaustion. 

Next  of  kin :  Mother,  Mrs.  E.  J.  Barnum,  Wheatland,  Wyo. 
BABB,  WILLIAM  ARTHUR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Seattle, 'Wash.,  June  26,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mathilda  Barr,  5039  Eleventh  Street  NE.,  Seattle, 

Wash. 
BARRETT,  DAVID  DEAN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Omaha,  Nebr.,  May  29,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  H.  Barrett,  315  South  Thirty-seventh  Street, 

Omaha,  Nebr. 

BABBETT,   FOBREST  HOMES,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jacob  H.  Barrett,  R.  F.  D.  4,  Hillsboro,  Ohio. 
BABBETT,  GEORGE  FRANCIS,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Plymouth,  Mass.,  March  26,  1917. 

Died :  Section  base,  Bar  Harbor,  Me.,  October  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michael  Barrett,  40  Court  Street,  Plymouth,  Mass. 
BABBETT,  HABOLD  C.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  September  27,  1917. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  May  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Katherine  E.  Barrett,  Hingham,  Mass. 
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BARRETT,  JASON  ALLEN,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  March  24,  1918. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Edith  S.  Barrett,  1321J  Octavis  Street,  San  Francisco, 

Calif. 
BABBETT,  JOHN  WILLIAM,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  27,  1916. 

Died :  U.  S,  S.  Pittsburgh,  October  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Annie  Barrett,  423  West  Munroe  Street,  Jackson- 
ville, Fla. 
BAKBETT,  THOMAS  WINCH,  landsman  for  quartermaster,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  5,  1917. 

Died :  Tours,  France,  June  28,  1917. 

Cause :  Result  of  injuries  received  in  airplane  accident. 

Next  of  kin :  Father,  D.  S.  Barrett,  Mentor,  Ohio. 

BABBETT,  WILLIAM  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kini   Aunt,   Margaret   Meehan,   145   South   Broadway,   Saratoga 

Springs,  N.  Y. 
BABBON,  FRANK  ROBEBT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  8.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Barren,  406  Oakland  Avenue,  Milwaukee, 

Wis. 
BABBON,  LAWBENCE  PERCY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  7,  1917. 

Died :  U.  S.  S.  Koningen  der  Bcderlanden,  August  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Charlotte  Barron,  Bartlett,  Kans. 
BABROW,  GEORGE  WEST,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  April  26,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Ben  E.  Barrow,  Seventh  Avenue  and  Twentieth  Street. 

Columbus,  Miss. 
BABROW,  PATJL  SIMPSON,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  April  22,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause :    Pneumonia,    lobar. 

Next  of  kin:  Brother,  Hazel  A.  Barrow,  512  Main  Street,  Fannville,  Va. 
BABBY,  CLARENCE  FLOYD,  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  February  12,  1918. 

Died :  Naval  hospital,  Pensacola,  Fla.,  June  10,  1918. 

Cause:   Compound   fracture   of   skull. 

Next  of  kin :  Mother,  Margaret  M.  Barry,  Grey  Eagle,  Minn. 
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BAKRY,  EDWARD  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  Haven,  Conn.,  March  26,  1918. 

Died :  Naval  hospital,  Pelhara  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Barry,  Barry  Avenue,  Portland,  Conn. 
BARRY,  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  July  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin :  Mother,  Mary  Barry,  472  Fountain  Street,  Providence,  R.  I. 
BARSSOCK,  MORRIS  ROBERT,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  August  22,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin :  Father,  Julius  C.  Barssock,  36-A  Bates  Street  NW.,  Wash- 
•  ington,   D.  C. 

BAESTOW,  FREDERICK  JACKSON,  boatswain's  mate,  second  class,  United  States 
Naval    Reserve   Force. 

Enlisted:  Bar  Harbor,  Me.,  April  5,  1917. 

Died :  Knox  County  General  Hospital,  Rockland,  Me.,  October  15,  1918. 

Cause :    Nephritis,    acute. 

Next  of  kin :  Father,  Benjamin  F.  Barstow,  Bar  Harbor,  Me. 
BARTER,  GEORGE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  August  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin :  Mother,  Mary  Bartek,  South  Willington,  Conn. 
BARTELT.  JOHN  FREDERICK,  ship's  cook,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  New  York,  N.  Y.,  December  14,  1917. 

Died :  U.  S.  S.  Wabash,  October  17,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Mary  Bartelt,  2923  North  Thirteenth  Street,  Phila- 
delphia, Pa. 

BARTISON,  WARREN  ALONZO,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  May  7,  1918. 

Died:  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Sarah  Bartison,  Monticello,  111. 
BARTIZOL,  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Bartizol,  2245  South  Homan  Avenue,  Chicago, 

111. 
BARTLESON,  WILLIAM  BENEDICT,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mattie  Bartleson,  101  Rock  Street,  Pittston,  Pa. 
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BABTXETT,  GEORGE  LEROT,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  15,  1917. 

Died :  New  London,  Conn.,  September  8,  1918. 

Cause:  Killed  in  motor-cycle  accident 

Next  of  kin :  Mother,  Mary  H.  Bartlett,  Rowley,  Mass. 

BABTLETT,  HELEN  EDITH,  yeoman,  third  class  (F.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  September  19,  1918, 

Died:  Georgetown  University  Hospital,  Washington,  D.  C.,  September  30, 
1918. 

Cause:  Pneumonia,  following  influenza. 

Next  of  kin :  Mother,  Martha  Bartlett,  417  Algona  Avenue,  Elgin,  111. 
BABTLETT,  HEBBEBT  ELLSWOBTH,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  December  3,  1917. 

Died :  Naval  air  station,  Pauillac,  France,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Bartlett,  209  West  Madison  Street,  Woodstock, 

m. 

BABTON,  ABCHIE  LEBOY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  April  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Isaac  M.  Barton,  1200  North  Eighth   Street,  Fort 

Smith,  Ark. 

BABTON,  RAYMOND  WELLESS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Los  Angeles,  Calif.,  June  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Emma  W.  Barton,  Altadena,  Calif. 
BABTBAM,  WILBUR,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  4,  1918. 

Died :  U.  S.  S.  Comfort,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Lewis  Bartram,  916  North  Fifth  Street,  Ironton,  Ohio. 
BASKIN,  ISBEAL  EDWABD,  landsman  for  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  July  31,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Frances  Baskin,  81  Walnut  Street,  Chelsea,  Mass. 
BASNECK,  FRED  MICHAEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  May  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  23,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Michal  Basneck,  179  South  Colony  Street,  Meriden, 
Conn. 

174483— 20— —7 


98 

BASSETT,  FBANK  HIKAM,  Jr.,  fireman,  third  class,  United  States  Naval  Reserve 
Force.  • 

Enlisted :  Kansas  City,  Mo.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  H.  Bassett,  Sr.,  Wheeling,  Mo. 
BASSETT,  RICE,  quartermaster,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  March  30,  1918. 

Died :  United  States  submarine  chaser  No.  219,  October  9,  1918. 

Cause :  Result  of  injuries  received  in  fire  on  board  ship. 

Next  of  kin :  Mother,  Fanny  R.  Hunt,  33  Ingram  Street,  Forrest  Hills, 

Long  Island,  N.  Y. 

BATDORFF,  GEORGE,  carpenter's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918, 

Cause :  Influenza. 

Next  of  kin :  Father,  David  N.  Batdorff,  Newcambria,  Kans. 
BATES,  CECIL  EREOLL,  landsman  for  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  A.  Bates,  Thayer,  Nebr. 
BATES,  CLARENCE,  chief  master  at  arms,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  17,  1915. 

Died :  Naval  station,  Great  Lakes,  111.,  January  30,  1918. 

Cause:  Hemorrhage  into  cerebrum. 

Next  of  kin :  Brother,  William  W.  Bates,  170  State  Street,  Syracuse,  N.  Y. 
BATES,  JACOB  RUSSELL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Scranton,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Van  Buskirk,  Mountain  Home,  Pa. 
BATES,  LEON  PERRIN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  May  28,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  Bates,  598  Clark  Avenue,  Detroit,  Mich. 
BATES,  ORVILLE  RUSSELL,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  June  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  K.  Bates,  Herman,  Nebr. 

BATES,  WALTER  JOHN,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Margaret  Bates,  66  South  Hollywood  Avenue,  Rocka- 
way  Beach,  N.  Y. 
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BATES,  WALTEB  LEE  ROY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  14,  1915. 

Died :  Willard  Parker  Hospital,  New  York,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Cora  Toland,  R.  F.  D.  1,  Fort  Smith,  Ark. 
BATSTONE,  WILLIAM  THOMAS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  February  8,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause:  Result  of  burns. 

Next  of  kin :  Father,  William  H.  Batstone,  59  Warren  Street,  Revere,  Mass. 
BATTE,  THOMAS  DBAYTON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  5,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Mother,  Ella  Batte,  812  Cherry  Street,  Orange,  Tex. 
BATTEESBY,  ROBEBT  SCHULTZ,  carpenter's  mate,  first  class   (A),  United  States 
Navy. 

Enlisted :  Philadelphia,  Pa.,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  F.  Battersby,  506  Springer  Street,  Philadelphia, 

Pa. 
BATTLE,  JOSEPH,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  November  23,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  John  L.  Battle,  Rocky  Mount,  N.  G. 
BATTLE,  LEE  OTIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  August  3,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Henry  F.  Battle,  Andalusia,  Ala. 
BATUTA,  SEBAFIN,  machinist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  17,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Filomeno  Batuta,  Casanayan  Pilar,  Capiz.  P.  I. 
BAUEB,  LEBOY  WILBEBT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  1,  1917. 

Died :  U.  S.  S.  Arizona,  April  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Dora  Bauer,  3405  Vincent  Street,  St.  Louis,  Mo. 
BAUGHMAN,  FABEB  DOLLE,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Parkersburg,  W.  Va.,  July  13,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:   Father,   Samuel  Batighman,  1305   Market   Street,   Parkers- 
burg,  W.  Va. 
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BAUMANN,  ALBERT,  plumber  and  fitter,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 

Died :  New  York,  N.  Y.,  April  13,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  Gottfred  Baumann,  254  North  Street,  Jersey  City,  N.  J. 
BAUMANN,  HARRY  ARNOLD,  landsman  for  electrician  (G),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Christian  Baumann,  11218  Homewood  Avenue,  Chi- 
cago, 111. 
BAUMBLATT,  MEI&IN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  August  4,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  14,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lina  Baumblatt,  2209  Linden  Avenue,  Baltimore,  Md. 
BAUMER,  JOSEPH  ANTON,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  April  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Antonia  B.  Matzene,  1455  Laurel  Avenue,  Holly- 
wood, Calif. 

BAXTER,  CORTLANDT  BRADFORD,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Peekskill,  N.  Y.,  April  24,  1917. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Father,  William  B.  Baxter,  Mohegan  Lake,  Peekskill,  N.  Y. 
BAXTER,  IRA  HARDISON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  July  17,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edmond  S.  Baxter,  R.  F.  D.  2,  Chapel  HiJl,  Tenn. 
BAXTER,  JOHN  WILLARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  May  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  H.  Baxter,  R.  F.  D.  7,  Vassar,  Mich. 

BAXTER,  MURL  CLAYTON,  water  tender,  United  States  Navy. 
Enlished:   Shanghai,  China,  December  16,  1915. 
Died:  U.  S.  S.  Galveston,  October  3,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  Clayton  H.  Baxter,  Cedar  Rapids,  Iowa. 

BAYLER,  HAROLD  RAYMOND,  chief  yeoman,  United  States  Navy. 
Enlisted:  Guam,  September  10,  1917. 
Died :  Naval  hospital,  Mare  Island,  Calif.,  October  6,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Lillie  Bayler,  Washington,  111. 
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BAYLOR,  BENJAMIN,  wardroom  steward,  United  States  Navy. 

Enlisted:  Hampton  Roads,  Va.,  October  7,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Killed  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Wife,  Eva  Baylor,  2141  Ellsworth  Street,  Philadelphia,  Pa. 
BAYNE,  HAMILTON  LEE,  shipfitter,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Thomas  Bayne,  6600  Julian  Avenue,  St.  Louis,  Mo. 
BATON,  INOCENTES,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  June  12,  1918. 

Died:  Naval  hospital  Canacao,  P.  I.,  August  8,  1918. 

Cause :  Pneumonia,  lobar. . 

Next  of  kin :  Uncle,  Dionicio  Bayon,  Sara,  P.  I. 
BAYSINGER,  JAMES  KIKBY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  6,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  June  9,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  J.  F.  Baysinger,  Harriett,  Ark. 
BEAL,  JEFF  ISAAC,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  March  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  3,  1918. 

Cause :  Measles. 

Next  of  kin :  Father,  John  Beal,  Goldana,  La. 
BEALE,  FRED,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  24,  1918. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Mother,  Hattie  Beale,  524  North  Morgan  Street,  Rushville, 

Ind. 
BEALL,  CLARENCE  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Charlottie  Beall,  Versailles,  Ind. 
BEAM,  FEANCIS  HENRY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  May  15,  1917. 

Died :  U.  S.  S.  Solace,  June  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  J.  P.  Beam,  Piedmont,  S.  C. 
BEAM,  JOSHUA  LAWRENCE,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  January  5,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  March  21,  1918. 

Cause :  Ulcer  of  stomach. 

Next  of  kin :  Father,  Foster  Beam,  Ellenboro,  N.  C. 

BEAN,  ARTHUR  FRANCIS,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  April  23,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin:  Aunt,  Irene  M.  Callahan,  164  Middlesex  Avenue,  Medford, 
Mass. 
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BEAN,  HARRY  GLAIR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Naval   hospital.  Puget  Sound,  Wash.,   September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lulu  M.  Bean,  925  Lafayette  Street,  Norristown,  Pa. 
BEANLAC,   LEON    JOHN,   seaman,   second   class,    United   States   Naval    Reserve 
Force. 

Enlisted :  Buffalo.  N.  Y.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Paul  Beanlac,  252  Payne  Avenue,  North  Tonawanda, 

N.  Y. 
BEARD,  ANDERSON  ROSCOE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  March  30,  1918.   • 

Died:  Naval  station,  Great  Lakes,  111.,  April  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  J.  U.  Beard,  Gainesville,  Mo. 
BEARD,  PERL  ALEXANDER,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Isyphenia  Beard,  Jacksonville,  Tex. 
BEARDSLEY,  JOHN  ST.  DTJNSTON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  26,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  H.  Beardsley,  128  South  Hagan  Avenue,  New 

Orleans,  La. 

BEARSE.  EDWARD  STUDLEY,  landsman  for  carpenter's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  10,  1917. 

Died:  Naval  station,  Pensacola,  Fla.,  January  31,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Bearse,  Chatham,  Mass. 
BEATTY,  ROBERT  STARR,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  19,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Wife,  Hester  S.  Beatty,  907  Colonia  Road,  Elizabeth,  N.  J. 
BEATTY,  WILLIAM  HAMMETT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  May  7,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  W.  Beatty,  Richland  Avenue,  East  End,  Pitts- 
burgh, Pa. 
BEATY,  CHARLES  LEFFLER,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  October  18,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Othelia  Martin,  1445  Broadway,  Beaumont,  Tex. 
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BEAUCHAMP,  HOMED  RAY,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Springfield,  Mass.,  July  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  Ferdinand  Beauchamp,  759  Chicopee  Street,  Willi- 

mansett,  Mass. 
BEAUMONT,  ARLO,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  A.  Beaumont,  R.  F.  D.  1,  Longton,  Kans. 
BEAVEKFJORD,  PETER  MAGNIS,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Sven  Beaverf  jord,  Suttons  Bay,  Mich. 
BECK,  LESLIE  PAUL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  John  Beck,  Clarks,  Nebr. 

BECK,  RUDOLPH  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Erie,  Pa.,  April  7,  1917. 

Died :  Naval  Base  Hospital  No.  5,  Brest,  France,  July  30,  1918. 

Cause:  Nephritis. 

Next  of  kin :  Mother,  Mary  B.  Beck,  2310  Sassafras  Street,  Erie,  Pa. 
BECKER,  CLEMENT  JOSEPH,  fireman,  first  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  February  21,  1917. 

Died:  Gretna,  La.,  April  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Hilda  Becker,  Gretna,  La. 
BECKER,  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  25,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Christine  Dout,  490  Hallett  Street,  Bridgeport,  Conn. 
BECKER,  HOBART  THEODORE,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  29,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Theodore  Becker,  417  North  State  Street,  Genesco,  111. 
BECKER,  JOHN  ANDREW,  seaman,  second  class,  United  States  Navy- 
Enlisted  :  St.  Louis,  Mo.,  May  7,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  November  11,  1917. 

Cause :  Killed  by  being  struck  on  the  head. 

Next  of  kin :  Father,  Frank  Becker,  4013  Vest  Avenue,  St.  Louis,  Mo. 
BECKER,  LEONARD,  apprentice  seaman,  United  States  Navy  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  David  Becker,  1823  Natrona  Street,  Philadelphia,  Pa. 
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BECKEB,  PHILIP  H.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  28,  1917. 

Died :  Submarine  chaser  No.  148,  May  8,  1918. 

Cause :  Rupture,  pancreas,  traumatic. 

Next  of  kin :  Mother,  Leona  Becker,  8607  Clifton  Avenue,  St.  Louis,  Mo. 
BECKEB,  RAYMOND  MICHAEL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  15,  1917. 

Died :  U.  S.  S.  New  Orleans,  March  11,  1918. 

Cause :  Organic  heart  lesion,  acute  congestion  of  liver. 

Next  of  kin :  Mother,  Gertrude  Becker,  1712  First  Street,  Rensselaer,  N.  Y. 
BECKETT,  BYEON  WERSTER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  H.  Beckett,  Ridgeway,  Wis. 

BECKLEY,  WILLIAM  MARION  THOMAS,  mess  attendant,  first  class,  United  States 
Navy. 

Enlisted :  Louisville,  Ky.,  November  27,  1917. 

Died :  U.  S.  S.  Ozark,  July  25,  1918. 

Cause:  Drowning. 

Next  of  kin :  Wife,  Elizabeth  Beckley,  306  Meron  Street,  Frankfort,  Ky. 
BECKMAN,  HENRY  FRANK,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  August  6,  1918. 

Died :  Sag  Harbor,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  May  Beckman,  Sag  Harbor,  N.  Y. 

BECKMAN,  LAMBERT  FREDERICK,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Detroit,  Mich.,  December  1,  1913. 

Died :  U.  S.  S.  Poivhatan,  December  17,  1917. 

Cause:  Killed  by  accident. 

Next  of  kin:  Sister,  Ella  Beckman,  3509  Macomb  Street  NW.,  Washing- 
ton, D.  C. 
BEDDING,  ORVILLE  BRADFORD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  H.  Bedding,  Howard,  S.  Dak. 
BEDNORZ,  PETER,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Houston,  Tex.,  April  30,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Christian  Bednorz,  Yorktown,  Tex. 
BEECHER,  OSCAR  R.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Williamsport,  Pa.,  May  22,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Flora  W.  Beecher,  R.  F.  D.  3,  Newville,  Pa. 
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BEELER,  GEORGE  OTTO,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Adolph  Beeler,  R.  4,  Junction  City,  Kans. 
BEESON,  EDWIN  DWIGHT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  5,  1917. 

Died :  U.  S.  S.  Baltimore,  November  26,  1917. 

Cause:  Drowning. 

Next  of  kin :  Father,  John  Beeson,  Hillesboro,  Ohio. 
BEGEN,  FRANCIS  MICHAEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Begen,  1432  Commonwealth  Avenue,  New  York, 
N.  Y. 

BEGGS,  HAMILTON  THOMPSON,  electrician,  second  class  (G.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Birmingham,  Ala.,  November  23,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Amy  Beggs,  1325  North  Twenty -fourth  Street,  Bir- 
mingham, Ala. 

BEHAN,  WILLIAM  JOSEPH,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  December  5,  1917. 

Died :  Naval  air  station,  Bay  Shore,  N.  Y.,  July  12,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Ellen  Behan,  489  Tenth  Street,  Brooklyn,  N.  Y. 
BEHNE,  FREDERICK,  chief  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  3,  1916. 

Died :  Naval  Base  Hospital  No.  5,  B\est,  France,  February  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Emily  Behne,  Rochelle  Park,  N.  J. 

BEILEY,    JAMES,    landsman   for   machinist's   mate    (A),    United    States   Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Frank  Beiley,  914  Michigan  Avenue,  Menominee,  Mich. 
BELDEN,  LUTHER  WILLIAM,  sailmaker's  mate,  Fleet  Naval  Reserve. 

Enlisted :  Des  Moines,  Iowa,  August  7,  1918. 

Died :  Quebec,  Canada,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mae  Shepherd,  R.  4,  Farmington,  Iowa. 
BELGUM,  SANFORD  NEWTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Madison,  Wis.,  June  5,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  May  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Sever  Belgum  (address  unknown). 
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BELL,  HILBERT  CHARLES,  seaman,  second  class,  United  States  Navy 

Enlisted :  Salt  Lake  City,  Utah,  April  21,  1917. 

Died :  U.  S.  S.  St.  Louis,  March  6,  1918. 

Cause:  Septiceniia. 

Next  of  kin :  Father,  C.  H.  Bell,  Oneida,  Kans. 
BELL,  JULIAN  S.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  10,  1917. 

Died :  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Samuel  C.  Bell,  Kress,  Tex. 
BELL,  MARCUS  ELLWOOD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  9,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  James  Bell,  Pittsville,  Pa. 
BELL,  ROY  EDWARD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  7,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  March  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  Bell,  Weatherford,  Tex. 

BELL,  WILLIAM  GREENLEAF,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  April  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Eunice  Bell,  Sanford,  Va. 
BELLOTINE,  Louis,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  12,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  January  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Bellotine,  232  High  Street,  San  Bernardino, 

Calif. 

BELMEGIS,   HEPPOCRATES,   ship's   cook,*  fourth  class,   United   States  Naval  Re- 
serve Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  13,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Demetrios  Belgemis,  Island  Samos,  Greece. 
BELPORT,   ALEXANDER   HARRY,   ship's   cook,    third   class,    United    States   Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  28,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Benjamin  Belport,  953  Avenue  St.  John,  Bronx,  N.  Y. 
BELT,  JOHN  ROBEBT,  seaman,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  December  30,  1913. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Mrs.  J.  E.  Belt,  Silsbee,  Tex. 
BELYEU,  OSBEN  CAPERS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  September  6,  1917. 

Died:  U.  S.  S.  Michigan,  January  15,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  James  Harben  Belyeu,  Chipley,  Fla. 
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BENDER,  JOHN  G.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  24,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kate  Bender,  Hebron,  N.  Dak. 
BENFORD,  RICHARD,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Cambridge,  Md.,  October  22,  1917. 

Died :  U.  S.  S.  Mongolia,  June  14,  1918. 

Cause:  Ptomaine  poison. 

Next  of  kin :  Mother,  Anna  A.  Benford,  Roxbury,  Va. 
BENGRY,  JOHN  OSCAR,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted,  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Bengry,  Gaastra,  Mich. 
BENHAM,  THOMAS  WILLIS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Nopatin,  August  7,  1918. 

Cause :  Result  of  injuries  received  in  boiler  explosion. 

Next  of  kin :  Mother,  Anna  Benham,  91  Elliott  Place,  Freeport,  Long 

Island,  N.  Y. 
BENNETT,  EDGAR  D.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Dallas,  Tex.,  June  6,  1918. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  August  21,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Annie  Bennett,  Cooper,  Tex. 
BENNETT,  EVERETT,  seaman,  United  States  Naval  Relief  Force. 

Enlisted:  Omaha,  Nebr.,  November  12,  1917. 

Died :  Base  No.  18,  France,  September  19,  1918. 

Cause :  Shot. 

Next  of  kin:  Mother,  Ella  Bennett.  3840  Parker  Street,  Omaha,  Nebr. 
BENNETT,  IRIE  JAMES,  chief  boatswain's  mate,  United  States  Navy 

Enlisted:  San  Francisco,  Calif.,  May  9,  1916. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Agnes  D  Bennett,  1418  Turk  Street,  San  Francisco, 

Calif 
BENNETT,  JAMES,  seaman,  United  States  Navy. 

Enlisted:  Ishpeming,  Mich.,  April  23,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Samuel  Bennett,  Negaunee,  Mich. 
BENNETT,  JOHN  WILLIAM,  chief  quartermaster,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  13,  1914. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  March  2,  1918. 

Cause:  Injuries  received  in  seaplane  accident. 

Next  of  kin :  Mother,  Kate  Bennett,  12  Holland  Road,  Worcester,  Mass. 
BENNETT,  LAWRENCE  PRESCOTT,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport,  R.  I.,  July  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  George  D.  Bennett,  R.  R.  1,  Pomfret  Center,  Conn. 
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BENNETT,  THOMAS  HENRY,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  December  10,  1917. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  N.  Y.,  October  20, 
1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Olive  E.  Bennett,  162  Circut  Road,  Winthrop,  Mass. 
BENNETT,  THOMAS  JOSEPH,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  5,  1918. 

Died:  Navy  base  hospital  No.  5,  Brest,  France,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Evelma  C.  Bennett,  106  North   Sixty-second   Street, 

Philadelphia,  Pa. 

BENNIS,  EDWARD  FRANCIS,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  11,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Kathryn  T.  Bennis,  641  East  Chelten  Avenue,  Phila- 
delphia, Pa. 
BENSON,  CLARENCE  RANGNOR,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  14, 1917. 

Died :  U.  S.  S.  Minnesota,  April  28,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Matilda  Salmon,  204  Beechwood  Avenue,  Bridgeport, 

Conn. 

BENSON,  FRANK  BENNIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ellen  Benson,  Hastings,  Minn. 

BENSON,  HARRY  WALTER,  fireman,  third  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Augusta  Benson,  764  East  Second   Street,  James- 
town, N.  Y. 

BENSON,  JOHN  MAYO  PALMER,  landsman  for  quartermaster  (A),  United  States 
Navy. 

Enlisted :  Chicago,  111.,  December  11,  1917. 

Died :  Naval  air  station,  Eastleigh,  England,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mary  Nelson,  77  Union  Avenue,  Batavia,  111. 
BENSON,  JULIAN  PALMER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Carl  Benson,  box  711,  Black  River  Falls,  Wis. 
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BENVINS,  WILLIAM,  fireman,  third  class.  United  States  Navy   (general  court- 
martial  prisoner). 

Enlisted :  Parkersburg,  W.  Va.,  March  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Disie  Benvins,  Hellier,  Ky. 
BENWAY,  CLARENCE  EVERETT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  May  6, 1918. 

Died :  Base  No.  13,  Azores,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Irish,  box  321,  Oakville,  Conn. 
BEKG,  LAWRENCE  MILTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  13,  1917. 

Died :  U.  S.  S.  Montana,  April  25,  1918. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Mother,  Ella  Berg,  Cogswell,  N.  Dak. 
BERG,  OLIVER  SIGVALD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Henry  Berg,  Bradish,  Nebr. 
BERGEMAN,  EARL  AUGUST,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ellen  C.  Bergeman,  Peshtigo,  Wis. 
BERGEMANN,  PETER  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  William  Bergemann,  119  North  Lake  Street,  Madison, 

Wis. 
BERGEN,  RAYMOND,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  April  20,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  K.  Bergen,  Hopewell,  N.  J. 
BERGER,  CHARLIE  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  6,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  J.  Berger,  Henderson,  Minn. 
BERGERON,  ERNEST  JOSEPH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  21,  1917. 

Died :  U.  S.  S.  Ohio,  February  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Bergeron,  Groton  Street,  East  Pepperell,  Mass. 
BERGMAN,  JOSEPH  SAMUEL,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  Mafeh  18,  1918. 

Died :  New  York,  N.  Y.,  July  21,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Esther  Bergman,  1082  East  Fourteenth  Street,  Brook- 
lyn, N.  Y. 
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BERGMAN,  SAMUEL,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  22,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Gustav  Bergman,  477  Ridgewood  Avenue,  Brooklyn, 

X.  Y. 
BKRGNER,  WILLIAM,  oiler,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  August  3,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  22,  1918. 

Cause :  Carcinoma. 

Next  of  kin :  Wife,  Constance  Bergner,  50  Richmond  Turnpike,  Tompkins- 

ville,  N.  Y. 

BEBGSTEN,  FKEDDIE  AUGUST,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Fort  Lyon,  Colo.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  17,  1918. 

Cause :  Influenza.    - 

Next  of  kin :  Father,  P.  A.  Bergsten,  post-office  box  284,  Las  Animas,  Colo. 
BERGSTROM,  WILLARD  ALBEBT,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  18,  1917. 

Died :  Granton  Hospital,  July  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Henry  Bergstrom,  Staples,  Minn. 
BERKLEY,  THOMAS  RLLEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  19,  1917. 

Died:  U.  S.  S.  Huntington,  February  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Father,   Thomas   H.    Berkley,    1430    Sullivan    Avenue,    St. 

Louis,  Mo. 
BERMAN,  BENJAMIN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  10,  1918. 

Died :    Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Pauline  C.  Berman,  413  Reed  Street,  Philadelphia,  Pa. 
BERNARD,  EDGAR  GARDINER,  Jr.,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  14,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Daughter,  Betty  J.  Bernard,  1640  Fifth  Avenue,  Troy,  N.  Y. 
BERNARD,  FRANK  MATTHEW,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  16,  1917. 

Died :  U.  S.  S.  F  One,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin:  Sister,  Amelia  Quintal,  1231  Fifty-third  Avenue,   Oakland, 

Calif. 

BERNSTON,  KARL,  mess  attendant,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  6,  1918. 

Died :  Naval  hospital,  Washington,  D.  C.,  August  14,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Frank  Bernston,  Rennang,  Sweden. 


Ill 

BEKBY,  CHESTER  THEODOEE,  seaman,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  January  20,  1916. 

Died :  Navy  yard,  New  York,  N.  Y.,  November  25,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Anna  Trigg,  110  Delevan  Street,  Rochester,  N.  Y. 
BEBRY,  ELMER  EDGAR,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  29,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mrs.  Ida  J.  Berry,  Claremont,  111. 

BERRY,  ROBERT  MCKINLEY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Tenn.,  July  24,  1918. 

Died:  Navy  submarine  station,  Los  Angeles,  Calif.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Hattie  J.  Berry,  512  East  Main  Street,  Knoxville, 

Tenn. 

BERRYMAN,  ARTHUR  CLINTON,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  January  31,  1918. 

Died :  Section  base  No.  1,  Baltimore,  Md.,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Susan  E.  Berryman,  Reistertown,  Md. 
BESSEY,  ALDEN  EBASTUS,  landsman  for  machinist's  mate  (MB),  United  States 
Navy. 

Enlisted:  Portland,  Oreg.,  November  15,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  February  5,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Clara  C.  Bessey,  Marshfield,  Oreg. 
BEST,  CHRISTIAN  HENRY,  fireman,  third  class,  United  States  *favy. 

Enlisted :  Salt  Lake  City,  Utah,  June  14,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Best,  Panguitch,  Utah. 
BEST,  LYLE  CLARKES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  February  14,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  27, 1918. 

Cause:  Diptheria. 

Next  of  kin :  Mother,  Carrie  Best,  Fairbury,  111. 

BETTISWORTH,  ARTHUR  ROLLAND,  carpenter's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  29,  1918. 

Died  :  Camp  hospital  No.  35,  Winchester,  England,  October  6, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Bettisworth,  Coffeyville,  Kans. 
BEVINGTON,  RUSSELL  DONALD,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  1,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  10,  1918. 

Cause:  Heart  block. 

Next  of  kin :  Mother,  Lura  Bevington,  1966  East  Grand  Boulevard,  Detroit, 
Mich. 


112 

BEYEA,  WILLIS  EDWIN,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  25,  1917. 

Died :  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  Beyea,  Union  Springs,  N.  Y. 
BEYER,  OSCAB  WENDELL,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  Denver,  Colo.,  November  20,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  L.  Beyer,  3901  South  Maroposa  Street,  Englewood, 

Colo. 
BEYEBSDOEF.  OTTO  CARL,  pattern  maker,  second  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  March  8,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  August  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Beyersdorf ,  608  Sommerville  Avenue,  Menom- 

inee,  Mich. 
BEYNON,  GEORGE  ADAMS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  11,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  4,  1918. 

Cause:  Diabelies  mellities. 

Next  of  kin :  Mother,  Ollie  Beynon,  379  Taylor  Avenue,  Columbus,  Ohio. 
BICKEL,  CHARLES  CANNOY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  C.  Bickel,  University  Place,  Nebr. 
BICKFORD,  SETH  PERKINS,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  14,  1917. 

Died :  U.  S.  St  Tjisenbang,  September  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  P.  Blackford,  New  Market,  N.  H. 
BICKLKY,  JOHN  RONALD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  3,  1917. 

Died :  New  York,  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mary  Tressa  Bickley,  29  Gardiner  Street,  Cohoes,  N.  Y. 
BICKNELL,  ADELBERT  HUGH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  26,  1917. 

Died :  Naval  reserve  training  station,  Bumkin  Island,  Mass.,  August  16, 
1917. 

Cause :  Drowning. 

Next  of  kin  :  Mother,  Abbie  M.  Bicknell,  28  Chatham  Road,  Everett,  Mass. 
BIDDLE,    HERBERT   MARTIN,    quartermaster,    third   class,    United    States    Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  11,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  foundered. 

Next  of  kin:  Mother,  Emma  Biddle,  21  North  Robinson  Street,  Philadel- 
phia, Pa. 
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BIDSTRUP,  EVERETT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Detroit,  Mich.,  July  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Helene  Marie  Bidstrup,  R.  R.  1,  Remus,  Mich. 
BIEGERT,  ROBERT  BREHM,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Buffalo,  N.  Y.,  April  29,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Fred  Henry  Biegert,  Girard,  Pa. 
BIELATOWICZ,  JOHN  WILLIAM,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  October  16,  1916. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Uncle,  Anthony  Kuchta,  1118  South  Kenwood  Avenue,  Balti- 
more, Md. 

BIGGER,  DAVID  WATSON,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Columbia,  S.  C.,  November  8,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  December  13,  1917. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ferrie  Bigger,  R.  R.  2,  York,  S.  C. 

BIGGER,  JOSEPH  ALBIN,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 
Enlisted:  San  Francisco,  Calif.,  December  13,  1917. 
Died :  Naval  hospital,  Mare  Island,  Calif.,  August  24,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Wife,  Alice  Clare  Bigger,  700  Post  Street,  San  Francisco, 

Calif. 
BIGGERSTAFF,  ALEXANDER  CAMPBELL,  seaman,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:   Wife,  Jessie  Biggerstaff,  143  Barrett   Street,   Schenectady, 

N.  Y. 

BIGGERSTAFF,  JAMES  HUGHBERT,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  November  23,  1917. 
Died :  St.  Lukes  Hospital,  Chicago,  111.,  January  7,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Ed  Biggerstaff,  Pleasant  Hill,  Mo. 
BIGGS,  DEWEY,  blacksmith,  second  class,  United  States  Naval  Reserve  Force 

(A.). 

Enlisted:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  air  station,  Treguier,  France,  October  4,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Clara  Biggs,  Rensselaer,  Ind. 
BILDERBACK,  CHARLES  MiLLARD,  landsman  for  machinist's  mate    (A.),  United 

States  Naval  Reserve  Force. 
Enlisted :  Des  Moines,  Iowa,  June  26,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Joseph  E.  Bilderback,  Adel,  Iowa. 
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BILHEIMEB,  NEWBERRY  SAMUEL,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Allentown,  Pa.,  Jujy  26,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Florence  E.  Bilheimer,  Easton,  Pa. 

BILLHEIMER,  GEORGE  ROBERT,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  June  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Abram  Billheimer,  Keezletown,  Va. 
BILLINGS,  LESLIE  EDWIN,  seaman,  United  States  Navy. 

Enlisted:  Hartford,  Conn.,  June  30,  1917. 

Died :  U.  S.  S.  Mercy,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edwin  Henry  Billings,  West  Street,  Bristol,  Vt. 
BINETTE,  THOMAS  JOSEPH,  seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  March  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Balzemire  Binette,  35  State  Street,  Sanford,  Me. 
BINHACK,  RUSSELL  EDWIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  June  6,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hester  Binhack,  motor  route  A,  Princeton,  Ind. 
BIRD,  ELMEB,  baker,  first  class,  Fleet  Naval  Reserve. 

Enlisted :  Houston,  Tex.,  February  1,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  B.  Bird,  Crystal  City,  Tex. 
BIBD,  FRANK  RAYMOND,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Cleo  Cox  Bird,  821  Ford  Avenue,  Youngstown,  Ohio. 
BIBELEY,  FORREST  MCKINLEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  U.  S.  S.  Rochester,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Wade  G.  Bireley,  714  C^vington  Avenue,  Piqua,  Ohio. 

BISBEE,  CLAUDE  LEON,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  April  17,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  28,  1917. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mabel  Bisbee,  Canton,  Me. 
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BISCHE,  OSCAB  JOHN,  electrician,  third  class  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  May  28,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Frances  Stratman,  St.  Anthony,  Ind. 
BISH,  WALTER  BENJAMIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  22,  1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Uncle,  Stanley  Bish,  3176  Richmond  Street,  Philadelphia,  Pa. 
BISHOP,  RADEB  MILTON,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Richmond,  Va.,  April  20,  1917. 

Died :    U.  S.  S.  Covington,  January  21,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Luther  G.  Bishop,  457  Fourteenth  Street  NW.,  Roa- 

noke,  Va. 
BISSELL,  NAT  HABBY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  Bissell,  Rural  Route  3,  Lakeview,  Mich. 
BITTNEB,  ALBERT,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  May  8,  1918. 

Died :  Methodist  Episcopal  Hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin :  Wife,  Florence  D.  Bittner,  529  West  Abbott  Street,  Indianapo- 
lis, Ind. 
BIVINS,  EDWIN  LEE,  yeoman,  first  class,  United  States  Navy. 

Enlisted:   Dallas,  Tex.,  February  10,  1917. 

Died :  Navy  base  hospital  5,  October  7,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Father,  W.  O.  Bivins,  Bella,  Tex.  v 

Bixr-Y.  HARRY  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  December  14,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  29,  1918. 

Cause :    Pneumonia,    lobar. 

Next  of  kin :  Mother,  Laura  Bixby,  Sidney,  Nebr. 
BLACK,  JOHN  BALMER,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  15,  1914. 

Died:  H.  M.  S.  Leinster,  October  10,  1918. 

Cause:  Lost  when  vessel  was  siink. 

Next  of  kin :  Father,  Daniel  Black,  29  South  Seventh  Street,  Darby,  Pa. 
BLACK,  LEONARD  WILLIAM,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  July  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :    Cerebrospinal   fever. 

Next  of  kin:  Mother,  Mrs.  J.  P.  Black,  Falmouth,  Va. 
BLACKBURN,  CORTEZ  MARVIN,  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  28^1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  20,  191S. 

Cause :    Pneumonia,   lobar. 

Next  of  kin :  Father,  Volley  Blackburn,  Rural  Route  4,  Miller,  Mo. 


BLACKER,  WALTER  CHESTER,  ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  April  17,  1918. 

Died:  Navy  rifle  range,  Camp  Logan,  111.,  October  1,  1918. 

Cause :    Broncho-pneumonia. 

Next  of  kin :  Mother,  Harriet  L.  Blacker,  Seward,  Nebr. 
BLACKFORD.  GEORGE  CLARENCE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  30,  1917. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nellie  Hill,  212  West  Street,  Lansing,  Mich. 
BLACKLEDGE,  CHARLES  YANCET,  storekeeper,  first  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  May  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother.  Mary  A.  Blackledge,  Commerce,  Mo. 
BLAIN,  ALLEN  MURL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Salt  Lake  City,  Utah,  July  20,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Wife,  Claretta  Margaret  Blain,  Spring  City,  Utah. 
BLAINE,  CLYDE  CHESTER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Los  Angeles.  Calif.,  March  22,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Lost  his  life  in  sinking  of  vessel. 

Next  of  kin :  Stepmother,  Bertha  Blaine,  Lomita,  Calif. 

BLAIR,  ANDREW  BEIRNE,  Jr.,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C.,  November  6,  1917. 

Died:  Naval  air  station,  Pensacola,  Fla.,  June  19,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin :  Mother,  Bertha  Small  Blair,  404  Franklin  Street,  Richmond, 

Va.      ' 
BLAIR,  CHARLIE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  31,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  29,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jane  Blair,  Van  Lear,  Ky. 
BLAIR,  CLARENCE,  LEON,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Carrie  Amelia  Blair,  28  Avery  Court,  Laconia,  N.  H. 
BLAIB.  FRANK  PEBRT,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  June  4,  1918. 

Died  :  TT.  S.  S.  West  Gambo,  November  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Bertha  Blair,  Toltec,  Ariz. 
BLAIR,  LEE,  water  tender,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  5,  1915. 

Died :  U.  S.  S.  Barry,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  William  C.  Blair,  6  Plum  Street,  Newark,  N.  J. 
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BLAIR,  ROBEBT  WINDLE,  seaman,  second  class,  United  States  Navy. 

Enisted :  Kansas  City,  Mo.,  December  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  F.  Blair,  Sabetha,  Kans. 
BLAKE,  EDWARD  LEE,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  July  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  William  J.  Blake,  1316  Marshall  Street,  Benwood, 

W.  Va. 

BLAKE,  HERBEKT  ELLIOTT,  firemen,  third  class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Boston,  Mass.,  May  22,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Chase  S.  Blake,  Pike,  N.  H. 
BLAKELEY,  JOHN  J.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ambie  Zella  Blakeley,  Gracey,  Ky. 
BLANCAFLOB,  MAXIMINO,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  April  30,  1914. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  February  27,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Brother,  Eusebio  Biray,  Tanza,  P.  I. 

BLANK,  ERNEST  WILLIAM  CARL,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Chicago,  111.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herman  Blank,  Crystal  Lake,  111. 

BLANK,  HERMAN  WILLIAM,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Anna  Walsh,  346  Jackson  Street,  Milwaukee,  Wis. 
BLANKENSHIP,  GENTRY  ELMER,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  St.  Louis,  Mo.,  June  24,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  November  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  H.  Blankenship,  Couch,  Me. 
BLANKENSHIP,  GURNIE,  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  February  6,  1917. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  April  10,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  James  A.  Blankenship,  R.  R.  1,  Harpersville,  Ala. 
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BLANKINSHIP,  ASA  MAX,  fireman,   third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  February  1,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin:  Mother,  Nannie  B.  Blankinship,  541  River  Street,  Hampton, 

Va. 
BLAU,  CHARLES  AUGUST,  landsman  for  carpenter's  mate  (A),  United  States  Navy. 

Enlisted  :  Allentown,  Pa.,  December  14, 1917. 

Died :  Naval  station,  Pensacola,  Fla.,  February  4,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  August  W.  Blau,  R.  F.  D.,  Port  Murray,  N.  J. 
BLEMLE,  JOHN  HERBEBT,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  14,  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  1918. 

Couse :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  Blemle,  3517  Comley  Street,  Philadelphia,  Pa. 
BLENTLINGEB,  ANDREW  EUGEAN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Henry  Blentlinger,  R.  R.  3,  Liberty,  111. 

BLEVINS,  OTIS  RAYMOND,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  October  16, 1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  16, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Daniel  Blevins,  Fitche,  Kans. 
BLINN,  CARL  HENRY,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  April  25,  1916. 

Died :  Naval  torpedo  station,  Newport,  R.  I.,  October  27, 1917. 

Cause :  Died  when  boat  capsized. 

Next  of  kin :  Father,  William  Nouggle,  410  Eighteenth  Avenue,  North  Minne- 
apolis, Minn. 
BLISSARD,  LESLIE  EARL,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Meridian,  Miss.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  John  Dea  Blissard,  Thorn,  Miss. 
BLIX,  ERVIN  THEODORE,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  3,  1917. 

Died  :  U.  S.  S.  Herman  Frasch,  October  4, 1918. 

Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin  :  Mother,  Anna  Blix,  Bagley,  Minn. 
BLOEDEL,  LEONARD  HERMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  1,  1917. 

Died :  U.  S.  S.  Savannah,  May  31,  1918. 

Cause:  Fractured  skull. 

Next  of  kin  :  Mother,  Mary  Bloedel,  Sibley,  Iowa. 
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BLOODGOOD,  NOBMAN  SLOCUM,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  October  22,  1917. 

Died :  U.  S.  submarine  chaser,  190,  June  26, 1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Samuel  C.  Bloodgood,  101  Hech  Avenue,  Ocean  Grove, 

N.  J. 
BLOOM,  CHAELES  H.,  apprentice  seaman,  N.  N.  V. 

Enlisted :  Norwalk,  Conn.,  April  8,  1917. 

Died ;  Naval  hospital,  Portsmouth,  N.  H.,  April  28,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mary  Mathilda  Bloom,  Norwalk,  Conn. 
TBLOUNT,  JOSIAH  C.,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  October  10,  1917. 

Died :  Navy  Base  Hospital  No.  5,  France,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  B.  Blount,  Norfolk,  Va. 

BLUESTEIN,  IEWIN   JEROME,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  August  1,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  Harry  Bleustein,  837  West  Fourteenth  Street,  Chicago, 

111. 
BLUM,  FELIX,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  14,  1918. 

Died :  Chicago,  111.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Abraham  Nathan  Blum,  3441  Grenshaw  Street,  Chi- 
cago, 111. 

BLUMENAUER,  FREDERICK  HENRY,   seaman,   second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  March  19,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :   Mother,  Johanna  Blumenauer,  11A  Moffatt   Street,  Brook- 
lyn, N.  Y. 
ELY,  EAKL,  water  tender,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  June  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  July  20,  1917. 

Cause :  Head  crushed. 

Next  of  kin :  Mother,  Myrta  Ely,  Greene,  N.  Y. 
BOARDMAN,  GRAHAM  HATCH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  10,  1917. 

Died :  Norfolk,  Mass.,  February  3,  1918. 

Cause :  Endocarditis. 

Next  of  kin :  Father,  Claude  Boardman,  A  very  Street,  Norfolk,  Mass. 
BOATWRIGHT,  ERNEST  ELMER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  21,  1918. 

Died:. Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Eloiza  Boatwright.  R.  8,  Des  Moines,  Iowa. 


120 

BOBEKOWSKY,  WILLIAM,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Grand  Rapids,  Mich.,  July  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga',  September  30,  1918. 

Cause :  Lost  his  life  in  sinking  of  vessel. 

Next   of  kin:   Mother,   Bertha   Bobekowsky,   352   Rumsey   Street,   Grand 

Rapids,  Mich. 
BOBO,  RAYMOND,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  13,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  January  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Andrew  Jackson  Bobo,  East  Auburn,  Calif. 
BOEKE,  JOHN  ARTHUR,  landsman  for  machinist's  mate  (A.),  United  States  Navy*. 

Enlisted:  Omaha,  Nebr.,  July  29,  1918. 

Died :  Naval  hospital,  Pensacola,  Fla.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Carl  Boeke,  Blue  Earth,  Minn. 
BOEN,  ALVIN  E.,  musician,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  13,  1917. 

Died :  Naval  Station,  Great  Lakes,  111.,  January  27,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Margia  Boen,  Fergus  Falls,  Minn. 
BOESE,  JOHN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  20,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Sister,  Annie  Boese,  Duck  Creek,  Wis. 
BOEX,  Louis  FRANCIS  BORGIA,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  August  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Louise  Boex,  1332  Sycamore  Street,  Cincinnati,  Ohio. 
BOHAN,   EDWARD  ARTHUR,  apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  23,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Patrick  Bohan,  200  East  One  hundred  and  fifteenth 

Street,  New  York,  N.  Y. 

BOHLING,  DAYTON  W.  EL,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  I.,  June  4,  1918. 

Died :  Navy  Base  Hospital  No.  5,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sophie  Bohling,  West  Brook,  Conn. 
BOHNE,  CHARLES  WOLFRED,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  August  13,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  Bohne,  Cuero,  Tex. 
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BOHNE,  JESSE  JAMES,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  March  26,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  April  16,  1917. 

Came:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Fritz  Bonne,  21  West  Main  Street,  Cuero,  Tex. 
BOHNE,  JOSEPH  LAWRENCE,  reaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  March  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  9,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Fritz  Bohne,  Cuero,  Tex. 

BOHNSDAHL,  SIGURD  LEOPOLD,  apprentice  seaman,  Urited  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Caure:  Influenza. 

Next  of  kin :  Father,  John  Bohnsdahl,  Mosinee,  Wis. 
BOISMENTJE,  CLYDE  WALTER,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  11,  1917. 

Died :  St.  Louis,  Mo.,  August  16,  1917. 

Cause :  Drowning. 

Next  of  kin :  Father,  Everett  Boismenue,  1G31  Kansas  Avenue,  East  St. 

Louis,  Mo. 

BOITSCHA,  EDWARD  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Des  Moines,  Iowa,  May  7,  1918. 

Died :  U.  S.  S.  Leonidas,  November  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Mrs.  Hannah  Hesser,  West  Liberty,  Iowa. 
BOLDTJC,  HENRY  THEODORE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt,  April  17,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  11,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Grandfather,  Henry  Bolduc,  North  Maine  Street,  Rutland,  Vt. 
BOLGER,  JAMES,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  March  23,  1917. 

Died :  U.  S.  S.  Shada,  December  14,  1917. 

Cause:  Drowning. 

Next  of  kiji:  Father,  David  L.  Bolger,  35  Ash  Street,  Cambridge,  Mass. 
BOLLEN,  PETER  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  May  21,  1918. 

Died :  No.  3  hospital,  Leigh,  Scotland,  November  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Martha  Bollen,  East  Dubuque,  111. 

BOLLING,   JAMES   ELWOOD,   mess   attendant,   third   class,   United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  1,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Georgia  Boiling,  Rodwell  Avenue,  Greenwich,  Conn. 
BOLSINGER,  LLOYD  JABEZ,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  12,  1917. 

Died :  U.  S.  S.  Solace,  October  5,  1918. 

Cause  :*  Pneumonia. 

Next  of  kin :  Mother,  Lydia  Bolsinger,  Buffalo  Center,  Iowa. 
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BOND,  EVEEETT  JAY,  Boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Guaymas,  Mexico,  July  8,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 

Cause:  Influenza. 

Next  of  Kin :  Mother,  Alice  Bond,  R.  F.  D.  1,  Galena,  Kans. 
BOND,  JOHN  PEBTLE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn,  October  3,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  21,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  Friday  Bond,  R.  F.  D.  1,  Raleigh,  Tenn. 
BONEY,  Lucious  WIMBRIC,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Line  Swinney  Boney,  616  South  Lee  Street, 

Fitzgerald,  Ga. 
BONHAM,  RAYMOND  ANDREW,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Naval  training  station,  Great  Lakes,  111.,  April  12,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  May  26, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Minnie  Bonham,  6011  Rhodes  Avenue,  Chicago,  I1L 
BONIFACE,  THOMAS  CORNELIUS,  ,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Salt  Lake  City,  Utah,  July  2,  1918. 

Died :  Naval  training  station,  Seattle,  Wash.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Walter  C.  Boniface,  118  Corcoran  Street,  Lewistown, 

Mont. 

BONNOR,  ARTHUR  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York  City,  January  25,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  J.  Bonnor,  478  East  One  hundred  and  eighty- 
seventh  Street,  care  of  Wood,  New  York  City,  N.  Y. 
BOOHER,  CLARENCE  BARNES,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  November  19,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  29,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Ray  Booher,  Mount  Gilead,  Ohio. 
BOOK,  CLARENCE  EUGENE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  June  14,  1917. 

Died :  U.  S.  S.  Michigan,  January  15,  1918. 

Cause :  Skull  fractured. 

Next  of  kin :  Mother,  Ella  Book,  409  Galapago  Street,  Denver,  Colo. 

BOOKER,  CHARLES  HENRY,  junior  officer  cook,  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  February  29,  1916. 
Died :  Naval  hospital,  League  Island,  Pa.,  March  21,  1918- 
Cause:  Endocarditis,  acute. 
Next  of  kin :  Wife,  Mamie  Booker,  1016  Church  Street,  Norfolk,  Va. 
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BOOKER,  OSCAB  RAY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.;  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  15,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  John  W.  Booker,  Hughes  Springs,  Tex. 
BOOKOUT,  FLOYD,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  7,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Hetty  Harrington,  Foreman,  Ark. 

BOONE,  JAMES  EARL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  8,  1917. 

Cause:  Chronic  pulmonary  tuberculosis. 

Next  of  kin :  Mrs.  Mary  A.  Boone,  2619  Huntington  Avenue,  Baltimore,  Md. 
BOONE,  VINKLEY  GILL,  quartermaster,  third  class,  listener,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  March  30,  1918. 

Died:  Submarine  chaser  136  (naval  hospital,  New  London,  Conn.),  October 
1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Mrs.  J.  E.  Hearn,  Washington  Street,  Vicksburg,  Miss. 
BOORMAN,  SIDNEY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  19,  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Annie  Boornian,  Waterville,  N.  Y. 
BOOTH,  EUGENE  RICHARD,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Navy  Yard,  New  York,  N.  Y.,  November  20,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,-March  15,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Catherine  E.  Booth,  256  Woodworth  Avenue,  Yonkers, 

N.  Y. 
BOOZE,  EMMETT  GODWIN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  July  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  M.  Booze,  Springwood,  Va. 

BOROUGH,  FORD  WILLIAM,  landsman  for  electrician   (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  23,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Mother,  Mrs.  Alzadie  Borough,  1828  South  Michigan  Street, 

South  Bend,  Ind. 

BORBADAILE,  SAMUEL  WALTER,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  August  5,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Lena  Borradaile,  Liberty,  Ind. 
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BOBBELL,  LEONARD  PASCAL,  chief  electrician  (G),  United  States  Naval  Reserve 
Force. 

Enlisted:  Newark,  N.  J.,  April  20,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Mabel  Healy  Borrell,  10  Carroll  Street,  East  Orange, 

N.  J. 
BOSE,  HERMAN,  quartermaster,  second  class   (A.),  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  April  9,  1917. 

Died :  Naval  aeronautic  station,  Peusacola,  Fla.,  November  23,  1917. 

Cause:  Drowned  in  seaplane  accident. 

Next  of  kin:  Father,  Herman  Bose,  23  East  Eighty-eighth   Street,  New 

York,  N.  Y. 
BOSHEK,  REGINALD  ST.  CLARE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  July  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next   of  kin:  Father,   William   T.   Bosher,   922   North   Twentieth   Street, 

Richmond,  Va. 
BOSLEY,  CLARENCE  E.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  13,  1917. 

Died:  Navy  Yard,  Philadelphia,  Pa.,  April  26,  1917. 

Cause :  Drowning. 

Next  of  kin :  Alice  Bosley,  2300  Oak  Street,  Baltimore,  Md. 
BOTELEB,  WILBEE  H.,  carpenter's  mate,  first  class,  N.  N.  V. 

Enlisted:  Washington,  D.  C.,  April  7,  1917. 

Died:  Naval  air  station,  Bay  Shore,  N.  Y.,  November  3,  1917. 

Cause:  Pluerisy,  serofibrinous. 

Next    )f  kin:  Mother,   Mrs.   W.   C.   Boteler,  37   Girard    Street,   Washing- 
ton, D.  C. 

BOUQUET,  ARTHUR  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  broncflo. 

Next  of  kin :  Mother,  Mrs.  Josephine  Bouquet,  79  McArthur  Street,  Pitts-  • 

field,  Mass. 
BOURKE,  CHARLES  EDWARD,  water  tender,  United  States  Navy. 

Enlisted:  Receiving  ship,  New  York,  N.  Y.,  September  21,  1914. 

Died:  Queenstown,  Ireland,  January  19,  1918. 

Cause:  Died  in  fire  on  board  U.  S.  S.  Burrows. 

Next   of   kin:  Mother,    Mi's.    Georgeana   Bourke,    118   Canterbury    Street, 

Worcester,  Mass. 
BOUTIN,  ALONZO  THEODORE,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C.,  April  11,  1918. 

Died :  Naval  proving  grounds,  Indianhead,  Md.,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Christine  Boutin,  Bayfield,  Wis. 

BOWAR,  CHARLES  THEODORE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  July  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Bowar,  Reliance,  S.  Dak. 


BOWDEN,  GARLAND  EDWARD,  sea  nan,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Parkersburg,  W.  Va.,  June  12,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  S.  Bowden,  Santifee,  W.  Va. 
BOWDEN,  JOSEPH  PATRICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  9,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Helen  Bowden,  33  Mountain  Lakes,  N.  J. 
BOWIE,  GOLDEN,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  29,  1918. 

Cause:  Influenza,  pneumonia. 

Next  of  kin :  Father,  Jacob  L.  Bowie,  Worthville.  Ky. 
BOWKER,  ARTHUR  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  April  26,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  28,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  H.  Bowker,  South  Kortnight,  N.  Y. 
BOWLING,  ROBERT  WALTER,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Louisville,  Ky.,  May  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Fannie  Burch  Bowling,  New  Hope,  Ky. 
BOWMAN,  ARCHIBALD  LEO,  electrician,  third  class   (G.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  May  14,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  March  9,  1918. 

Cause :  Pleurisy,  acute  fibrinous. 

Next  of  kin :  Father,  Isaac  Bowman,  Merriam  Park,  R.  F.  D.  3,  St.  Paul, 

Minn. 
BOWSER,  JAMES  MONROE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  25,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  December  3,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  Bowser,  308  Miller  Avenue,  South  San  Fran- 
cisco, Calif. 
BOYCE,  HARRY  LESLIE,  chief  water  tender,  United  States  Navy. 

Enlisted:  Corinto,  Nicaraugua,  October  14,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Hannah  Boyce,  64  Emery  Street,  Attleboro,  Mass. 
BOYCE,  HOWARD  CHARLES,  seaman,  United  States  Naval  Reserve  Force  (general 
court-martial  prisoner). 

Enlisted :  New  York,  N.  Y.,  May  28,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Grandmother,  Mary  ~E.  Peterson,  1616  North  Sixty-first  Street, 
Philadelphia,  Pa. 
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BOYCE,  WESLEY  PHILIP,  oiler,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  July  26,  1917. 

Died :  Army  Base  Hospital  No.  101,  St.  Nazaire,  France,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Josephine  Boyce,  518  Rock  Street,  Little  Rock, 

Ark. 
BOYD,  ELMEB  FRANCIS,  printer,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Washington,  D.  C.,  May  23,  1918. 

Died:  Washington,  D.  C.,  October  16,  1918. 

Cause :  Pneumonia,  following  influenza. 

Next  of  kin :  Father,  Charles  Allen  Bell  Boyd,  sr.,  806  D  Street  SE.,  Wash- 
ington, D.  C. 
BOYD,  JOHN  DAVID,  jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mrs.  Hannah  Boyd,  Provo,  Utah. 
BOYD,  RICHABD,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Wilmington,  N.  C.,  May  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Beatrice  Boyd,  515  North  Ninth  Street,  Wilming- 
ton, N.  C. 
BOYEK,  GEORGE  ALBERT,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  17,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Hattie  L.  Boyer,  Farmington,  Minn. 

BOYER,  HOWARD   S.,  chief  quartermaster    (A.),  United    States  Naval   Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  13,  1918.  . 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Sarah  Boyer,  935  West  State  Street,  Trenton.  X.  J. 
BOYES,  JOSEPH  RAYMOND,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  25,  1916. 

Died:  Naval  hospital,  Charleston,  S.  C.,  November  3,  1917. 

Cause:  Intracranial  injury. 

Next  of  kin:  Father,  Joseph  Boyes,  577  Harris  Avenue.  Providence.  R.  I. 
BOYESON,  CHARLES  EDWARD,  landsman  for  electrician  (R. ),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  26,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Herbert  Boyeson,  Fire  Island,  N.  Y. 
BOYKIN,  ARTHUR  VESTER,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  9,  1917. 

Died :  U.  S.  S.  Bath,  April  15,  191S. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Burt  Jack  Dobbs,  201  Woodward  Avenue,  Brighton. 
Ala. 
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BOYLAN,  THOMAS  MICHAEL,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  22,  1915. 

Died :  U.  S.  S.  Melville,  April  21,  1918. 

Cause:  Bright's  disease. 

Next  of  kin :  Father,  John  Boylan,  342  East  Thirty-ninth  Street,  New  York, 

N.  Y. 

BOYLE,  JOHN  JAMES,  Jr.,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  November  6,  1917. 
'      Died :  Naval  hospital,  Philadelphia,  Pa.,  October  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  J.  Boyle,  2508  Fairmont  Avenue,  Philadelphia,  Pa. 
BOYLE,  JOHN  JOSEPH,  chief  water  tender,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  February  17,  1917. 

Died :  Naval  hospital,  Maiden,  Mass.,  December  6,  1917. 

Cause:  Acute  cardiac. 

Next  of  kin:  Daughter,  Mrs.  James  Flanagan,  51  Wigglesworth  Street, 

Maiden,  Mass. 
BOYLE,  PATRICK,  chief  water  tender,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  November  9,  1910. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  September  11,  1918. 

Cause:  Carcinoma,  jaw. 

Next  of  kin  :  Niece,  Mary  McCarron,  Glasgow,  Scotland. 

BOYLE,  PETEB  FBANCIS,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111., --June  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  P.  F.  Boyle,  1309  Columbia  Street,  Ottawa,  111. 
BOYLE,  PETEB  J.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force.  ^ 

Enlisted :  Newport,  R.  I.,  March  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Boyle,  Riverpoint,  R.  I. 

BBABENDEB,  ADOLPH  MICHAEL,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Minneapolis,  Minn.,  May  13,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Brabender,  Adrian,  Minn. 

BBADLEY,  ABTHTJB  LEAVENWOBTH,  pharmacist'*  mate,  third  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  19,  1917. 

Died:   Navy  Base  Hospital  No.   1,   Foreign    Service,   August  23,   1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Ernest  C.  Bradley,  92  Burton  Avenue,  Hasbrouck 

Heights,  N.  J. 
BBADLEY,  FBANK,  chief  electrician,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  12,  1916. 

Died :  Naval  Base  Hospital  No.  5,  'October  21, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Jepths  R.  Bradley,  McAlester,  Okla. 
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BRADLEY,  GEORGE  FREDERICK,  painter,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  4,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Isabelle  Bradley,  64  Collingswood  Street,  San 

Francisco,  Calif. 

BRADLEY,  GEORGE  YOUNGER,  Sr.,  hospital  apprentice,  first  class,  United  States 
Navy. 

Enlisted :  Richmond,  Va.,  July  5,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  30, 1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  George  Y.  Bradley,  3023  Hanover  Avenue,  Richmond, 

Va. 
BRADLEY,  MAURICE  VINCENT,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  12,  1918. 

Died :  Home,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Joseph  M.  Bradley,  827  McKnight  Building,  Minne- 
apolis, Minn. 

BRADSHAW,  PHILIP  CHAPPELL,  boatswain's  mate,  second  class,  United   States 
Navy. 

Enlisted :  Richmond,  Va.,  December  2,  1914. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  John  L.  Bradshaw,  Alton,  Va. 
BRADY,  ARTHUR  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  13,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Thomas  Brady,  2459  Burgundy  Street,  New  Orleans,  La. 
BRADY,  GLAIR' ALDEN,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  August  23,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Michael  A.  Brady,  Youngsville,  Pa. 
BRADY,  EDWIN  CAMPBELL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  24,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Etta  M.  Brady,  131  Norwood  Avenue,  Kirkwood,  Ga. 
BRADY,  FRANK  JOSEPH,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  November  28,  1917. 

Died :  Clarendon  Hotel,  Brooklyn,  N.  Y.,  June  9,  1918. 

Cause:  Suicide. 

Next   of   kin:  Father,   James   Brady,   1320   South    Fifteenth    Street,    St 

Joseph,  Mo. 
BRAGG,  VICTOR  JESSE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Bragg,  R.  F.  D.  4,  Adrian,  Mich. 
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BBAHOTSKI,  EDWARD,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  2,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  13,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Eugene  Brahotski,  1314  Prospect  Avenue,   Scran- 
ton,  Pa. 
BBAITSCH,  FREDERICK  JOSEPH,  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  23,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  April  21,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Anthony  Braitsch,  156  Sussex  Street,  Jersey  City, 

N.  J. 

BRAKE,  ALFRED  W.,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  October  16,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lydia  Anna  Brake,  R.  R.  1,  Bradley,  Mich. 
BBAMMALL,  JOHN  THOMAS,  Jr.,  chief  water  tender,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  September  10,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Jessie  Brammall,  80  Washington  Street,  Newport,  R.  1. 
BBANDON,  ROY  ADLEY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  18,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Artie  Brandon,  Meridian,  Okla. 
BBANDOW,  EDWARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Hartford,  Conn.,  June  6,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Edward  Brandow,  17  Laurel  Street,  New  Britain, 

Conn. 
BRANDT,  IRA  CLAYTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  27,  1917. 

Cause:  Ulcer  of  stomach. 

Next  of  kin :  Father,  Gustaf  A.  Brandt,  Salina,  Utah. 

BRANDT,  JOHN  HERMAN,  fireman,  secotod  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  June  24,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Melia  Brandt,  Snover,  Mich. 

BRANDT,  WALTER  RIES,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  November  17,  1917. 

Died :  Receiving  ship,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Pneumona,  broncho. 

Next  of  kin :  Laura  Brandt,  1309-JVinona  Avenue,  Chicago,  HI. 
174483—20 9 
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BRANDT,  WILLIAM  CLARK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  E.  C.  Brandt,  II.  F.  D.  3,  South  Prospect 

Ravenna,  Ohio. 
BRANNAN,  ARTHUR  Ross,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  9,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lenora  Jeane  Langford,  Brownwood,  Tex. 
BBANNIGAN,  JAMES,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  May  29,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Mother,  Mary  Hecker,  245  lolite  Avenue,  Johnstown,  I';i. 
BBANNON,  CLARA  B.,  seaman,  second  class,  United  States  Naval  Reserve  Fonv 

Enlisted :  Little  Rock,  Ark.,  June  6,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Elizabeth  E.  Brannon,  675  South  Street,  Batesville,  Ark. 
BRANNON,  GEORGE  RAYMOND,  landsman  for  electrician  (R),  United  States  Nnvnl 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  14,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Brannon,  Dickinson,  N.  Dak. 
BRANSON,  BASCOMB  NEWTON,  coxswain,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  May  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  John  Lewis  Branson,  Whistler,  Ala. 

BBANTLEY,   LEWIS   FRANKLIN,   electrician,   second   clnss,   United    States  Naval 
Reserve  Force. 

Enlisted :  St.  Petersburg,  Fla.,  March  13,  1917. 

Died :  Marine  hospital,  Stapleton,  Stuten  Island,  N.  Y.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Bun  Brantlex,  534  Fifth  Street  north.  St.  Petersburg, 

Fla. 

BRANUM,  ALBERT  LA\\KON,   apprentice  seaman,   United   States  Naval    Ues«»rv«> 
Force. 

Enlisted:  Birmingham,  Ala.,  June  4,  1918. 

Died :  U.  S.  S.  Nebraska,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Offie  Branum,  New  Hope,  Ala. 
BRATT,  EARL  MCKINLEY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  18,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mrs.  Mary  Bratt,  South  Park,  Minn. 
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BRATJN  WORTH,  CHARLES,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  November  22,  1917. 

Died :  Naval  air  station,  Moutchic,  France,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Albert  Braunworth,  76  Zeidler  Avenue,  Maspeth,  Long: 

Island,  N.  Y. 
BBAWFOBD,  JOHN  WILLIAM,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Brawford,  Estherville,  Iowa. 
BRAY,  EDWABD  FRANK,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  September  18,  1916. 

Died:  U.  S.  S.  Shaic,  October  9,  1918. 

Cause :  Lost  his  life  when  vessel  collided  with  other  vessel. 

Next  of  kin :  Grandmother,  Frances  Jane  Bray,  114  Seldon  Avenue,  De- 
troit, Mich. 

BRAZEALE,   GUY   RICHARD,   apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Brazeale,  R.  F.  D.  3,  box  66,  Ozark,  Mo. 
BRAZEL,  JOHN  FRANCIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  July  22,  1917. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Bell  Brazel,  Sioux  Rapids,  Iowa. 

BRAZIER,  CLIFFORD  CLARK,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Rockland,  Me.,  November  23,  1917. 

Died:  Knox  County  Hospital.  Rockland,  Me.,  October  12.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Olive  Hoffses  Brazier,  Thomaston,  Me. 
BREAKEY,  HECTOR  MONROE,  fireman,  second  class,  United  "States  Naval  Reserve 
Force. 

Enlisted:  Bellingham,  Wash.,  July  15,  1918. 

Died:  Naval'training  camp,  Seattle,  Wash.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  J.  Abner  Breakey,  R.  F.  D.  2,  Bellingham,  Wash. 
BREAREY,  RICHARD  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  8,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  June  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Elizabeth  Brearey,  197  West  Dauphin  Street.  Phila- 
delphia, Pa. 
BRKCK,  FRANCIS  PRATT,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  September  7,  1917, 

Died:  Naval  hospital,  Newport,  R.  I.,  November  6,  1917. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Samuel  Breck.  238  Newbury  Street.  Boston.  Mass. 
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BREECE.  ORVAL  ET.WER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  11,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Breece,  R.  R.  1,  box  61,  Cicero,  Ind. 
BREEDLOVE,  JKSSE  MACK,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Norfolk,  Va.,  January  7,  1918. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause:  Lost  his  life  in  sinking  of  U.  S.  A.  C.  T.  Ticonderoga. 

Next  of  kin :  Sister,  Mrs.  Cashti  Craft,  1344  Forty-third  Street,  Norfolk,  Va. 
BREEZE,  HENRY,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  Hi.,  March  29,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Oscar  Breeze,  Walnut  Hill,  111. 

BREHSI,  RALPH  EMERSON,  pharmacist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  12,  1917. 

Died :  Navy  R.  R.  Battery  No.  1,  October  25,  1918. 

Cause:  Influenza  and  lobar  pneumonia. 

Next  of  kin :  Mother,  Annie  A.  Brehm,  278  Bridge  Street,  Harrisburg,  Pa. 
BRELSFORD,  CHARLEY  FRANK,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Houston,  Tex.,  July  9,  1918. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Richard  W.  Brelsford,  Nixon,  Tex. 
BRENEMAN,  WALLAS  SLATER,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Liddie  Breneman,  Tullahoma,  Tenn. 

BRENIZER,  CLARENCE  BRUCE,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  4,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mae  Ferguson  Brenizer,  5924  Cobbs  Creek  Parkway, 

Philadelphia,  Pa. 
BRENNAN,  JOHN,  shipfitter,  second  class,  United  States  Naval  Reserve  Force, 

Enlisted:  New  York,  N.  Y.,  May  18,  1917. 

Next  of  kin :  Mother,  Melia  Brandt,  Snover,  Mich. 

Died :  Receiving  ship,  New  York,  N.  Y.,  October  10,  1917. 

Cause:  Killed  by  falling  from  window. 

Next  of  kin:  Sister,  Mrs.  Nellie  Kane,  328  West  Eleventh  Street,  Nevr 

York,  N.  Y. 

BRENNAN,  JOHN  FRANCES  XAVIER  ROBERT,  apprentice  seaman,  United  States 
Navy. 

Enlisted :  Washington,  D.  C.,  July  29,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Ellen  Brennan,  3530  Eighteenth  Street  NW.. 
Washington,  D.  C. 
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BKENNAN,  JOHN  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  2t,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  February  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Helen  Brennan,  1029  Sixth  Avenue,  Troy,  N.  Y. 
BXENNAN,  PATRICK  CHRISTOPHER,  landsman  for  machinist's  mate  (A),  United 
States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  6,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  14,  1918. 

Cause:  Killed  in  accident. 

Next  of  kin :  Mother,  Mary  Brennan,  13  Crescent  Place,  Lackawanna,  N.  Y. 
BBENNAN,  WILLIAM  JOSETH,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29, 1918. 

Cause:  Penumonia. 

Next  of  kin :  Mother,  Margaret  Brennan,  639  Madison  Street,  West  New 

York,  N.  Y. 
BBENNAN,  WILLIAM  JOSEPH,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Wilkes-Barre,  Pa.,  December  11,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29, 1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin:    Mother,    Sarrah   Brennan,   18   Alexander   Street,    Wilkes- 
Barre,  Pa. 
BBENNEMAN,  HOWARD  BENJAMIN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  G,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Uncle,  Lawrence  Jacob  Brenneman,  390  Nineteenth  Avenue, 

Brooklyn,  N.  Y. 
BRENNER,  FELIX  ERWIN,  machinist's  mnte,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Lena  Brenner,  623  North  Colony  Street,  Meridian, 

Conn. 
BKESLIN,  GEORGE  ROSWELL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  7,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  Breslin,  239  Fifteenth  Street,  Jersey  City,  N.  J. 
BBESNAHAN,  DANIEL,  engineman,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  January  16,  1917. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C.,  November  3,  1918. 

Cause:  Psychosis,  due  to  organic  brain  disease. 

Next  of  kin :  Sister,  Helen  Neligan,  South  Plymouth,  Mass. 
BRETZ,  HUBERT  HETZLER,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  May  HI  1918. 

Died:  West  Suburban  Hospital,  Oak  Park,  111.,  November  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  H.  Bretz,  504  West  Main  Street,  Celina,  Ohio. 
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BREUNINGEK,  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  4,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Breuninger,  Cross  River,  N.  Y. 

BBEW,  THOMAS  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  April  20,  1918. 

Died :  Seattle,  Wash.,  July  4,  1918. 

Cause :  Carbolic-acid  poisoning. 

Next  of  kin :  Mother,  Katherine  Manley  Brew,  3727  Prospect  Avenue,  Kan- 
sas City,  Mo. 

BKEWER,  ALEXANDEE  LELAND,  apprentice  seaman,  United  States  Nsival  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause  of  death :  Influenza. 

Next  of  kin  :  Mother,  Clara  W.  Brewer,  2131  Jefferson  Avenue,  Ogdrn,  Utah. 
BBEWEB,  CHARLES  JOSEPH,  landsman  for  electrician,  United  State*  Navy 

Enlisted :  Washington,  D.  C.,  August  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  John  William  Brewer,  1332  Union  Street  SW.,  Wash 

ington,  D.  C. 
BREWER,  EDWARD  ELIAS,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  August  15,  1916. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Due  to  explosion  on  board. 

Next  of  kin :  Aunt,  Delia  Holladay,  Lynchburg,  Ohio. 
BREWER,  GEORGE  B.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  14,  1916. 

Died :  New  York,  N.  Y.,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  M.  Brewer,  Seligman,  Mo. 

BREWER,  ROLLAND  ALLISON,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Grandmother,  Ethel  Herring,  San  Diego,  Calif. 
BREWSTER,  ALBERT  AUSTIN,  seaman,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  March  27,  1917. 

Died:  L'Orient,  France,  naval  hospital,  September  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Brewster,  142  View  Street,  New  Haven,  Conn. 
BREWSTER,  WALTER  JAMES,  seaman,  second  class,  United  Stales  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  June  24,  1918. 

Died,:  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Annie  Eva  Brewster,  110  Foster  Street,  Brockton. 
Mass. 
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BBEYKK,  CARL  WILLIAM,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  May  21,  1917. 

Died:  Naval  hospital,  New  York.  N.  Y.,  March  17,  1918. 

Cause:  Pleurisy. 

Next  of  kin:  Father,  P.  Breyer,  3185  West  Thirty-first  Street  SW.,  Cleve- 
land, Ohio. 

BRICKELL,  HOWARD  AUSTIN,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  May  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Janes  Ellsworth,  124  West  Tenth  Street, 

Jamestown,  N.  Y. 

BBICKLEY,  JOSEPH  GEORGE,  chief  electrician  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  January  16,  1918. 

Died:  Philadelphia,  Pa.,  November  3,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:   Wife,    Lucy    L.    Brickley,    6220     Addison     Street,     Phila- 
delphia, Pa. 
BHICKO,  RAYMOND  MATTHEW,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Josephine  Bricko,  R.  F.  D.  1,  Eland,  Wis. 
BRIDGES,  EARL  HAMPTON,  seaman,  second  class.  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  January  19,  1917. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  March  20,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mamie  Bridges,  Pleasant  Hill,  La. 
BRIDGES.  JESSE  WILLIAM,  carpenters'  mate,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  5,  1918. 

Died:  Quebec,  Canada,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  P.  Bridges,  Tonganoxie,  Kans. 
BRIDGES,  JOSEPH  CHARLES,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause: Influenza. 

Next  of  kin:   Mother,   Mary   Elizabeth    Bridges,   3840   Page   Avenue,   St 

Louis,  Mo. 
BRIEGER,  JOHN  FRANK,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  11,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  November  20,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Father,  Arthur  Brieger,  620  East  Ninth  Street,  New  York,  N.  Y. 
BBIGGS,  AUGUSTUS  OEMLER,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Savannah,  Ga.,  April  16,  1917. 

Died :  Naval  hospital,  Key  West,  F4a.,  October  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ella  Jane  Briggs.  Kellar,  Ga. 
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BBHXJS,  ROTHA  BROWN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Raleigh,  N.  C.,  July  18, 1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  A.  Briggs,  R.  F.  D.  2,  Fletcher,  N.  C. 
BRILL,  BENJAMIN  JOHN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Frances  Evans  Brill,  112  Wilson  Street,  Joliet,  111. 
BRILL,  WILLIAM  PETER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Brill,  1091  Spencer  Street,  Appleton,  Wis. 
BKINGHURST,  EDWIN  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  25, 1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  23,  1918. 

Cause:  Meningitis,  cerebrosplnal. 

Next  of  kin :  Father,  Edward  Bringhurst,  Essington,  Pa. 
BBINTON,  CALEB  BOLIVAR,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  October  26,  1917. 

Died :  Naval  training  camp,  San  Diego,  Culif.,  March  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  David  Brinton,  R.  F.  D.  4,  Murray,  Utah, 
BBINTON,  ROY  JOHN,  landsman  for  quartermaster  (A.),  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  22,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  Brinton,  14  Schanek  Avenue,  Pen  Argyl,  Pa. 
BBISK,  WILLIAM  FRANK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Me.,  June  14,  1918. 

Died :  Naval  hospital,  Springfield,  Mass.,  September  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Rachel  Brisk.  16  Fremont  Street,  Gardiner,  Me. 
BBISLIN,  TIMOTHY  CHARLES,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  Brislin,  Box  43,  Dougherty,  Iowa. 
BBISTER,  ROBERT  FITCH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Florence  Chatterton  Brister,  4736  Hazel  Avenue. 
Philadelphia,  Pa. 
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BBISTOW,  ABTHTJB  EATELL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  January  22,  1918. 

Died :  Naval  hospital,  Pelhani  Bay  Park,  N.  Y.,  June  15, 1918. 

Cause:  Tuberculosis,  acute  pulmonary  miliary. 

Next  of  kind :  Mother,  Jane  R.  Bristow,  2105  Beverly  Road,  Brooklyn,  N.  Y. 
BBITT,  GEOBGE,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  12,  1917. 

Died :  Naval  air  station,  Eastleigh,  England,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Barbara  Britt,  Renwick,  Iowa. 

BBITT,  WILLIAM  JOSEPH,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hannah  Britt,  Delhi,  Iowa. 

BBOCK,  EMLON  JEFFEBSON,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Birmingham,  Ala.,  May  7,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Jefferson  Brock,  Graceville,  Fla. 
BBOCK,  MABSDON,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  June  11,  1918. 

Died :  Naval  base,  naval  hospital,  Virginia,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Estana  Brock,  Mount  Olive,  N.  C. 
BBOCKMAN,  ANTHONY  CORNELIUS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  24,  1916. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause  of  death :  Lobar  pneumonia. 

Next  of  kin:  Sister,  Frances  Prinzbach,  440  Klotter   Street,  Cincinnati, 

Ohio. 

BBOCKMAN,  EMU,  JENNINGS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  June  12,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  Arthur  Brockman,  Ulman,  Mo. 
BBODEBICK,  PHILIP  JOSEPH,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  9,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Philip  J.  Broderick,  513  East  Eighty-eighth  Street, 

New  York,  N.  Y. 
BBOEGGER,  JOSEPH  WILLIAM,  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  4,  1915. 

Died :  U.  S.  S.  Tjisenbnng,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  Broegger,  1131  North  Fourth  Street,  Philadel- 
phia, Pa. 
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BKOKAW.  SHERMAN  SEAL,  seaman,  United  States  Naval  Reserve  Force. 

Unlisted :  Boston,  Mass..  April  3,  1917. 

l»icd:  U.  S.  S.  Shd<l<i,  I  >« nil.cr  13,  1917. 

Cause:  Lost  overboard. 

Next  of  kin:  Falher,  Venioii  S.  Brokaw.  86  South  Central  Avenue.  Wollas 

tox,  Mass. 

BROOKS,  HAROLD  FI.OUK.NOY,  yeoman,  second  class,  United  Stales  N'aval  Reserve 
Force. 

Enlisted:  Washington,  D.  G.,  June  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  William  Flournoy  Brooks,  1450  Irving  Street  NW., 

Washington,  D.  C. 
BROOKS,  JKSSIE  WALTER,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  March  12,   1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mrs.  Polly  A.  F.  Bounds,  Thirty-sixth   and   Roman   Avenue, 

Waco,  Tex. 

BROOKS,   JOSEPH   BRYAN,    fireman,    third    class,    United    States   Naval    Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  July  2,  1918. 

Died :  U.  S,  S.  Mercy,  October  13,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  Edward  J.  Brooks,  Bath,  N.  C. 
BROOKS,  JOSEPHUS  P.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  2,  1918. 

Died :  Receiving  ship,  Boston,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Brother,  Daniel  Brooks,  Elba,  Ala. 
BROOKS,  PHILLIP,  seaman,  eecond  class,  N.  N.  V. 

Enlisted:  Chicago,  111.,  April  3,  1917. 

Died :  U.  S.  S.  WeiMrecht,  July  13,  1918. 

Cause:  Diptheria. 

Next  of  kin :  Father,  James  Brooks,  5037  Kemnore  Avenue.  Chicago,  111. 
BROSTROM,  CARL  FREDERICK,  landsman  for  electrician  (G.),  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  29,  1918. 

Cause:  Abscess  of  kidney. 

Next  of  kin :  Mother,  Edith  Brostrom,  951  College  Avenue,  New  York,  N.  Y. 
BROITGHTON,  LYNNE  OWEN,   apprentice  seaman,  United   States   Naval    Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  30,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Mrs.  Myrtle  Sewell,  Lexington,  Ky. 
BROW,  JOHN  NEUMAN,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  2,  1914. 

Died:  Navy  yard,  Norfolk,  Va.,  December  18,  1917. 

Cause:  Carbolic  acid  poisoning. 

Next  of  kin:  Father.  John  Richard  Brown.  Teuton.  Mich. 
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BROWN,  AT.T.TE  RICHARD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  29,  1913. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Ira  Brown,  1108  Tennessee  Street,  Vallejo,  Calif. 
BBOWN,  ANDREW  JACK,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  June  29,  1918. 

Died :  Gallops  Island,  Mass.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Fairy  Jenkins,  19  Francis  Street,  Charleston,  S.  C. 
BROWN,  ANDREW  LEWIS,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Brown,  Throckmorton  Street,  Freehold,  N.  J. 
BBOWN,  BERNARD,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Wife,  Minnie  Brown,  1519  Dickinson  Street,  Philadelphia,  Pa. 
BROWN,  CHARLES  LARAY,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Washington,  D.  C.,  May  2,  1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Sophia  Brown,  2018  H  Street  NW.,  Washington,  D.  C. 
BKOWN,  CHARLES  WILLIAM  EVERETT,  seaman,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  March  11,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  May  11,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Ida  May  Brown,  Revere,  Mass. 
BROWN,  CLIFFORD,  WILEY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  May  19,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  13,  1918. 

Cause:  Rheumatic  fever. 

Next  of  kin :  Mother,  Hattie  W.  Brown,  R.  F.  D.  3,  box  138,  Oregon  City. 

Oreg. 
BROWN,  EDWARD  JOSEPH,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Washington,  D.  C.,  June  13,  1918. 

Died:  At  home,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Louisa  Brown,  827  Fourth  Street  NE..  Wash- 
ington, D.  C. 
BROWN,  ENOCH  GARRETT,  chief  water  tender,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  May  6,  191G. 

Died :  U.  S.  S.  Mercy,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Paul  E.  Brown,  Port  Hayward,  Va. 
BROWN,  FRED  HERMAN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  AVis.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  William  Guest  Brown,  Poy  Slppi,  Wls. 
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BKOWN,  GEORGE  ESTEN,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  Jane  1,  1918. 

Died:  1'nuillac,  France,  October  15,  1918. 

Cause:  1'neuinonla. 

Next  of  kin :  Sister,  Mabel  Norris  Brown,  Elm  Street,  Westfield,  N.  J. 
BROWN,  HAKUT  JAMES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  3,  1938. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  James  Brown,  223  West  Spring  Street,  Titusville,  Pa. 
BROWN,  HENUY  SQUARES,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Sayville,  Long  Island,  N.  Y.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Ethel  Louise  Brown,  East  Moriches,  Long  Island,  N.  Y. 
BROWN,  JAMES  WILSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  U.  S.  S.  Matsonia,  September  0,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  James  W.  Brown,  316  Oak  Street,  Cincinnati,  Ohio. 
BROWN,  JOHN  CLEVELAND,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C.,  September  25,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  John  D.  Brown,  Wallace,  N.  C. 
BROWN,  JOHN  DEWEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  9,  1917. 

Died :  U.  S.  S.  Rappahannock,  April  G,  1918. 

Cause:  Strangulation. 

Next  of  kin :  Mother,  Mary  Brown,  Bowdoinham,  Me. 
BROWN,  LEE,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C.,  February  14,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Ella  Brown,  Seneca,  Mo. 
BROWN,  Louis  HENRY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  31,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  William  Brown,  Boonton  Avenue,  Butler,  N.  J. 
BROWN,  LOYD  ABSOLUM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  June  1,  1918. 

Died :  U.  S.  S.  Georgia,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Bettie  Brown,  R.  F.  D.  1,  box  104,  Jacksonville,  N.  O. 
BROWN,  MILLARD  FLETCHER,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  25,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  February  28,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Lue  Brown,  1123  East  Church  Street,  Stockton,  Calif. 
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BROWN,  RAYMOR  RTLEY,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  11,  1917. 

Died :  France,  October  7,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Lucy  W.  Brown,  Rochmart,  Ga. 
BBOWN,  ROBERT  ROY,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eliza  J.  Brown,  Liberty  Hill,  Williamson,  Tex. 

BBOWN,  ROBERT  S.,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  October  23,  1916. 

Died :  Naval  station,  Cavite,  P.  L,  January  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  R.  S.  Brown,  R.  R.  2,  Pottsboro,  Tex. 
BBOWN,  STEPHEN  EDWIN,  Jr.,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  St.  Louis,  Mo.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Stephen  E.  Brown,  sr.,  Fayette,  Mo. 
BBOWN,  THOMAS  SIDNEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  24.  1917. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Isaac  Brown,  Prendal,  Wash. 
BBOWN,  VERNE  ALDWIN,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  21,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  30,  1918. 

Cause:  Measles. 

Next  of  kin :  Mabel  Brown,  Oxford,  Kans. 

BBOWN,  WILLIAM  FREDERICK,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  February  12,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Minnie  M.  Brown,  250  Rogers  Street,  Lowell,  Mass. 
BROWNE.  GEORGE  C.,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  Puget  Sound,  Wash.,  November  2,  1917. 

Died :  U.  S.  S.  Great  Northern,  May  10,  1918. 

Cause:  Angina  ludovici. 

Next  of  kin :  Sister,  Mrs.  Elizabeth  J.  Pay,  1123  South  Race  Street,  Spo- 
kane, Wash. 

BBOWNE,  WILLIS  QUINCY,  warrant  officer's  cook,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  July  15,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  26,  1918. 

Cause:  Malignant  tumor. 

Next  of  kin :  Sister,  Hattie  Waldon,  916  Smith  Street,  Norfolk,  Va. 
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BKO\V.\KI.I,,   LAWRENCE  WILLIAM,  electrician,  third  class.  United   States  Naval 

Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  October  22,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  December  19,  1917. 
Cause:  Pneumonia,  lobar. 
Next   of    kin:    Grandmother,    Elizabeth    Brownell,    252    Melrose    Avenue, 

Elgin,  111. 

BROWNER,  EDWARD  BKYAN,   apprentice  seaman,  United   States  Naval    Reserve 

Force. 

Enlisted :  Louisville,  Ky.,  July  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Rosa  Browner,  McKinney,  Ky. 
BBOWNLEY,  STANLEY  EDWARD,  quartermaster,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  23,  1917. 

Died:  Naval  base  hospital,  No.  5,  Brest,  France,  October  2.  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  V.  Brownley,  Quinn,  Va. 
BROWNMI^I.ER,  GEORGE  WASHINGTON,  fireman,  third  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  September  19,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Mary  V.  Brownmiller,  Quinoy,  Town. 

BRUBAKEB,  MOSES   JEROME,   apprentice  seaman.    TTnite»l    States   Naval    Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  July  8, 1918. 
Died:  Naval  hospital,  Puget  Sound,  Wash..  September  24,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  Thomas  Brubaker.  Elvesson,  Pa. 
BRUCE,  CHARLES  WESLEY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Salt  Lake  Ctiy,  Utah.  May  29,  1918. 
Died:  Submarine  base,  Coco  Solo  (Panama  Hospital),  Colon.  October  15, 

1918. 

Cause:  Typhoid  fever. 

Next  of  kin:  Father,  Thomas  Bruce,  Wooldridge.  Mont. 

BBTJCE,  DANIEL  ELDRED,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  August  14,  1918. 
Died :  Mare  Island  Navy  Yard,  Calif.,  October  19, 1918. 
Cause:  Influenza. 
Next  of  kin:  Wife.  Ha/el  Viola   Bruce,  1165  O'Farrell   Street.   San   Fnn 

cisco,  Calif. 

BRUCE,  FRANK  WILLIAM,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  July  5,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y..  October  31, 1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:    Mother,   Clara    Bertha    Bruce,    455   Alder    Street.    Portland. 

Oreg. 
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BKUCE,  GUY  W.,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  8,  1917. 

Cause:  Stomatitis  (inanition). 

Next  of  kin :  Father.  Harvey  G.  Bruce,  White  River,  S.  Dak. 
BRUCE,  JOSEPH  ARTHUR,  seaman,  second  class.  United   States  Naval   Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  17,  1918. 

Died :  Gallops  Island,  Boston,  Mass.,  September  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Guardian,  Peter  Joseph  Dugan,  171  Summer  Street,  Waltham, 

Mass. 
BRUCE,  WILLIAM  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Williamsport,  Pa.,  May  1,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  W.  Bruce,  Constable,  N.  Y. 

BRUESCH,  HAROLD  CHARLES,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lillian  Bruesch,  4034  Monroe  Street,  Chicago,  111. 
BRUHN,  ROLF,  ship  fitter,  first  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  27,  1918. 

Died  :  Willard  Parker  Hospital,  New  York,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Svend  Bruhn,  Enumclaw,  Wash. 
BRUKER,  FRANCIS  HOBART,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  17,  1916. 

Died :  Navy  Base  Hospital  No.  5,  October  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  May  Frances  Bruker,  758  Ashbury  Street,  San  Fran- 
cisco, Calif. 
BRUMBAUGH,  BASIL  FLOYD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  11,  1915. 

Died:  U.  S.  S.  St.  Louis,  January  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kind :  Father,  George  W.  Brumbaugh,  Franklin,  Nebr. 
BRUNDRETT,  OSCAR  BERNARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  12,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hattie  Brundrett,  Rockport,  Tex. 
RRUNELL,  ANDREW  ROY,  water  tender,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  23,  1917. 

Died :  Section  1,  fifth  naval  district,  Baltimore,  Md.,  October  9.  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother.  Mrs.  Millie  -Mosser.  2063  Encinal  Avenue.  Alameda. 
Calif. 
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BBUNELL,  OMER  HARRY,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cii use:  Influenza. 

Next  of  kin :  Aunt,  Mary  Preant,  post-office  box  317,  Ironwood,  Mich. 
BBUNKHARDT,  JOHN  W.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  20,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Died  when  vessel  was  sunk. 

Next  of  kin:  Mother,  Ellen  Brunkhardt,  314  Wlerfield  Street,  Brooklyn, 

N.  Y. 
BR-JNN,  GEORGE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  May  22,  1918. 

l>ied:  Naval  hospital,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ingebur  Smith  Brunt,  Pinewood,  Minn. 
BBUNNER,  FRANK,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  25,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 
»Cause :  Broncho-pneumonia. 

Next  of  kin :  Jacob  Brunner,  466  Oak  Street,  San  Francisco,  Calil. 
BBYAN,  DAVID  STEWART,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Jacksonville,  Fla.,  April  12,  1918. 

Died :  Naval  section  base,  Jacksonville,  Fla.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Louisa  Norton  Bryan,  Kissimmee,  Fla. 
BBYAN,  GEORGE  FREDERICK,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  In  action  with  enemy  submarine. 

Next  of  kin :  Father,  John  T.  Bryan,  34  Quincy,  Quincy,  Mass. 
BBYAN,  J.  COY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Jim  Gilbert  Bryan,  R.  3,  box  9,  Cullman,  Ala. 
BUCHANAN,  CHARLES  FBANCIS  DOUGLAS,  seaman,  second  class,  United  States 

Navy.  . 

Enlisted:  Philadelphia,  Pa.,  April  15,  1917. 
Died :  Naval  hospital,  Annapolis,  Md.,  January  4,  1918. 
Cause:  Gunshot  wound. 
Next  of  kin :  Father,  Charles  D.  Buchanan,  209  Morgan  Street,  Weehawken, 

N.  J. 

BUCHOLZ,  JOHN,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  June  1,  1917. 
Died :  U.  S.  S.  Mercy,  October  3,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Anna  Bucholz,  2117  Cprtland  Street,  Chicago,  HI. 
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BUCK,  GUT  MABION,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Edward  Buck,  Millville,  Pa. 
BUCKLEY,  JEREMIAH  JOSEPH,  seaman,  United  States  Navy. 

Enlisted :    Boston,  Mass.,  May  9,  1917. 

Died :  U.  S.  S.  Georgia,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Buckley,  5  Carroll  Street,  Chelsea,  Mass. 
BUCKLEY,  LAURENCE  IVEN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  June  2,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  died  while  on  leave  at 
home,  April  6,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  James  Buckley,  410  Cottage  Street,  Whitewater,  Wis. 
BUCKLEY,  LEO  JOSEPH,  seaman,  United  States  Naval  Reserve  Force.' 

Enlisted:  Boston,  Mass.,  April  24,  1917. 

Died :  U.  S.  S.  Dixie,  S.  P.  701,  June  11, 1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Nellie  Buckley,  Whitman,  Mass.,  84  Star  Street 
BUCKMAN,  HARRY  EDWARD,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted  :  Milwaukee,  Wis.,  August  6,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Laura  Buckman,  1245  Day  Street,  Green  Bay,  Wis. 
BUCKNER,  MILES  FRANKLIN,  apprentice  seaman,  United  States  Navy. 

Eulisted:  New  Orleans,  La.,  April  3,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  May  17,  1917. 

Cause:  Cerebrospinal  fever  (pleurisy  suppunitive). 

Next  of  kin :  Mrs.  Louella  Florence  Buckner,  Morris,  La. 
BUDD,  THOMAS  VIRCAL,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  19,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Budd,  Medaryville,  Ind. 

BUDDEMEYER,  CLIFFORD  WILLIAM,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cincinnati,  Ohio,  July  22,  1918. 

Died :  U.  S.  S.  Maine,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Henry  Buddemeyer,  1G32  Main  Street,  Cin- 
cinnati, Ohio. 
BUDER,  MAX  FELIX  GUSTAV,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  11,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  5,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Max  Buder,  father,  10  Days  Lane,  Webster,  Mass. 
174483—20 10 
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BUEROER,  WILLIAM  EMIL,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  30,  1917. 

Died :  U.  S.  S.  Burrows,  March  9,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Gustav  Manther,  Fourteenth  Street  Avenue,  I).. 

College  Point,  Long  Island,  N.  Y. 
BULAY,  WILLIAM,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  December  4,  1911. 

Died :  U.  S.  S.  Reirta  Mercedes,  November  8,  1917. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Wife,  Flora  E.  Bulay,  65  Calvert  Street,  Annapolis,  Md. 
BTTLLINGEB,  FRED  OLTVEK,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  October  23,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  massing  Cyclops. 

Next  of  kin :  Father,  H.  E.  Bullinger,  Wichita,  Kans. 
BULLOCK,  CHARLES  ELDON,  shipfitter,  first  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  May  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Mother,  Alice  Bullock,  G.  D.,  Severy,  Kans. 

BUMGARNER,  BENJAMIN  FRANKLIN,  seaman,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  May  23,  1918. 
Died :  No.  3  hospital,  Leith,  Scotland,  November  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Bennie  K.  Bumgarner,  Spilman,  W.  Va. 
BUMILLER,  WILLIAM,  ship's  cook,  third  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  April  11,  1918. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  N.  Y.,  August  22,  1918. 
Cause:  Result  of  broken  neck. 
Next  of  kin:   Mother,   Elizabeth   Bumiller,    168   West   One   hundred   and 

seventh  Street,  New  York,  N.  Y. 

BUMSTEAD,  MAURICE  GRIFFIN,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  15,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  25,  1918. 
Cause :  Tuberculosis,  chronic  pulmonary. 
Next  of  kin:  Mother,  Mary  B.  Bumstead,  43  Austin  Street,  Charlestowu, 

Mass. 
BUNDRICK,  CARL  CHESTER,   apprentice   seaman,   United   States  Naval   Reserve 

Force. 

Enlisted :  Columbia,  S.  C.,  July  16,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C.,  October  16,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  O.  Bundrick,  R.  2,  Pomarla,  S.  C. 
BUNTING,  SIMON,  landsman  for  baker,  United  States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  May  14, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  James  Bunting,  55  Howard  Street.  Detroit,  Mich. 
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BURBRIDGE,  JAMES  MILTON,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  August  7,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  23,  1918. 

Cause: Influenza. 

Next  of  kin:  Wife,  Edna  Mae  Burbridge,  6244  East  Fourteenth   Street, 

Kansas  City,  Mo. 

BURCH,  JAMES  MADISON,  landsman  for  electrician    (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  Louisville,  Ky.,  May  15,  1918. 

Died :  Naval  aviation  repair  ba?e,  Eastleigh,  England,  October  6,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Harold  W.  Burch,  Jackson,  Tenn. 

BUBCH,  JOSEPH  EBNEST,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  August  2,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  L.  Burch,  Plant  City,  Fla. 
BUBCKHARTT,  MONTGOMERY  PIKE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  June  8,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  18,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  William  J.  Burckhartt,  608  South   Vaughn   Street, 

Cleburne,  Tex. 
BUBDET,  FRANCIS,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  22,  1917. 

Died :  U.  S.  S.  America,  December  2,  1917. 

Cause :  Heart  failure. 

Next  of  kin :  Father,  Gustave  Burdet,  650  Brown  Avenue,  Knoxville,  Tenn. 
BUBFORD,  EDWARD  SCOTT,   chief  quartermaster,   United    States   Naval   Reserve 
.     Force. 

Enlisted:  Richmond,  Va.,  May  15,  1917. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  October  8,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Mallie  D.  Burford,  Waugh,  Va. 
BURGESS,  LENON  THOMAS,  baker,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  'April  15,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Stella  Burgess,  Burlington,  Tex. 
BURGETT,  PAUL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  13,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  William  C.  Burgett,  Lewiston,  111. 
BUHK,  FRANK  WILLIAM,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  10,  1915. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Mother,  Ivy  L.  Burk,  1313  East  Sixth  Street,  Sioux  Falls, 
S.  Dak. 
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BUBK,  IRWIN  EABL,  apprentice  sennmn,  United  States  Naval  Reserve  Force. 
Enlisted :  Detroit,  Mich.,  July  19,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Myrtle  Wilson  Burk,  R.  F.  D.  No.  5,  Elsie,  Mich. 
BURKABT,  ROY  Louis,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  March  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  February  20,  1918. 
Cause:  Pneumonia  lobar. 
Next  of  kin :  Father,  Euin  F.  Burkart,  1420  New  York  Avenue,  Fort  Worth, 

Tex. 
BUBKE,  EDMUND  COBNELIUS,  landsman  electrician    (R),  United  States  Naval 

Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  25,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  O'Leary  Burke,  Cladwin,  Mich. 
BUBKE,  JAMES,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Atlanta,  Ga.,  July  24,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 
Cause:  Bronchial  pneumonia. 
Next  of  kin :  Mother,  Annie  Chance  Burke,  405  Ninth  Street,  Waynesboro, 

Ga. 

BUBKE,  MYLES  MABTIN,  hospital  apprentice,  first  class,  United  States  Navy. 
Enlisted :  Allentown,  Pa.,  April  18,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest  France,  October  2,  1918. 
Cause :  Meningitis,  cerebrospinal. 
Next  of  kin :  Father,  John  J.  Burke,  Connerton,  Pa. 
BUBKE,  RALPH,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Portland,  Me.,  June  2,  1917. 
Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 
Cause:  Killed  in  action  with  enemy  submarine. 
Next  of  kin:  Mother,  Mrs.  Lizzie  Sylvester,  23  Lennox  Avenue,  Norwood, 

Mass. 

BUBKE,  RICHARD,  water  tender,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  May  19,  1917. 
Died :  U.  S.  S.  Afanley,  March  19,  1918. 
Cause:  Injuries  received  in  explosion. 

Next  of  kin :  Sister,  Katherlne  Welch,  114  Central  Avenue,  Chelsea,  Mass. 
BUBKHART,  WALTER  WESTLEY,  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted:  New  Orleans,  La.,  February  21,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  14,  1918. 
Cause :   Pneumonia,   broncho. 

Next  of  kin:  Sister,  Nina  E.  Burkhart,  2501  North  Broadway,  Knoxville, 
Tenn. 

BUBKS,  ELZIE  OZY,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  November  27,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 
Cause:    Influenza. 
Next  of  kin:  Mother,  Sudia  Burks,  Adamsville,  Tenn. 
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BURNETT,  BRYAN  SCOTT,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  November  26,  1917. 
Died:  Naval  station,  Great  Lakes,  111.,  April  22,  1918. 
Cause :   Pleurisy,   suppurative. 

Next  of  kin :  Father,  Harrison  L.  Burnett,  La  Cygne,  Kans. 
BURNETT,  CHARLES  MILTON,  landsman  for  musician,  United  States  Naval  Re- 
serve  Force. 

Enlisted:  Cincinnati,  Ohio,  June  17,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Burnett,  262  Cypress  Street,  Columbus,  Ohio. 
BURNETT,  CLAUD,  fireman,  second  class,  United  States  Navy. 
Enlisted:  St.  Louis,  Mo.,  December  14,  1917. 
Died :  Navy  base  hospital  No.  5,  October  4,  1918. 
Cause :    Pneumonia. 

Next  of  kin:  Mother,  Lydia  Denton,  Bladen,  Nebr. 
BURNETT,  DEWEY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Buffalo,  N.  Y.,  August  7,  1918. 
Died :  Naval  hospital  Great  Lakes,  111.,  September  22,  1918. 
Cause :   Influenza. 

Next  of  kin:  Father,  George  Burnett.  Webster,  N.  Y. 
BUBNS,  CLARE  HENRY,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  August  2,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :   Influenza. 

Next  of  kin  :  Aunt,  Mrs.  Elzie  Worch,  55  Connecticut  Avenue,  Detroit,  Mich. 
BUBNS,  DAVID  EVANS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Buffalo,  N.  Y.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Doris  Ette  Burns,  Holland,  N.  Y. 
BUBNS,  DENIS  DANIEL,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  March  6,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  5,  1917. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  J.  Burns,  5630  Bishop  Street,  Chicago,  111. 
BURNS,   EDWABD  JAMES,   fireman,  third   class,   United   States  Naval   Reserve 

Force. 

Enlisted :  Detroit,  Mich.,  June  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause: Influenza. 
Next  of  kin:  Father,  Thomas  John  Burns,  2873  West  Grant  Boulevard, 

Detroit,  Mich. 

BURNS,  ERNEST,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Cleveland,  Ohio,  May  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  John  Burns,  316  Union  Street,  Ashland,  Ohio. 
BURNS,  ERNEST  VINCEN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Indianapolis,  Ind.,  July  5,  1918. 
Died :  U.  S.  S.  Delaware,  October  16,  1918. 
Cause :  Compression  of  thorax. 
Next  of  kin :  Mother,  Rhoda  Burns,  R.  F.  D.  1,  Grass  Creek,  Ind. 
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BURNS,  GEORGE  ALFRED,  seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Boston,  Mass.,  December  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  27,  1918. 

Cause:  Dilation,  acute  cardiac. 

Next  of  kin:  Father,  William  Burns,  52  Bonaire  Street,  Somerville,  Mass. 
BURNS,  JAMES,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  January  11,  1916. 

Died :  U.  S.  S.  Whipple,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  William-  R.  Burns,  1002  Iris  Street,  Lake  Charles, 

La. 
BURNS,  MAURICE  FREDERICK,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  4,  1917. 

Died :  U.  S.  S.  Mount  Vcrnon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:   Father,  Henry  J.  Burns,  129  Eutah   Street,  East  Boston, 

Mass. 
BURNS,  WILLIAM  JOSEPH,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  February  10,  1917. 

Died:  U.  S.  S.  Sampson,  July  25,  1918. 

Cause:  Poison,  arsenobienzal  (acute). 

Next  of  kin :  Mother,  Mary  Burns,  23  Harmony  Street,  Cohoes,  N.  Y. 
BURKKS,  CHARLES  COLBERTSON,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  September  13,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Jessie  McClaim  Burres,  415  East  Forty-first  Street,  IMS 

Angeles,  Calif. 
BUKRIS,  DON  MULLINS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  1,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Sallie  Campbell,  422  Johnson  Avenue,  Lexington,  Ky. 
BURROW,  JAMES  SANFORD,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  17,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops, 

Next  of  kin :  Mother,  Nan  Burton,  Eagle  Mills,  Ark. 
P.UKT,  GERALD  WILLIS,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Shirley  Francis  Burt,  Russell,  N.  Y. 
HURTON,  EVAN  WILLIAM,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  14,  1918. 

Died :  U.  S.  S.  El  Capitan,  July  6,  1918. 

Cause :  Wounds  received  in  auto  accident. 

Next  of  kin:  Mother,  Margaret  Frederick,  653  North  Forty-sixth  Street, 
Philadelphia,  Pa. 
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BUBTON,  HABRY  HAMILTON,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  13,  1917. 

Died:  Marine  barracks,  Quantico,  Va.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Hamilton  A.  Burton,  427  Buchanan  Street,  Bristol,  Va.^ 
BURTON,  RICHARD,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  March  31,  1917. 

Died:  Philadelphia,  Pa.,  December  12,  1917. 

Cause:  Skull  crushed  by  trolley  car. 

Next  of  kin:  Wife,  Cathrine  Ella  Burton,  1705  Juniata  Street,  Philadel- 
phia, Pa. 

BURWELL,  CLOYD  RAY,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

En  listed:  Cincinnati,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  F.  Bunvell,  Leipsic,  Ohio. 
BUSCH,  CHARLES  EDWARD,  coxswain,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  June  16,  1915. 

Died :  U.  S.  S.  Villalobos,  April  16,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Mary  Cathrine  Busch,  109  Riverside,  Beaumont,  Tex. 
BUSH,  ARTHUR,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  6,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Bush,  4  Charlton  Street,  Princeton,  N.  J. 
BUSH,  HOWARD  JACKSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  May  4,  1917. 

I»ie.d:  Naval  hospital,  Newport.  R.  I.,  September  14,  1918. 

Cause:  Pneumonia,  it-'bnr. 

Next  of  kin:  Father,  Frank  J.  Bush,  130  Prospect  Street,  Gloverville,  N.  Y. 
HUSH,  JAMES  HENRY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  24,  1917. 

Died:  U.  S.  S.  Wain-ir-rifiM,  August  4,  1917. 

Cause:  Drowned. 

Next  of  kin :  Anna  Bush,  36  Swan  Street,  Brockton,  Mass. 
HUSH,  JOHN  HARRISON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  July  5,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  January  8,  1918. 

Cause :  Mastoiclitis,  acute. 

Next  of  kin :  Father,  William  Griffith  Bush,  Sardis,  Miss. 

BUSH,   Louis   WILLIAM,    commissary    steward.   United    States   Naval    Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  26,  1918. 

Died :  Navy  hospital,  L'Orieut,  France,  October  3,  1918. 

Cause:  Pneumonia. 

Next   of  kin:   Mother,   Sarah  William   Bush,   195  Walnut   Street,   Mont- 
clair,  N.  J. 
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BUSH,  WILLIAM  FREDERICK,  electrician,  third  class  (R),  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  July  3,  1917. 
Died :  U.  S.  S.  Lakenwor,  April  11,  1918. 
Cause:  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Father,  John  Bush,  Danville,  Tenn. 

BUSHALL,  WILLIAM  HANSELL,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Newbern,  N.  C.,  July  15,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  July  12,  1918. 
Cause:  Tuberculosis. 

Next  of  kin :  Father,  Charles  Henry  Bushall,  Beaufort,  N.  C. 
BUSHNELL,  REGINALD,  coxswain,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  March  12,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Elizabeth  Palmer,  299  Glenwood  Avenue,  East  Orange. 

N.  J. 

BTJSICK,  ANDREW,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  June  25,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  4,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Sophie  Busick,  436  West  Fifty-third  Street,  New 

York,  N.  Y. 

BUSSE,  GUSTAV  PHILIP,  quartermaster,  first  class,  United  States  Navy. 
Enlisted:  Brooklyn,  N..Y.,  January  17,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  16, 1918. 
Cause:  Lost  in  sinking  of  vessel. 
Next  of  kin :  Father,  Gustav  H.  Busse,  1417  East  Second  Street,  Brooklyn, 

N.  Y. 

BUSSEY,  EWELL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Birmingham,  Ala.,  June  4,  1918. 
Died :  U.  S.  S.  Comfort,  September  28, 1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Ewell  W.  Bussey,  Route  3,  Albany,  Ala. 
BUTCHER,  CARL  BUBDETTE,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  April  11, 1917. 
Died :  New  York,  N.  Y.,  October  11, 1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Minnie  Butcher,  121  Fourth  Avenue,  Hadden  Heights, 

N.  J. 

BUTCHER,  CHARLES  ERNEST,  apprentice  seaman  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Portland,  Oreg.,  July  18,  1918. 
Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  9,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Butcher,  Maynardville,  Tenn. 
BUTEAU,  THOMAS  WILLIAM,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Providence,  R.  I.,  April  23, 1918. 
Died :  U.  S.  S.  Don  Juan  de  Austria,  August  8,  1918. 
Cause:  Drowned. 

Next  of  kin :  Wife,  Mary  Jane  Buteau,  132  Bowdltch  Street,  New  Bedford, 
Mass. 
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BUTTER,  ARTHUR  WELLINGTON,  musician,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  5, 1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  1, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Josephine  Butler,  110  East  Avenue,  East  Syracuse. 

N.  Y. 
BUTLER,  JOHN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  22,  1917. 

Died :  Navy  Collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Sister,  Sarah  Fox,  1  Forrest  Street,  Harrison,  N.  J. 
BUTLER,  JOHN  EDWARD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  7, 1910. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  James  M.  Butler,  Cushman  Avenue,  Revere,  Mass. 
BUTLER,  MONETTE  FORD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14, 1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Gabez  William  Butler,  R.  F.  D.  3,  Liberty,  Miss. 
BUTLER,  REUBEN  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  24,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  Reuben  Arthur  Butler,  Doswell,  Va. 
BUTLER,  PAUL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  29,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Aaron  P.  Butler,  Lanagan,  Mo. 

BUTLER,  WILLIAM  JOSEPH,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  8,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Butler,  18  Olive  Street,  Revere,  Mass. 
BUTTS,  VERNON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  4,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Anna  Butts,  post-office  box  37,  Fairfax,  Olka. 
BUTTERWORTH,  HAROLD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  15,  1917. 

Died :  Naval  hospital,  New  York,  November  30, 1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Butterworth,  Roche  Harbor,  Wash. 
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BYERLY,  CLEO  FBANCIB,  seaman,  second  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  May  21, 1918. 

Died :  U.  S.  S.  Cochra,  July  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Harvey  L.  Byerly,  Pitt  and  Riley  Avenues,  London, 

Ohio. 

BYEBS,    ALVAH    ETHAN,    fireman,    third    c'lass,    United    States    Naval    Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  December  14,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  F.  Byers,  Jewell  City,  Kans. 
BYEBS,  CONNIE  RANOAL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  El  Psiso,  Tex.,  February  19,  1917. 

Died :  San  Francisco,  Calif.,  May  6,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Mary  Byers,  general  delivery,  Winters,  Tex. 
BYEBS,  SAMUEL  HABBIS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston.  Mass.,  March  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Florence  Byers,  14  Webster  Street,  Gloucester,  Mass. 
BYEBS,  SAMUEL  HOPE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  December  15, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  12, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Byers,  Sharon,  S.  C. 
BYBAM,  ALLEN  GBEEN,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Minneapolis,  Minn.,  June  16,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  August  20,  1918. 

Cause :  Tuberculosis,  acute  pneumonic. 

Next  of  kin :  Mother,  Rose  Byram,  Holden,  Mo. 

BYRD,  ROBERT  DOYEN   SEMMES,  machinist's  mate,  second  class,  United   States 
Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  May  31,  1918. 

Died :  New  London,  Conn.,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Clara  S.  Bynl.  4  West  Twentieth  Street.  Baltimore, 

Md. 
BYBEB,  EBNEST  EZBA,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  June  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  29,  1917. 

Cause :  Mastoiclitis,  acute. 

Next  of  kin  :  Mother.  Gertrude  Gorton,  R.  F.  D.  3,  Elnora,  Ind. 
BYBNE,  JAMES  SYLVESTEB,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  16.  1917. 

Died :  U.  S.  S.  Artemis,  December  21, 1917. 

Cause:  Drowning. 

Next  of  kin :  Sister,  Mrs.  Anna  McLaughlin,  2356  Concourse,  Bronx,  New 
York. 
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BYXBEE,  ALFRED  AUSTIN,  gunner's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted  :  Detroit,  Mich.,  February  23, 1917. 

Died :  U.  S.  S.  Ncio  Mexico,  September  4, 1918.  • 

Cause :  Fracture  of  left  pelvis. 

Next  of  kin :  Brother,  Frank  Byxbee,  Port  Washington,  Long  Island,  N.  Y. 

York. 
GADS,  ALFONSO  N.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  July  7,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 

Cause:  Tuberculosis,  acute  pneumonic. 

Next  of  kin :  Father,  Jose  Cads,  Paete,  Lalaguna,  P.  I. 
CADY,  RALPH  GORDON,  seaman,  second  class,  United  States  Navy, 

Enlisted :  Portland,  Me.,  April  27,  1916. 

Died :  U.  S.  S.  Leonidas,  October  2,  1917. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Abbie  Cady,  R.  F.  D.  3,  box  124,  Miami,  Fla. 
CALDWELL,  CHARLES  HARVEY,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Cleveland,  Ohio,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  M.  Caldwell,  Sherodsville,  Ohio. 

CALDWELL,  LUSTER  JEWELL,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  July  23,  1918. 

Died :  Temporary  quarantine  hospital,  Los  Angeles,  Calif.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Cousin,  Walter  Chambers,  R.  F.  D.  2,  Alexander,  Ark. 
CALDWELL,  RENNIE  ELMEB,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  July  18,  1918. 

Died :  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Mabel  Z.  Caldwell,  box  1024,  Swanton,  Nebr. 
CALHOUN,  CHARLES  CLIFFORD,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  November  26,  1917. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  February  16,  .1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Calhoun,  R.  F.  D.  1,  Atlanta,  Ind. 
CALHOUN,  CLAUDY  BARTON,  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  15,  1917. 

Died :  Naval  hospital,  New  York,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Virginia  B.  Calhoun,  912  F  Street,  Lawton,  Okla. 
CALHOUN,  ELMER  CADWELL,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Brother,  T.  D.  Calhoun,  Rockland,  Idaho. 
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OAIJCO,  GEORGE  HARBISON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  June  4,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2",  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Virginia  Calico,  R.  F.  D.  4,  Richmond,  Ky. 
OALKIN,  WALDO  PIEHRIE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Cape  May,  N.  J.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  May  Calkin,  120  Northwest  Boulevard,  Vineland, 
N.  J. 

CALL,  GEORGE  ALBERT,  landsman  for  machinist's  mate,  (A),  United  States  Navat 

Reserve  Force. 
Enlisted :  Boston,  Mass.,  June  27,  1918. 

Died :  No.  5  Ash  Street,  Salem,  Mass.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Lillian  Call,  49  Trenton  Street,  Pawtucket,  R.  I. 
CALLAHAN,  FRANK  VARLIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  November  28,  1917. 

Died :  Training  camp,  Charleston,  S.  C.,  December  30, 1917. 

Cause:  Influenza. 

Next  of  kin :  Father,  M.  C.  Callahan,  Red  Rock,  Tex. 

CALLAHAN,  JAMES  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lohanna  Callahan,  167  Rexborough  Street,  Phlladel 

phia,  Pa. 
CALLAHAN,  JOHN,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  16,  1911. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Cousin,  James  Haynes,  Weals,  Mass. 
CALLAHAN,  THOMAS  OSCAR,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  6,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father,  Thomas  Callahan,  606  Oak  Street,  Toledo,  Ohio. 
CALLAHAN,  WILLIAM  HENLY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Elmina  Callahan,  Honea  Path,  S.  C. 
CALLAHAN,  WILLIAM  JOSEPH,  fireman  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Great  Lakes,  111.,  November  21,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  31,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lettie  Callahan,  704  West  Main  Street,  Urbana,  Dl. 
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CALLAWAY,  CLARENCE  TUTTLE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C.,  June  27,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Victoria  Callaway,  Davidson,  N.  C. 
CAIXAWAY,  WARREN  HABPEB,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  St  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Uncle,  James  G.  Crawford,  Molinor  Mo. 
CAUJIACK,  WILLIAM  CLAUDE,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  25,  1917. 

Died :  France,  October  3,  1918. 

Cause:  Wounds. 

Next  of  kin :  Father,  William  Callback,  867  Stanley  Avenue,  Detroit,  Mich. 
GAT.T.THAN.  GAEL  LESLIE,   fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hannah  Callihan,  Pactolus,  Ky. 

CAI.MEYN,  CHARLES  MICHAEL,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  24,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Calmeyn,  3243  Ogclen  Avenue,  Chicago,  m. 
CALVELAGE,  G  ROVER  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio   July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Calvelage,  Fort  Jennings,  Ohio. 
CAMERON,  ALVIN  LAWRENCE,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Orleans  La.,  March  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  1,  1917. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Barbara   Redmond,   530  Esplanade   Avenue,   New 

Orleans,  La. 

CAMERON,  ANGUS  ARCHIBALD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  25  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Catherine  Cameron,  51  Linden  Street,  Dorchester, 

Mass. 

CAMERON,  SAMUEL  SCOTT,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  Jane  8,  1918. 

Died:  Naval  hospital,  Washington,  D.  C.,  October  19,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  William  P.  Cameron,  1722  Commerce  Street,  Dallas, 
Tex. 
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CAMPBELL  BUBT  FREDERICK,  quartermaster,  first  class.  United  States  Navy. 

Enlisted :  Buffalo,  N.  YM  November  13,  1914. 

Died :  Naval  hospital,  New  York,  January  28,  1918. 

Cause:  Aneurism  (diagnosis). 

Next  of  kin:  Mother,  Orria  Moore,  Twenty-third   Street   and   Avenue  O, 

Kearney,  Nebr. 
CAMPBELL,  DALE  VKRN,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Ore?.,  December  14,  1917. 

Died:  Naval  air  station,  Pauillac,  France,  August  14,  1918. 

Cause:  Killed  in  airplane  accident. 

Next  of  kin :  Mother,  Lulu  Campbell.  527  Marion  Street,  Portland,  Oreg. 
CAMPBELL.  DON  CAMERON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Oreu  W.  Campbell,  74  Douglas  Street,  Columbus, 

Ohio. 
CAMPBELL,  DONALD  E.,  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted :  Bar  Harbor,  Me.,  April  23,  1917. 

Died :  U.  S.  S.  Comfort,  January  20,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Seth  T.  Campbell,  Island  Falls,  Me. 

CAMPBELL,  EARL  JEFFERSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  March  25,  1918. 

Died :  U.  S.  S.  Nebraska,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  W.  Campbell,  Pigeon,  Pa. 

CAMPBELL,  .EDWARD  HOWARD,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  June  6,  1918. 

Died :  U.  S.  S.  Sylvan  Arrow,  September  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Wife,  Ethel  Campbell,  Oak  Hill,  Ohio. 
CAMPBELL,  JAMES  McA.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Charleston,  S.  C.,  July  13,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Father,  George  R.  Campbell,  Hamer,  S.  C. 
CAMPBELL,  JOHN  DAVID,  electrician,  third  class  (R.),  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  April  16,  1917. 

Died :  U.  S.  S.  Panther,  October  12,  1917. 

Cause:  Carbon  monoxide  poisoning  (accidental). 

Next  of  kin:  Mother,  Mattie  Campbell,  056  South  Eighth  Street,  Louis 

ville,  Ky. 
CAMPBELL,  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  May  1,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  17,  1918. 

Cause:  Electric  shock. 

Next  of  kin :  Mother,  Mrs.  Julia.  Campbell,  616  West  Sherman  Avenue, 
Pontlac,  111. 
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GAMPBKLL,  LKSLIE  JOSEPH,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  22,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Alexander  Campbell,  1487  Sterling  Place,  Brooklyn, 

N.  Y. 

CAMPBELL,  MABCET,  JOHN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  April  16,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mary  J.  Campbell,  423$  Garden  Street,  Hartford, 

Conn. 
CAMPBELL,  NEAL  Dow,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Campbell,  Grand  River.  Iowa. 
CAMPBELL,  RICHARD  BACOT,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Ada  M.  Campbell,  2709  East  Twelfth  Street,  Kansas 

City,  Mo. 
CAMPBELL,  WALTER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  14,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  24.  1918. 

Cause:  Pneumonia. 

JNext  of  kin :  Mother,  Mabel  Campbell,  519  West  Eighth  Street,  Wilmington, 

Del. 
CAMPBELL,  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  5,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  August  5,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Mother,  Mary  Campbell,   1334   Second  Avenue,   New  York, 

N.  Y. 
CAMPBELL,  WILLIAM  CLIFFORD,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  4,  1917. 

Died :  San  Diego,  Calif.,  November  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Alda  Campbell,  3409  South  D  Street,  Tacorna,  Wash. 
CAMPBELL,  WILLIAM  TAYLOR,  chief  commissary  steward,  United  States  Naval 
Reserve  Force. 

Enlisted :  Navy  yard,  New  York,  May  25,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Margaret  Campbell,  574  Ovington  Avenue.  Brooklyn, 
N.  Y. 
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GANAN,  CHAELES  EDWABU,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Francis  Canan,  5632  Rhodes  Avenue,  Chicago,  111. 
CANAVAN,  JOHN  BARTHOLOMEW,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  New  York,  N.  Y.,  May  1,  1918. 

Died :  St.  Peter's  Hospital,  Brooklyn,  N.  Y.,  October  31,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  John  C.  Canavan,  04  Fourth  Place,  Brooklyn,  N.  Y. 
CANAVAN,  PATRICK  JOSEPH,  storekeeper,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Boston,  Mass.,  May  31,  1918. 

Died :  At  home,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Margaret  Canavan,  867  Dorchester  Avenue,  Dorchester, 

Mass. 
CAKFIEU),  ALBA  BASHOB,  apprentice  seaman,  United  States  Naval  Reserve  Force, 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Canfield,  Hallowell,  Kans. 
CANFIEI.D,  HEIMJEKT  FLOBIAN,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  March  1,  1918. 

Died :  Naval  air  station,  Miami,  Fla.,  August  26,  1918. 

Cause:  Fractured  spine. 

Next  of  kin:  Father,  Dr.  Herbert  H.  Canfield,  1804  East  Fiftieth  Street, 

Seattle,  Wash. 
CANN,  Louis  ARTHUR,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  18,  1918. 

Died:  Naval  station,  Great  Lakes,  111.,  April  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  Cann,  Holton,  Kans. 
CANSI.ER,  CHARLES  OSCAR,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  13,  1914. 

Died :  Naval  station,  Great  Lakes,  111.,  February  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Cansler,  Paducah,  Tex. 
CARTER,  GEORGE  THOMAS,  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  10,  1917. 

Died :  U.  S.  S.  Nevada,  May  G,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Charles  Canter,  Camp  Nelson,  Ky. 

CANTLION,  FRANCIS  XAVIEB,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  El  Paso,  Tex.,  June  7,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Harry  C.  Cantllon,  One  hundred  and  fifty-eighth  In- 
fantry, Company  G,  National  Army. 
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CANTRELL,  EVANS,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  14,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Died  when  vessel  was  torpedoed  by  enemy. 
Next  of  kin :  Mother,  Mary  Cantrell,  McMinnville,  Tenn. 
CANTWELL,  EDWAKD  JAMES,  landsman  for  machinist's  mate  (A),  United  States 

Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  January  2,  1918. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  October  29,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 
Next  of  kin:  Father,  Richard  Cantwell,  49  Porter  Boulevard,  Cambridge, 

Mass. 

CANTWELL,  RUSSELL  VINCENT,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  November  26,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass..  February  12,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  Cantwell,  34  Windel  Park,  Tarrytowu,  N.  Y. 
CAKBEBKY,  FRANK  EDWARD,  apprentice  seaman,  United   States  Naval  Reserve 

Force. 

Enlisted:  Buffalo,  N.  Y.,  July  26,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Frank  A.  Carberry,  1913  Seneca  Street,  Buffalo,  N.  Y. 
CAREY,  LEO  MARTIN,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  May  18,  1917. 
Died :  U.  S.  S.  Tyler,  May  2,  1918. 
Cause :  Lost  at  sea. 

Next  of  kin :  Father,  James  Carey,  Albert  Lea,  Minn. 

CAREY,  MICHAEL  JOSEPH,  fireman,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Fort  Lafayette,  April  23,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin :  Sister,  Anna  E.  Carey,  1869  Cropsey  Avenue,  Brooklyn,  N.  Y. 
CAREY,  THOMAS,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  April  9,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  Carey,  R.  F.  D.  4,  Cedar  Springs,  Mich. 
CARLEY,  HERBERT  LESLIE,  chief  yeoman,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  October  24,  1912. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  April  12,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Harry  Carley,  Bucksport,  Me. 
CARLEY,  LYNN  DEWITT,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Buffalo,  N.  Y.,  October  24,  1917. 
Died :  U.  S.  S.  Mercy,  April  22,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  A.  Carley,  R.  F.  D.  box  24,  Franklin,  N.  Y. 
CARLILE,  HERMAN  JAMES,  boatswain's  mate,  second  class,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  April  3,  1916. 
Died :  U.  S.  S.  Louisville,  September  22,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Elmer  E.  Carlile,  528  Polk  Street,  Eugene,  Oreg. 
174483—20 11 
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CARLIN,  JOSEPH  FRANK,  coxswain,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  October  31,  1913. 

Died :  U.  S.  S.  Motano.  July  31.  1917. 

Cause :  Died  when  vessel  was  sunk  by  enemy  submarine. 

NVxt  of  kin:  Mother,  Ella  Carlin,  403  Taylor  Street,  Pittsburgh,  Pa. 
CARLSEN,  HAKRY  EMIL,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  August  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Crio  S.  Carlsen,  Fenwick,  Mich. 
CARLSON,  ALVIN  CABL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lydia  O.  Carlson,  2731   West   Thirty-ninth   Street, 

Chicago,  111. 

CARLSON,  EARL  EDWAKI>,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  24,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  3918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Fannie  Carlson,  2305  Powell  Avenue,  Chicago,  III. 
CARLSON,  FRITZ  THEODORE,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  August  2,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  22,  1918. 

Cause:  Nephritis,  chronic. 

Next  of  kin :  Mother,  Charlotte  Carlson,  915  Pacific  Avenue,  Waukegan,  III. 
CARLSON,  GUSTAVE  ADOLPH,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  11,  1916. 

Died:  Naval  hospital,  League  Island,  Pa.,  July  8,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Sister,  Anna  White,  1193  Jamaica  Avenue,  Woodhaven,  Long 

Island,  N.  Y. 
CARLSON,  LUDWIG  JOHN,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  27,  1915. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  10,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Florence  Vornsand,  Hinsdale,  111. 

CAKLTON,  ANDREW  JACKSON,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  2,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Anna  Carlton,  Wayne,  N.  Y. 

CARLTON,    CARL   <''HARLKS,    apprentice    seaman,    United    Si:il«-s    Naval    Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  Carlton,  Levering,  Midi. 
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CARLTON,  DUNCAN  VERL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  December  14,  1917. 

Died:  Naval  training  station,  San  Diego,  Calif.,  February  10.  1918. 

Cause:  Meningitis,  cerebrospinal. 

Ni-xt  of  kin:  Mother,  May  Homes,  Salmon  City,  Idaho. 
CARLTON,  PAUL  CAREY,  coxswain,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  February  5,  1915. 

Died :  U.  S.  S.  Pittsburgh,  November  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  S.  E.  Carlton,  Garden  City,  Kans. 

CABMEAN,  BENJAMIN  HIT/TON,  engineman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Norfolk.  Va.,  July  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Maria  E.  Carmean,  Snow  Hill.  Md. 

CABMICHAEL,  GEORGE  ALEXANDER,  quartermaster,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  22,  1918. 

Died :  U.  S.  submarine  chaser  No.  215,  October  21,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Fannie  Estelle  Carmichael,  wife,  18  Theresa  Place,  Tompkins- 

ville,  N.  Y. 
CARMINE,  ANDREW  MCKINLEY,  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  3,  1917. 

Died:  No.  3  hospital,  Leigh,  Scotland,  November  8.  3918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  J.  Carmine,  Cook,  Nebr. 
CAEN  ALL.  MILTON  PAGE,  oiler,  N.  N.  V. 

Enlisted :  Mare  Island,  Calif.,  May  4,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  December  12,  1917. 

Cause:  Sclerosis,  disseminated. 

Next  of  kin  :  Mother,  Louise  Carnal],  4247  Twentieth  Street,  San  Francisco. 

Calif. 
CARNEY,  GLENN  RAYMOND,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Detroit.  Mich.,  July  16,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  4,  1917. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Mother,  Elizabeth  Carney,  R.  F.  D.  2,  Sandusky,  Mich. " 
CARNICK,  NICK  VALENTINE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  February  9.  1918. 

Died :  Base  No.  17,  October  25,  1918. 

Cause :  Accidentally  drowned. 

Next  of  kin :  Mother,  Francis  C.  Carnick,  375  Edward  Street,  Detroit,  Mich. 
CAROLAN,  JAMES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  March  9,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father.   Lawrence  Carolan.   241    Webster   Avenue.    Chelsea, 
Mass. 
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CAKOM,  ALFRED  JOSKI-II.  seaman,  second  class,  I'nited  States  Naval  Reserve  Foiv«. 

Enlisted :  New  Bedford,  Mass.,  May  21,  1918. 

Died:  Naval  hospital,  Newport,  R.  I..  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Carom,  208  Nash  Koad,  New  Bedford,  Mass. 
CARPENTER,  DORRIS  HARDIN,  apprentice  seaman,  United   Stales  Naval  Reserve 
Force. 

Knlisted:  Richmond,  Va.,  July  18,  1918. 

Died:  Naval  training  station,  Norfolk,  Va.,  October  14,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Wife,  Lenna  E.  Carpenter,  R.  F.  D.  1,  Sandidgos,  Va. 
CARPENTER,   ERVINO  CHARLES,   engineman,   second   class,   United    Stales    Naval 
Reserve   Force. 

Knlisted :  Des  Moiues,  Iowa,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  November  10,  3918. 

Cause:   Pleurisy,   suppurative. 

Next  of  kin:  Father,  Walter  L.  Carpenter,  Rural  Route  2,  Laredo,  Mo. 
CARPENTER,  GEORGE  RUSSELL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  C.  Carpenter,  Bannister,  La. 

CARPENTER.  LLOYD  EARLE,  pharmacist's  mate,  third  class,  United  States  Naval 
Reserve   Force. 

Enlisted:  Portsmouth,  N.  H.,  July  5,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  4,  1918. 

Cause :    Septicemia. 

Next  of  kin :  Sister,  Mrs.  Ives  M.  Totnmn,  614  Bloomfield  Street,  Hoboken, 

N.  J. 
CARPENTER,  PERCY  LEON,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1913. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Wife,  Mabel  Carpenter,  L'lL'S  Newkirk  Street,  Philadelphia.  Pa. 
CARPENTER,  Ross  NILES,  electrician,  third  class,  United  States  Naval  Reserve 
Force,  (R). 

Enlisted :  San  Francisco,  Calif.,  March  16,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Fannie  Carpenter,  160  Pertita  Street,  San  Francisco, 

Calif. 

CARR,  WARNER  FREDERICK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Knlisted  :   Indianapolis,  Ind.,  June  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Rillia  Carr,  Petersburg,  Ind. 

CARREKER,  HOWARD  GRADY,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  July  31,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  October  18,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  John  R.  Carreker,  R.  1,  Eden,  Ala. 
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CARBICK,  HORACE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  April  17,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Margaret  Carrick,  Seymour,  Mo. 

CARRIER,  PAUL  EXCINA,  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Francisco,  Calif.,  May  23,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Paul  Carrier,  900  West  Washington  Street,  Stockton, 

Calif. 
CARRIGAN,  HENRY  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  January  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Nora  Carrigan,  32  Congress  Street,  Pittsfield,  Mass. 
CARRIGAN,   JOHN   Louis,   seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Whitestone,  N.  Y.,  April  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Camilla  O.  Carrigan,  236  East  Sixtieth  Street, 

New  York,  N.  Y. 

CARRIKER,   CARL  EUGENE,   fireman,   third   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  June  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ruby  L.  Carriker,  Irving,  111. 
CABROLL,  EARL  LEBARON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  July  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Columbus  A.  Carroll,  Oakgrove,  Ala. 

CARROLL,  JOHN  ALOYSIUS,  landsman  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Catherine   Carroll,  4449  Washington   Building,  Chi- 
cago, 111. 
CARROLL,  JOHN  STEWART,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  October  3,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  February  22,  1918. 

Cause :  Abscess  of  neck. 

Next  of  kin :  Mother,  Verme  Carroll,  Box  6,  Sand  Creek,  Mich. 
CARROLL,  OWEN  WILLIAM-,  fireman,  first  clasy,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  10,  1913. 

Died :  New  York,  N.  Y..  January  8,  1918. 

Cause:  Erysipelas. 

Next  of  kin :  Mother,  Helena   M.  Carroll,  455  One  hundred  thirty-eighth 
Street,  New  York.  N.  Y. 
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CABROLL,  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Providence,  R.  I.,  June  20,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Dennis  Carroll,  Pascoag,  R.  I. 
< 'MJKOTHERS,  GKOR<;K  I.OVK.  Hue!'  ''ai-penter'-  mate.  I'ulteil  States  Nav>. 
Enlisted:  Washington,  D.  C.,  April  12,  1918. 
Died :  U.  S.  S.  Shaw,  October  9,  1918. 
Cause :  Lost  his  life  when  vessel  was  sunk. 
Next  of  kin  :  Father.  George  Can-others,  17">r>  l.eighton  Avenue.  !.<>>  AniMes. 

Calif. 
CARSON.  CHAKLKS  I'HKSTON,  seaman,  second  Mass,  United  States  Naval  Reserve 

Force. 

Enlisted :  Chicago,  111.,  July  10,  1918. 

Died:  Naval  hospital,  Puget  Sound.  Wash..  October  7,  1918. 
Cause: Influenza. 

Next  of  kin  :  Father,  Ulysses  T.  Carson,  R.  F.  D.  4,  Paxton,  111. 
CARSON,  RAYMOND  WESLEY,  yeoman,  first  class,  United  States  Naval   Reserve 

Force. 

Enlisted :  Great  Lakes,  111.,  November  26,  1917. 
Died :  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin  :  Mother,  Mrs.  Louis  Carson,  1420  Farragut  Avenue,  Chicago. 

111. 

CARSois7,  VAUGHN  WILFORI>,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Wilmington,  N.  C.,  May  18,  1917. 
Died :  Naval  base,  Rochefort,  France,  May  31,  1918. 
Cause:  Automobile  accident. 
Next  of  kin :  John  M.  Carson,  Spartanburg,  S.  C. 

CARTAN,  GEORGE  HALL,  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  July  19,  1916. 

Died :  U.  S.  S.  Raleigh,  January  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  L.  Cartan,  1804  St.  Louis  Street,  Fort  Worth, 

Tex. 
CARTER,  CARL,  pharmacist's  mate,  second  class.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  11,  1917. 

Died:  Naval  hospital,  Hampton  Roads.  Va..  September  13,  1918. 

Cause:  Lymphaticus. 

Next  of  kin :  Father,  J.  A.  Carter,  Moorhaven,  Fla. 
CAKTKR,  CONNIE  JOSEPH,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  19,  1917. 

Died :  Naval  training  camp.  Portsmouth,  N.  H.,  June  2,  1917. 

Cause:  Invenboried. 

Next  of  kin :  Mother,  Mary  Alcala,  475  Royal  Street,  Beaumont,  Tex. 
CARTER,  LLOYB,  wardroom  steward.  United  States  Navy. 

Enlisted :  Annapolis,  Ind.,  February  16,  1916. 

Died:  Naval  hospital,  Annapolis,  Md.,  February  9,  1918. 

Cause :  Chronic  cardiac. 

Vext  of  kin  :  Wife,  Ella  Carter,  New  Bedford.  Mass. 


167 

CARTER,  SAM  DALLAS,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Columbia,  S.  C.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  H.  Carter,  R.  1,  Waxhaw,  N.  C. 

CARTER,  SELBY  ANDERSON,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  10,  1918. 

Died:  Naval  hospital.  London,  England,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lulu  A.  Carter,  Nicholasville,  Ky. 
CABTEB,  VICTOR  HILLMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,   Me.,  March  21,   1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  August  11,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Annie  Carter,  Harrington,  Me. 
CABTWRIGHT,  WILLIAM  LESTER,  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  January  23,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned  at  sea. 

Next  of  kin:  Mother.   Amanda    Cartwright,   3437   Mono   Avenue,   Fresno. 

Calif. 

CARVER,  CYRUS  WINDFIEM>,  fireman,  first  class.   United   States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  July  9,  1918. 

Died:  Naval  Training  Camp,  Hingham,  Mass.,  October  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Annie  G.  Brown,  74  Cabot  Street,  Roxbury,  Mass. 
CARVER,  ROBERT  MAXWELL,  seaman,  second  cla?s,  United  States  Navy. 

Enlisted:  Jacksonville,  Fla.,  July  5,  1918. 

Cause:  Pneumonia,  lobar. 

Died:  Naval  hospital.  Charleston,  S.  C.,  September  26,  1918. 

Next  of  kin :  Mother,  Clara  E.  Carver,  White  Springs,  Fla. 
CARVER,  ROBERT  ORVILLE,  eugineman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  April  19,  1917. 

Died:  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  wth  enemy  submarine. 

Next  of  kin :  Father,  Randolph  O.  Carver,  Poplarville,  Miss. 
CASE,  ANDY  BUTLER,  apprentice  seaman,  United  States  Navy- 
Enlisted  :  Buffalo,  N.  Y.,  April  23,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  7,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Silas  A.  Case,  Windsor,  N.  Y. 
CASE,  FLOYD,  reanian,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  June  22,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  January  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Harry  Case,  Netcong,  N.  J. 

CASE,  THURBER  DAVIS,   seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  19,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Obediah  Case,  4  Adam  Street,  Newton,  N.  J. 
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CASE,  WALTEB  MILLIARD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Wi  Ikes-Bar  re,  Pa.,  December  13,  1917. 

Died:  Naval  hospital.  Newport,  R.  I.,  February  21,  1918. 

I'ause:  Pleurisy,  suppurative. 

Next  of  kin:  Brother.  Harry  W.  Case,  65  Graham  Avenue,  Hanover,  Pa. 
CASEY,  GUY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  23,  1914. 

Died:  U.  S.  S.  Pittsburgh,  July  5,  1918. 

Cause:  Fractured  skull. 

Next  of  kin:  Mother,  Menervia  Monks,  925  North  Sixteenth  Street,  St. 

Louis,  Mo. 

CASEY,  HARRY  MARTIN,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  3,  1918. 

Died:  New  York,  N.  Y.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Robery  Casey,  233  East  One  hundred  and  twenty- 
sixth  Street,  New  York,  N.  Y. 
CASEY,  WILLIAM,  landsman  for  electrician    (G),  United  States  Navy. 

Enlisted :  New  York.  N.  Y.,  December  15,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  July  23,  1918. 

Cause :  Addison's  disease. 

Next  of  kin:  Sister,  Anna  Casey,  14  South   First  Avenue,   Mount   Ver- 

non,  N.  Y. 
CASH,  JOHN  ANDREW,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  23,  1917. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ada  Cash,  R.  F.  D.  5,  Atlanta,  Ga. 
CASH,  OTHOR  THEE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Richmond,  Va.,  June  24,  1918. 

Died :  U.  S.  S.  Mercy,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Lonnie  G.  Cash,  223  East  Ninth  Street,  Richmond,  Va. 
CASHBAUGH,  CLARENCE  WILLIAM,  seaman,  second  class.  United   States  Naval 
Reserve  Force. 

Enlisted:  Camp  Logan,  111.,  January  14,  1918. 

Died:  Camp  Logan,  111.,  February  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Fred  Cashbaugh,  1031  Hovey  Avenue,  Muskegon.  Mich. 
CASHION,  LEO  JAMES,  printer,  first  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  March  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Augusta  Cashion,  4  Woodland  Avenue,  Glen  Falls. 

N.  Y. 

CASPKR,  HARM  WILLIAM,  carpenter's   mate,   third  class,  United   States  Naval 
Reserve  Force. 

Enlisted:  Peoria,  111.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Richard  J.  Casper,  Washington,  111. 
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CASS,  ROY  B.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  June  10,  1918. 

Died :  TJ.  S.  S.  Farragut,  October  15,  1918. 

Cause :  Drowning. 

Next  of  kin :  Father,  Lewis  B.  Cass,  231  Bates  Street,  Jackson,  Mich. 
CASSELL,  ROGER  NEET,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  F.  Cassell,  Versailles,  Ky. 
CASSELL,  SETH  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  August  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Ida  M.  Cassell,  4062  Rockwood  Avenue,  Indianapolis, 

Ind. 

CASSIDY,  WILLIAM  XAVIEB,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  1,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause :  Pneumonia  broncho. 

Next  of  kin :  Wife,  Mrs.  William  Cassidy,  280  Eleventh  Street,  Brooklyn, 

N.  Y. 

CASWELL,   MILTOX   EDGAR,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  August  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Melvin  D.  Ca swell,  Box  23,  Randolph,  N.  Y. 
GATE,  FLOYD,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  October  25,  1917. 

Died :  Naval  hospital  No.  5,  Brest,  France,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife.  Ellen  M.  Gate,  420  Twenty-fifth  Avenue,  West  Norfolk, 

Va. 
CATTON,  HERBERT  JAMES,  moulder,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Daughter,  Helen  M.  Catton,  R.-R.  3,  Newark,  Ohio. 
CAITDLE,  JAMES  ULYSESS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  13,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  Williard  S.  Caudle,  Maiden,  Mo. 
CATIGHEY,  JOHN  AXEL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  October  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va,.,  March  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Josephine  Caughey,  418  Malone  Avenue,  Peoria,  111. 


170 

• 

CAUSEY,  BUFORD.  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  August  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Baxter  Causey,  Talco,  Tex. 
CAVALLO,  ORLANDO,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  27,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  7,  1918. 

Cause :  Thrombosis,  bilateral  of  cavernous  sinus. 

Next  of  kin :  Mary  Barre.  209  Rex  Street,  Arlington,  Mass. 
CAVANAUGH,  ARTHUR,  coxswain,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  December  13, 1912. 

Died :  Navy  collier  Cyclops,  June  14.  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mary  Cavanaugh,  R.  F.  D.  3,  Arlington,  Wash. 
CAVANAUGH,  JAMES  EDWAKD,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister.  Anna  Cavanaugh.  14  Manton  Street.  Hoosick  Falls, 

N.  Y. 

CAVANATJGH,  JOHN  FRANCIS,  shipfitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Albany,  N.  Y.,  May  22,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Maria  Cavanaugh,  54  Bassett  Street,  Albany,  N.  Y. 
CAVANAUOH,  JOSEPH  EDWARD,  gunner's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  October  13, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mrs.  M.  Cavanaugh,  58  Chadwick  Avenue,  Newark,  N.  J. 
CAVANAUGH,  THOMAS  PATRICK,   seaman,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted :  Buffalo.  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Cavanaugh,  Rouseville,  Pa. 

CAVANAUGH,  WILLIAM  FRANCIS,  Chip's  cook,  fourth  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  11,  1917. 

Died :  U.  S.  S.  Mongolia,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  N.  Duncan,  Lincoln  Street,  Hinghain,  Mass. 
OAVENER,  FOSTER  AVERYT,  electrician,  third  class   (R),  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  10,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother.  Celia  J.  Cavener,  R.  1,  Box  56,  Cordell.  Okla. 
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CAWLEY,  HEKBEBT  WESTON,  baker,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Allentown,  Pa.,  March  29,  1918. 

Died :  Philadelphia,  Pa.,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Arthur  J.  Cawley,  Box  158,  High  Bridge,  Hunterdon, 

N.  J. 
CEASE,  Louis  VEBN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  4,  1917. 

Died :  Norfolk,  Va.,  September  20,  1917. 

Cause :  Result  of  fall. 

Next  of  kin :  Mother,  Lucy  Cease,  Couway  Springs,  Kans. 
CECIL,  WILBURN,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza.  .-' 

Next  of  kin :  Wife,  Edith  M.  Cecil,  Newton,  Kans. 
CEDAB,  ANDBEW,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  3,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Grandmother,  Helen  Thumm,  247  Willis  Avenue,  New  York, 

N.  Y. 
CELENTANO,  FBANK.  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Mother,  Mary  Celentano,  461  West  Thirty-first  Street,  New 

York,  N.  Y. 

CHADD,  HOLLY  SYLVESTEB,  apprentice  seaman,  United  States  Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Eloise  M.  Chadd,  Seward,  Kans. 
CHADWICK,  CLYDE  LISLE,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  July  6,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  August  2,  1918. 

Cause :  Appendicitis,  chronic. 

Next  of  kin :  Mother,  Helen  Chadwick,  148  Pendleton  Avenue,  Springfield, 

Mass. 

CHAMBEBLEN,  RALPH  MILLS,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next   of   kin :  Father,    Thomas  M.    Chamberlen,   812   Quindare   Building, 

Kansas  City,  Kans. 
CHAMBEBLAIN,  JOEL,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Aberdeen,  Wash.,  February  16,  1917. 

Died:  U.  S.  S.  South  Dakota,  February  1,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Ida  Chamberlin.  1112  North  D,  Aberdeen.  Wash. 
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CHAMBERS,  KANDALL  HENKY,  fireman,  third  < -\:\^,  I'nited  States  Navy. 

Enlisted :  Denver,  Colo.,  December  28,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  February  14,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Henry  Chambers,  Ignacio,  Colo. 

CHAMBEBS,  ROSCOE  THOMAS,  fireman,  third  class,  United  SIMM-  N;i \.-il  K»«serve- 
Force. 

Enlisted :  Peoria,  111.,  May  21,  1918. 

Died:  Naval  base  hospital  No.  5,  Brest,  France,  October  2:i,   1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henton  J.  Chambers,  La  Belle,  Mo. 
CHANCEY,  OSBORNE  BEAL,  hospital  apprentice,  first  class,  United  Slates  Navy. 

Enlisted:  Houston,  Tex.,  April  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Chancey,  Hondo,  Tex. 

CHUVNDLER,  ARTHUR  McKmsLEY,  seaman,   second  class.  United   States  Navat 
Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Chandler,  Savannah.  Mo. 

CHANDLER,    CHARLES   THOMAS,    pharmacist's   mate,    tir.st    class,    United    States 
Navy. 

Enlisted :  Washington,  D.  C.,  January  3,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  William  Salmonson,  31  Third  Street,  Schenectady, 

N.  Y. 
CHAPIN,  MINOR  JUDSON,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  4,  1917. 

Died :  Naval  aeronautic  detachment,  France,  April  12,  1918. 

Cause :  Result  of  injuries  received  in  airplane  accident. 

Next  of  kin :  Father,  Ora  E.  Chapin,  6415  University  Avenue,  Chicago, 

111. 

CHAPLIN,   CHARLIE   PLEASANT,   apprentice  seaman,   United   States   Naval   Re- 
serve Force. 

Enlisted:  Richmond,  Va.,  July  19,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  B.  Chaplin,  R.  F.  D.  1.  Lexington,  Va. 
CHAPMAN,  JAMES  FREDERICK,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Los  Angelas,  Calif.,  May  25,  1918. 

Died :  San  Francisco,  Calif.,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Florence  Chapman  (address  unknown). 

Home  address  of  man :  388  Thirty-second  Avenue,  San  Francisco,  Calif. 
CHAPPELL,  CLARENCE  EVERT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Hiram  Chappell,  Rockwell,  Iowa. 


173 

•CHAPPIE,  FRANK  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  29,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Ronihold  Chappie,  8  Walnut  Street,  Charlestown, 

Masa 

•CHAPUT,  PAUL  JOSEPH,  boatswain's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  December  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Emma  Chaput,  79  Central  Street,  Ipswich,  Mass. 
CHAK,  FREDERICK,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Pearl  Harbor,  Hawaii,  April  20,  1917. 

Died :  Naval  station,  Pearl  Harbor,  Hawaii,  October  31,  1918. 

Cause:  Killed  by  moving  train. 

Next  of  kin :  Brother,  Y.  T.  Char,  1932  Metcalf  Street,  Honolulu,  Hawaii. 
CHABETTE,  ULBICH  JOSEPH  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  21,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Father,  Thomas  Charette,  Philadelphia,  Pa. 
CHARON,  EDWIN  FREDERICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Burlington,  Vt,  July  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Eva  Charon,  Woodstock,  Vt. 
CHASE,  ARTHUR  BENGABMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  15,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  7,  1917. 

Cause:  Measles. 

Next  of  kin :  Father,  William  Chase,  70  Lake  Avenue,  Haverhill,  Mass. 
CHASE,  EDWARD  FAUNCE,  landsman  for  quartermaster  (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  8,  1918. 

Died:  Minneapolis,  Minn.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Kate  Chase,  Jamestown,  N.  J. 
CHASE,  HENRY  NEWTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  5,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Elmer  Chase,  115  Short  Street,  Galena,  Kans. 
CHASE,  MARTIN  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Ca\ise :  On  board  missing  ship. 

Next  of  kin :  Father,  Edwin  Chase,  Turnpike,  Billerica,  Mass. 
CHASSEY,  WALTER,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Providence,  R.  I.,  May  5,  1917. 

Died :  U.  S.  S.  Lakemoor,  Apriril,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy. 

Next  of  kin :  Mother,  Mary  Chassey,-  723  North  Main  Street,  Providence, 
R.I. 
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CHAUVIN,  .l<>n.\  WASHINGTON,  apprentice  s^nimn.  I'nited  States  Navy. 
Enlisted  :  New  Orleans,  La.,  June  22,  1918. 
Died  :  Naval  hospital,  Newport,  R.  I..  September  12,  1918. 
Cause  :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Leah  F.  Chauvin,  St.  Martinsville,  La. 
CHKEK,  WILLIAM  RALPH,  seaman,  United  States  Navy. 
Enlisted  :  St.  Louis,  Mo.,  May  22,  1917. 
Died  :  U.  S.  S.  Mercy,  September  30,  1918. 
Cause:  Pneumonia 

Next  of  kin:  Wife,  Bernice  Cheek,  928  McCann  Street,  Springfield.  M 
CHEESMAN,  WILLIAM  STOUT,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Philadelphia.  Pa.,  June  17,  1918. 
Died  :  Naval  hospital,  Newport,  R.  I.,  September  30.  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Isaac  Cheesman,  New  Street,  Clayton,  N.  J. 
CHEFFER,  BYRON,  musician,  lirst  class,  United  States  Naval  Reserve  Fomv 
Enlisted  :  Great  Lakes,  111.,  March  11,  1918. 
Died:  Base  hospital  No.  3,  October  31,  1938. 
Cause  :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Zeldia  Cheffer,  St.  Anne,  III. 
CHENOWETH,  BEKT  BODWELL,  hospital  apprentice,  second  class,   United 

Naval  Reserve  Force. 

Enlisted  :  Great  Lakes,  111.,  June  26,  1918. 

Died:  Naval  training  station,  Great  Lakes.  111.,  September  18,  1918. 
Cause  :  Influenza. 
Next   of   kin:  Mother,    Sarah    A.   Chenoweth,    1060    South    Tenth    Street, 

Charleston,  111. 
CHEKBY,  CLABENCE  WASHINGTON,   seaman,  second   class,   United   States  Naval 

Reserve  Force. 

Enlisted  :  Raleigh,  N.  C.,  June  28,  1918. 
Died  :  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Esther  C.  Cherry,  R.  R.  2,  Gastonia,  N.  C. 
CHERRY,  EUGENE  MACK,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted  :  Norfolk,  Va.,  December  14,  1917. 
Died  :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 
Cause  :  Broncho-pneumonia. 

Next  of  kin:  Wife.  Lillian  Cherry.  722  Boush  Street,  Norfolk,  Va. 
CHERRY,   HENRY   LEE.   landsman    for   musician,   United    States  Naval    Reserve 

Force. 

Enlisted:  Kansas  City,  M'o.,  July  13,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause  :  Influenza. 

Next  of  kin  :  Father,  John  Robert  Cherry,  Lebanon,  Kans. 
CHERRY.  JOSEPH  ANDREW,  Jr.,  yeoman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Philadelphia,  Pa.,  March  27,  1918. 
Died:  At  home,  October  10,  1918. 
Cause  :  Broncho-pneumonia. 

Next  of  kin:  Mother.  Mary  McA.  Cherry,  336  Rector  Street,  Roxborough, 
Philadelphia,  Pa. 
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CHESSEB,  CHARLES  WILLIAM,  landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted:  Denver,  Colo.,  December  13,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause:  Mumps. 

Nt- xt  of  kin :  Mother,  Gene  Ferrier,  R.  F.  D.  3,  Grand  Junction,  Colo. 
CHILDBESS,  SAMUEL  TORBETT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  February  22,  1918. 

Died :  U.  S.  S.  Solace,  October  9,  1918 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mae  Childress,  Cameron,  Tex. 

CHILDS,  WILLIAM  MCKINLEY,  machinist's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  6,  1918. 

Died :  U.  S.  N.  A.  S.  Archachon,  October  16,  1918. 

Cause:  Injuries  received  in  auto  accident. 

Next  of  kin :  Mother,  Clara  Childs,  16  South  Twelfth  Street,  Darby,  Pa. 
CHILSTROM,   OSCAB   VALDEMAB,   musician,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  June  17,  1918. 

Died :  Chippewa  Falls,  Wis.,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  Chilstrom,  Winthrop,  Mass. 
CHINN,  WILLIAM  LUCK,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Washington,  D.  C.,  April  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Carrie  E.  Chinn,  51  Rhode  Island  Avenue  NW.,  Wash- 
ington, D.  C. 
CHIN  NOCK,  ALLAN  LEON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Irene  Chinnock,  Wabeno,  Wis. 

CHINOUTH,  WILLIAM  NELSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force.    . 

Enlisted :  Chicago.  111.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sarah  Chinouth,  route  5,  Jouesboro,  Tenn. 
CHITWOOD,  WILLIAM  ELMEB,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis.  Minn.,  April  20,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  June  12,  1917. 

Cause :  Found  dead  near  railroad  track,  Harvard,  111. 

Next  of  kin :  Mother,  Flora  B.  Chitwood,  R.  27,  Box  233,  Topeka,  Kans. 
CHKISTLNSEN,  CHARLES  Louis,  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  26,  1917. 

Died:  Naval  hospital,  Gibraltar,  October  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Christensen,  South  Heart,  N.  Dak. 
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CHRISTENSEN,  JAMES  ALFRED,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  June  27,  1917. 

Died :  Navy  base  hospital  No.  6,  February  18,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  James  Christensen,  Durham,  Wyo. 

CHUISTENSEN,  WILLIAM,  seaman,   second  class,  United  States  Naval   Reserve 
Force. 

Unlisted:  Portland,  Greg.,  June  25,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hanna  Christeusen,  Spokane,  Wash. 

CHKISTKNSON,  RALPH  HIRAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  May  21,  1918. 

Died:  U.  S.  S.  Huntington,  October  12,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Carl  C.  Christenson,  Rio,  Wis. 

CHRISTIAN,   CHARI.KS   EDWIN,  seanwu,   second   class,   Uniml   States  Naval   Re- 
serve Force. 

Enlisted:  Chicago,  111.,  May  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sousie  Christian,  10417  Prospect  Avenue,  Chicago,  III. 
CHRISTIAN,  JAMES  HENRY,  pattern  maker,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  2,  1918. 

Cause :  Fracture  fifth  cervical  vertebrae. 

Next  of  kin :  Wife,  Dorothy  Christian,  post  office  box  259,  Roanoke,  Va. 
CHRISTIAN,  JAMES  NOVICE,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  April  27,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  H.  Christian,  Tupelo,  Miss. 
CHRISTIAN,  LESLIE  DAVID,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  28,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Maggie  Christian,  Mart,  Tex. 

CHRISTIAN,  ZOLT.IE  DAVID,  fireman  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Tenn.,  June  7,  1918. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  B.  Christian,  R.  4,  Church  Hill,  Tenu. 
CHRISTIE,  JOHN  HAYDEN,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  July  3,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  E.  Christie,  323  East  Romana  Street,  Pensacolu, 
Fla. 
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CHRISTMAN,  PAUL  SYLVESTER,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  29,  1918. 

I  »ied :  Naval  hospital,  Norfolk,  Va.,  March  21,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  P.  Ghristman,  523  Linden  Street,  Reading,  Pa. 
CHRISTOFERSON,   ABTHTJB  CLARENCE,   coppersmith,   second  class,   United   Statea 
Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Christoferson,  4610  Wentworth  Avenue,  South 

Minneapolis,  Minn. 
CHRISTOPHER,  ARTHUR  LEONARD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  January  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Christopher,  Jennings,  La. 

CHRISTOPHER,  CHARLES  WORTHY,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  August  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  A.  Christopher,  Republic,  Mo. 
CHRISTOPHER,  LEON  THOMAS,  quartermaster,  second  class,  United'  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Thomas  Christopher,  111  East  State  Street,  Albion. 
N.  Y. 

CHURCH,  ASBURY  EVANS,  carpenter's  mate,  second  class    (A),  United  States 
Navy. 

Enlisted:  Atlanta,  Ga.,  February  26,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Delia  Flynn  Church,  4  North  Street,  Gainesville,  Ga. 
CHURCH,  CARL  LEROY,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  20,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  A.  Church,  115  Eastern  Avenue,  Toledo,  Ohio. 

CHURCH,  CORNEILLE  AUSTIN,  seaman,  United  States  Navy. 
Enlisted :  La  Crosse,  Wis.,  May  31,  1917. 
Died :  U.  S.  S.  Mercy,  October  9,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Charles  Church,  Trempealeau,  Wis. 

CHURCH,  LESTEB  HUBBABD,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  March  2,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  26,  1918. 
Cause:  Pneumonia,  broncho. 

•  Next  of  kin :  Mother,  Mattie  Church,  81  Beers  Street,  New  Haven,  Conn. 
174483—20 12 
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CHURCHILL,  JAMKS   Kmvn.  chief  quartermaster,  United  Siairs   Naval    Itt-serve 
Force. 

Enlisted:  Newport.  K.  I.,  Juue  7,  1917. 

Died:  Naval  air  station,  IVnsacola,  Fla.,  August  29,  1918. 

Cause:  Seaplane  accident. 

Next  of   kin:    Father.    Hariri    .1.   Churchill,   116  McLennan    AVIMIU*-,    Syra 

cuse,  N.  Y. 
«'K<O.\K.  SAHATINO,  fireman,  third  class,  United  States  Naval  Reserve  For*ce. 

Enlisted:  Denver,  Colo.,  May  6,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  October  21,  1918. 

Cause :  Acute  myocarditis. 

Next  of  kin :  Cousin,  Antonio  Ciccoiie,  box  13,  Starkville,  Colo. 
CIFATTE,  STKPHEN  CHARLES,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Bridgeport,  Conn.,  June  4,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Felix  Cifatte,  49  Main  Street,  Norwalk,  Conn. 
CLACK,  JA.MKS   STIRLING.  JR..  gunner's  mate,  third   class    (G),   United   States 
Navy. 

Enlisted :  New  Orleans,  La.,  June  22,  1916. 

Died :  U.  S.  S.  Solace,  October  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  S.  Clack,  sr.,  Plattenville,  La. 

CLAFLIN,  CLYDE  VERDI,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Minneapolis,  Minn.,  July  29,  1918. 

Died :  Minneapolis,  Minn.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Adda  Claflin,  Sweet  Briar,  N.  Dak. 
CLAGGKTT,  HOXORE  MARTIN,  JR.,  chief  electrician,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  June  19,  1911. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Honore  C.  Claggett,  sr.,  Laurel,  Md. 

CLANCY,  THOMAS  VINCENT,  engineman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  1,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Bridget  Mullen,  Ballynew,  Galway,  Ireland. 
CLAPP,  ROBERT  JAY,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  13,  1917. 

Died :  North  Bombing  Squadron  Headquarters,  October  3,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Wife,  Mrs.  Robert  J.  Clapp,  Barre,  Mass. 
CLARE,  EDWARD  LEWIS,  baker,  first  class,  United  States  Naval  Reserve. 

Enlisted :  Chicago,  111.,  June  7,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  27,  1918. 

Cause:  Drowned. 

Next  of  kin  :  Mother,  Catherine  Clare,  7140  Cornell  Avenue,  Chicago,  111. 
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CLAREY,  ROY  ATHOLD,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  May  29,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Ca'use:  On  board  missing  ship. 

Next  of  kin :  Mother,  Tille  Clarey,  1527  Canal  Street,  "Santa  Barbara.  Calif. 
CLARITY,  THOMAS  JOHN,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  June  2,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alice  F.  Clarity,  1  Sherman  Street,  Portland,  Me. 
CLARK,  CHARLES  Arson,  machinist's  mate,  second  class.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  13,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2, 1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Mayine  Clark,  Matthews,  Mo. 
CI.ARK,  CLARENCE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Capitola  Clark,.  R.  F.  D.  No.  10,  box  90,  Decatur,  Ind. 
CLARK,  EDWARD  J..  electrician,  first  class,   (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  2,  1917. 

Died :  Marine  hospital,  Portland,  Me.,  October  20,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Sister,  Gertrude  Clark,  206  Marion  Street,  East  Boston,  Mass. 
CLARK,  EUGENE  HENRY,  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  March  7,  1917. 

Died :  U.  S.  S.  Shaw,  October  7,  1918. 

Cause :  Drowned. 

Next  of  kin  :  Mother,  Mary  J.  Clark,  110  Linden  Avenue,  Waterloo,  Iowa. 
CLABK,  FRANKLIN  SUMMER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  31,  1918. 

Died :  Naval  hospital,  Chelsea.  Mass.,  September  10,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Motheif,  Alice  J.  Clark,  Grafton,  Mass. 
CLARK,  FRED  CHARLES,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland.  Oreg.,  December  15,  1917. 

Died:  U.  S.  S.  Albany,  August  22,  1918. 

Cause:  Suffocated  in  coal  bunkers. 

Next  of  kin  :  Mother,  Emma  Clark,  Wenatrhee.  Wash. 

CLARK.  GEORGE  RECTOR,  machinist's  mare,  first  <-lass.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  April  25,  1918. 

Died :  Port  Clinton,  Ohio,  September  29,  1918. 

Cause :  Typhoid  pneumonia. 

Next  of  kin :  Mother,  Mamie  I.  Clerk,  Moorefield,  Ky. 
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OLAKK.  HAKKY  AMEH,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  12,  1917. 

Died:  At  home,  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Catherine  V.  Clark,  424  Saint  Nicholas  Avenue,  New 

York,  N.  Y. 

CLARK,  JAMES  CLIFFORD,  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  April  29,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  James  O.  Clark,  57  Reid  Avenue,  Brooklyn,  N.  Y. 
CLARK,  JAMES  LEWIS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  May  29,  1918. 

Died:  Naval  air  station,  Killingholm,  October  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Belle  Clark,  Round  Hill,  Ky. 
CLARK,  JOHN,  Jr.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  26,  1917. 

Died :  At  home,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Maggie  Clark,  2551  North  Howard  Street,  Philadel- 
phia, Pa. 
CLARK,  JOHN  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve  Forre. 

Enlisted:  Los  Angeles,  Calif.,  October  8,  1918. 

Died :  At  home,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Jannie  M.  Clark.  2210  Raymond  Avenue.  Los  Angeles, 

Calif. 
CLARK,  LESLIE  MERVIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  1,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  June  25,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Rev.  George  Clark,  box  126,  Horwich,  Mas>. 
CLARK,  OLLIE  JAMES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  25,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Novie  P.  Clark,  R.  F.  D.  No.  1,  Murray,  Ky. 
CLABK,  PAUL  DWIGHT,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  March  12,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Clark,  186  McLean  Street,  Wilkes-Barre,  Pa. 
CLARK,  ROBERT  PATTISON,  machinist's  mate,  second  class,  Fnited  States  Navy. 

Enlisted :  Albany,  N.  Y.,  November  28,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emmeline  Clark,  R.  F.  D.  No.  1,  Elnora,  N.  Y. 
CLAKK,  RTJBKN  CALVIN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  June  17,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Calvin  Clark,  Prestonburg,  Ky. 
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CLARK,  THEODORE  ROOSEVELT,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Norfolk,  Va.,  January  15,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Shady  Clark,  932  Gordon  Avenue,  Norfolk,  Va. 
CLARK,  TIMOTHY  MATTHEWS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Brooklyn,  N.  Y.,  March  19,  1918. 

I>ied:  Federal  rendezvous,  Brooklyn,  N.  Y.,  June  2,  1918. 

Cause :  Gunshot  wound  in  abdomen. 

Next  of  kin:  Mother,  Mary  Clark,  1520  Pacific  Street,  Brooklyn,  N.  Y. 
GLABK,  WILLIAM  PATRICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  25,  1917. 

Died :  Armed  draft  detail,  New  York,  July  5,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Frances  Clark,  3541  South  L  Street,  Tacorna,  Wash. 
CLARK,  WILLIAM  RUSSELL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  September  24,  1917. 

Died :  S.  S.  Florence,  April  17,  1918. 

Cause :  Drowned. 

Next   of   kin :    Mother,   Gladys    Rsmney,   821   South   Second    Street,    Balti- 
more, Md. 
CLARKE,  GORDON  C.,  chief  yeoman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  28,  1916. 

Died :  Submarine  base,  Canal  Zone,  April  7,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin :  Brother,  Frank  Clarke,  Saginaw,  Mich. 

CLARKE,  JOHN  SIDNEY,  carpenter's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  Orleans,  La.,  August  22,  1917. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  L.  Clarke,  349  Elmira  Avenue,  New  Orleans,  La. 
CLARKE,  THOMAS,  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  11,  1917. 

Died :  New  York,  N."  Y.,  January  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Daughter,  Christina  Hanley,  16  Vine  Street,  Brooklyn,  N.  Y. 
CLARKE,  WILLIAM  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  July  3, 1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Clarke,  53  Warner  Avenue,  Jersey  City, 
N.  J. 

CLARY,  EDWIN  JAMES,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Columbia,  S.  C.,  April  10,  1917. 
Died :  U.  S.  S.  Connecticut,  May  11,  1917. 
Cause :  Measles. 
Next  of  kin  :  Father,  J.  W.  Clary,  (Ireeleyville,  S.  C. 
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CLAri'K.    KIMHC    S  \MI-KI..    seaman,    second    clas>.    ndi.-d    Smiev    Naval    ll.-serve 

Force. 

Enlisted  :  Buffalo,  N.  Y.,  June  4,  1918. 

IMed:  Naval  ah   station,  Fast  lei-li.  England.  <  >etnber  X,   l!t|s. 

Cause:  Pneumonia,  lobar. 

.\<-\t  «•!'  kin  :  Father,  Christopher  Claude,  24  Park  Place,  Lockport,  N.  Y. 
V'I.M  si:.  Arci  si  PKTKR.  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  New  Orleans,  La.,  November  15,  1917. 

Died:  Naval  hospital,  naval  base.  Virginia,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mrs.  Barbara  M.  C.  Brnne,  2230  St.  Peter  Street.  New  Orleans, 

La. 
CLAUSEN,  CAKL  E.,  oiler,  United  States  Naval   Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin  :  Mother,  Mrs.  C.  .T.  Clausen,  102  West  York  Street,  Norfolk,  Va. 
Ci.KAitY.   JAMES   JO.SKI»H    FRANCIS,   seaman,   second    class.    United   States  Naval 

Reserve  Force, 
i         Enlisted :  New  York,  N.  Y.,  May  8,  1917. 

IMed:  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Drowned  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  W.  Cleary,  2394  Second  Avenue.  New    York, 

N.  Y. 
CI-EAVEB,  ALBERT  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  July  5,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Aug.  Cleaver,  1736  Walnut  Street,  Ashland,  Pa. 
»  YI.MKXTS.  1'vri,  MATTHEW,  apprentice  seaman,  United  States  Navy. 

Knlisted  :  Chicago,  111.,  June  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  2,  1917. 

Cause:  Foreign  body  in  trachea. 

Next    of   kin:  Mother,    Antonia    Clements,    1404    North    Twelfth    Avenue, 

Chicago,  111. 

CLEVELAND,  WTIYI.TAM   JACOB,  apprentice  seaman.  United   Siaies  Naval    ll^serve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  5,  1918. 

Died:   Wissahicken  Barracks,  Cape  May.  N.  J.,  August  24,  1918. 

Cause:  Drowned. 

Next   of  kin:   Grandmother,  Otille  Ernst,  0208  Clearview   Street.   Philadel- 
phia, Pa. 
CLIFF,  HARRY  MAKTI.N.  seaman,  second  class,  United  States  Naval  Reserve  Force. 

KnlMed:  Chicago,  111.,  June  4,  1918. 

IMed:   Naval  hospital.  New  York,  N.  Y..  November  6,  1918. 

Cause:  Pneumonia. 

Next   of  kin  :   Father,  August  Cliff,  711  Briar  Place,  Chicago,  111. 
CONE,  TURNER  LANK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  June  14,  1918. 

Died:  Naval  hospital.  Great  Lakes.   111.,  September  •_'."».    I'.ns. 

Cause:  Influenza. 

Next  of  kin:   Mother.   Fannie  Miller  ('line,  Dawson   Springs.   Ky. 
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CLOUTIER,  WILFRED,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Joseph  Cloutier,  Alfred,  Me. 

GLOWER,  TAIJBOT  MORRIS,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  May  7,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause :  Pneumonia.    • 

Next  of  kin :  Father,  Joseph  C.  Glower,  Ashford,  Ala. 
CLYNES,  JOHN  WILLIAM,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  2,  1916. 

Died:  Submarine  base,  New  London,  Conn.,  August  24,  1918. 

Cause:  Poisoning,  alcohol,  chronic. 

Next  of  kin :  Wife,  Grace  Clynes,  926  Twenty-fourth  Street,  Oakland,  Calif. 
CLYSSENS,  GASTON  MARTIN  ALPHONSE,  landsman  for  ship's  cook,  United  States 
Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  29,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  R.  Clysseus,  Park  Street,  Harvard,  111. 
COBB,  ALBERT  BRYAN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Seattle,  Wash.,  July  26,  1918. 

Died:  Puget  Sound,  Wash.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Francis  A.  Cobb,  519  South  Silver  Street,  Centralia, 

Wash. 
COBLE,  GILBERT  LACKEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  19,  1917. 

Died :  U.  S.  S.  New  fork,  June  19,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Annie  Coble,  Konawa,  Okla. 
COBLE,  JOHN  FIELDING,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  November  22,  1917. 

Died  :  Naval  training  camp,  San  Diego.  Calif.,  January  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  C.  Coble,  Potter  Valley,  Calif. 
COBLENTZ,  HOWARD  BURNSIDES,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Naval  training  station,  Great  Lakes,  111.,  April  23,  1917. 

Died:  Naval  hospital,  New  York,  N..Y-,  Jtane  1,  1918. 

Cause,  Diphtheria. 

Next  of  kin :  Father,  George  W.  Cobleutz,  1045  West  Ninth  Street,  Erie,  Pa. 
COCHRANE,  JESSE  DILLABD,  seaman,  second  class,  United  States  Naval  Reserve 
For.ce. 

Enlisted :  Tampa.  Fla.,  May  29,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Mrs.  Bessie  Cwhran,  Dade  City,  Fla. 
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COCHRANE,  LYNN,  ship's  cook,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  23,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Samuel  Cochrane,  189  West  Park  Avenue,  Delaware. 

Ohio. 
COCKEBHAN,  FRANCIS  BRITTIAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  4,  1918. 

Died :  Navy  base  hospital  No.  2,  July  16,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin  t  Mother,  Etta  Cockerhan,  Monroe  City,  Ind. 
COCKETT,  RAY  DUTCHER,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  November  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  21,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Nellie  D.  Cockett,  Sanquoit,  N.  Y. 
COCKRELL,  ALEXANDER  MILTON,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  2,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  May  B.  Mills,  Lafayette,  La. 

CODY,  SOPHIA  THERESA,  yeoraan,  third  class  (F.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  July  25,  1918. 

Died :  At  home,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Cody,  78  Willow  Court,  Dorchester,  Mass. 
COE,  HENRY  LESTER,  boilermaker,  United  States  Naval  Reserve  Force. 

Enlisted :  Key  West,  Fla.,  October  11,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  A.  Coe,  Savannah,  Grand  Cayman,  West  In- 
dies. 
COFFEY,  CHESTLEY  SHELTON,  seaman,  first  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  May  5,  1917. 

Died :  Naval  hospital.  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edgar  N.  Coffey,  Fort  George  Wright,  Spokane,  W:ish. 
COFFIN,  HENRY  SIDNEY,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  March  31,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  May  Cannon,  La  Mesa,  Calif. 
r..i  FMAN,  SCOTT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  23,  1918. 

Died:  Naval  hospitnl,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  S.  Coffman,  motor  route  A,  Sullivan,  Ind. 
(VXIKR,  IRA,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  16,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Howard  Coger,  Curry,  N.  Y. 
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COGHLAN,  HABBY  GOBDON,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  15,  1918. 

Died :  New  York,  N.  Y.,  October  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  Coghlan,  277  Quincy  Street,  Brooklyn,  N.  Y. 
COHEN,  HAEBY  OLTVEB,  boatswain's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Abraham  Cohen,  406  Cooper  Street,  Utica,  N.  Y, 
COHEN,  JACOB  EDEL,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted :  Richmond,  Va.,  August  7,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11, 1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Edel  Cohen,  732  West  Broad  Street,  Richmond,  Va. 
COHEN,  JEROME,  electrician,  first  class  (R),  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  December  22,  1917. 

Died :  Belmar  radio  station,  Belmar,  N.  J.,  July  5,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Wife,  Myrtle  Cohen,  5049  St.  Lawrence  Avenue,  Chicago,  111. 
COHEN,  Louis,  boatswain's?  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  October  16,  1915. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Result  of  explosion  on  ship. 

Next  of  kin :  Sister,  Ida  Goodman,  157  North  High  Street,  Baltimore,  Md. 
COHOON,  ALBEBT,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Brother,  Fred  Cohoon,  312  Green  Street,  Owosso,  Mich. 
COLDMON,  IVEBY,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  17,  1917. 

Died :  Hampton  Roads,  Va.,  March  18.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Coldmou,  North  Franklin  Street,  Philadelphia, 

Pa. 
COLE,  GEORGE  TILLOTT,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  East  Chester,  N.  Y.,  August  31,  1917. 

Died :  Navy  hospital,  Gibraltar,  November  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  D.  Cole,  Carmel,  N.  Y. 
COLE,  GLENN  W.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  13, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Warren  G.  Cole,  Newaygo,  Mich. 
COLE,  HAL  SCOTT,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Meridian,  Miss.,  June  15,.  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause: Influenza. 

Next  of  kin  :  Father,  Dan  S.  Cole.  Redwood,  Miss. 
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COLE,  JOHN,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Washington,  D.  C.,  February  21,  1918. 

Died :  U.  S.  S.  Westover,  July  11, 1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Father,  Louis  J.  Cole,  Brentwood,  Md. 
COLE,  JOHN  WILLIAM,  coxswain.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  23,  1918. 

Died:  U.  S.  S.  New  Me.rico,  September  25.  1918. 

Cause :  Pneumonia. 

Next  of  kin:   Father,  Charles  H.   Cole,  1165  Gilbert  Avenue,  Cincinnati, 

Ohio. 
COLE,  PATRICK  MICHAKL,  seaman,  second  class,  United  States  Na\\. 

Enlisted :  Detroit,  Mich.,  November  6,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Killed  in  collision. 

Next  of  kin :  Mother,  Mary  Merson,  904  Elm  Street,  Cincinnati,  Ohio. 
COI.K.  RICHARD,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  14,  1918. 

Died :  Pendleton,  Oreg..  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Raney  Cole,  Nye,  Mo. 
COLK,  ROBERT  CLEVELAND,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  6,  1918. 

Died :  Naval  air  station,  Killingholme.  October  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ella  Cole,  R.  F.  D.  1,  Parsippany,  N.  J. 
COLEMAN,  BERNARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  16,  1917. 

Died :  U.  S.  S.  Texas,  March  22,  1918. 

Cause:  Killed  in  accident. 

Next  of  kin:  Father,  Michael  Coleinan,  st54  Eagle  Avenue,  New  York,  N.  Y; 
COLEMAN,  HENRY  DAVID,  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  May  2,  1917. 

Died:  Navy  base  hospital  No.  5,  Brest,  France,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Marie  Coleman,  Shelton,  S.  C. 

COLEMAN,  LLOYD  WALTER,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  20,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Wash..  October  2,  1918. 

Cause:  Influenza. 

Next    uf   kin:    Guardian.    Tom    Dunn,    1900   North    Adams    Street,    Peoria, 

111. 
COLEMAN,  OLLIE  CARL,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  April  35,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  16,  1918. 

Cause:  Measles. 

Next  of  kin :  Mother,  May  Coleman,  Travellers  Rest,  S.  C. 
COLLIER.  HAY  WOOD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  17,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  2,  1938. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Patrick  H.  Collier,  star  route,  Mayfield,  Ky. 
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COLLI.NS.  EDWARD,  musician,  first  class,  United  States  Navy. 

Enli*te<l :  Philadelphia,  Pa.,  December  15,  1915. 

Died:  Naval  hospital.  Philadelphia,  Pa.,  July  24,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Conrad  Collins,  2~>2  Plymouth  Avenue,  Minneapolis. 

Minn. 

COLLINS,   IVAN    HOWARD,    seaman,  second   class.   United   States  Naval   Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  June  1,  1918. 

Died :  Naval  training  camp.  Seattle,  Wash.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Collins,  Columbia,  Miss. 

COLLINS,   JERRY   GRANT,   seaman,   second  class,  United   States   Naval    Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  U.  S.  S.  Rhode  J  sin  nil.  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  J.  K.  Collins,  Ola,  Ark. 

COLLINS.    ROBERT    PERCY,    fireman,    third    class,   United    States    Naval    Reserve 
Force. 

Enlisted:  New  Orleans,  La.,  May  4,  1918. 

Died:  Naval  hospital.  Philadelphia,  Pa.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Vivia  H.  Collins,  Opelousas,  La. 
COLLINS.  ROY  WESLEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1917. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  May  9,  3917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Samuel  P.  Collins,  Linwood,  Kans. 

COLLINS.  THOMAS  WILLIAM,  Jr.,  ship's  cook,  first  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  15,  1917. 

Died :  New  York,  N.  Y.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Thomas  Collins,  505  North  Fourth  Street,  Harrison, 

N.  J. 
COLLINS.  TOOAIKR.  apprentice  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Miss..  December  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Ya..  January  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father.  J.  P.  Collins,  Ackerman,  Mis-;. 
COLLINS.  WILLIAM,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  June  29,  1918. 

Died:  Naval  hospital.  Philadelphia.  PH.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother.  Marion  Collins,  932  West  Eighth  Street,  Cincinnati, 

Ohio. 

COLLITON.  MICHAKI,  AMBROSE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Federal  rendezvous.  P.rooklyn,  N.  Y.,  December  13,  1917. 

Died:  Naval  training  camp.  Pel  ham  Bay  Park,  N.  Y'.,  October  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Friend,  Clara   Elsesser.  487   Forty-seventh   Streer,   P>rooklyn. 
N.  Y. 
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COLLOM,  SAM  UK  i.,  M-ainan.  >e<-i.nd  cla>s,   United  Stales  Nax.\. 
Enlisted:  Newark,  N.  J.,  March  27,  1917. 
Died:  Hospital  ship,  U.  S.  S.  Solace,  April  29,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Guardian.    \V.    1..    r.ntcher.    14    New   ( 'hampers    Si  reel,    New 

York,  N.  Y. 
COLOMA,  MARIANO,  mess  attendant,  third  class,  United  Suites  N;t\\. 

Enlisted :  Cavite,  P.  I.,  October  11,  1916. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  Max  2X.  istiT. 

Cause:  Malaria. 

Next  of  kin:  Father,  Alyandre  Coloma,  Bangar,  La  Union,  1'.  1. 
COLOMBO,  JOHN  ARTHUR  JOSEPH,  seaman,  second  class,  United  Slait-s  Navy. 

Enlisted:  Wiiussm,  Wis.,  June  3,  1917. 

Died:  Naval  hospital,  Great  Lakes,  Til.,  December  30,  1917. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin:  Father,  Joseph  L.  Colombo,  lloscoii  St.  reel.  \Vansan,  Wis. 
COLON,  ARMANDO  RODRIGUEZ,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  San  Juan,  Porto  Rico,  May  31,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jeviliano  R.  Archilla,  Cayey,  Porto  Rico. 
OOI.SON,  WILLIAM   EARL,  seaman,  second  class,  United   States  Naval    Reserve 
Force. 

Enlisted :  Machias,  Me.,  March  14,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Fred  F.  Colson,  Steuben,  Me. 
COLTON,  LESLIE  P.,  apprentice  seaman,  N.  N.  V. 

Enlisted :  Newark,  N.  J.,  March  30,  1917. 

Died :  Naval  hospital,  Philadelphia.  Pa.,  April  21,  1917. 

Cause:  Pleurisy. 

Next  of  kin  :  Mary  E.  Colton,  251  Watchring  Avenue,  West  Orange,  N.  J. 
COLVILLE,  OSBORNE  LINDSAY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  27,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  February  24,  1918. 

Cause :  Gastro-enterltis. 

Next  of  kin:  Mother,  Eleanor  Colvllle.    1<>:5   ('olville   Stn-.-t.   <  'Imltaiiooga, 

Tenn. 
COMERFORD,  FRANK  PATRICK,  seaman,  second  class,  United  St;tt«-s  Navy. 

Enlisted :  Chicago,  111.,  June  20,  1917. 

Died :  U.  S.  S.  Solace,  March  5,  1918. 

Cause:  Pneumonia,  lobar. 

Nf\t  or'  kin:  Mother,  Alice  Comerfonl.  lisrvj  \\Vsi   Adams  SIIVH,  (!lii.-ago, 

III. 

<'OMHIKT,    WILLIAM    ANTHONY,    storekeeper,    third    class.    United    States    Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  July  24,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  J.  I'.ns 

Cause:  Septicemia. 

Next  of  kin:  Father.   Patrick  J.  Com  fort.  .".--'(Hi  Main    Sin-ei.    Kansas  City. 
Mo. 
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COMINGS,  HAKKY,  gunner's  mate,  tirst  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Hampton  Roads,  Va.,  November  11,  1916. 

Died:  Naval  station,  Norfolk.  Va.,  December  25,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Aunt,  Elizabeth  Recketson,  1925  Linden  Avenue,  Baltimore, 

Md. 
COMISKEY,  SPENCER  ELLSWOKTH,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  August  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Esther  Corniskey,  23  Boston  Avenue,   Seneca   Falls, 

N.  Y. 
COMPTON,  AMOS  GRADY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  13,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Gus  W.  Compton,  R.  F.  D.  1,  Case,  Tex. 
COMSTOCK,  GLENN  ROWELL,  ship's  cook,  third  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Burlington,  Vt.,  June  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Bessie  I.  Comstock,  14  Main  Street,  Barton,  Vt. 
COMSTOCK,  GUY  ALTON,  .engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  October  22,  1917. 

Died:  U.  S.  S.  OpMr,  November  11,  1918. 

Cause:  Died  when  vessel  was  destroyed  by  fire. 

Next  of  kin  :  Father,  Mark  H.  Comstock,  1623  Forty-sixth  Avenue,  Oakland. 

Calif. 

CONAHAN,  HUGH  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:   Chicago,  111.,   May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Catherine  Conahan,  309  Main  Street,  Aurora,  111. 
CON  WAY,  OTHO  BASIL,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  January  2,  1918. 

Died:  Naval  station,  Great  Lakes,  111.,  April  1,  1918. 

Cause :    Cerebrospinal  fever. 

Next  of  kin :  Father,  Fort  F.  Conaway,  537  Moxahala  Avenue,  Zanesville, 

Ohio. 

CONDON,  JOHN  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  May  1,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:   Father,   William   Condon,  422   Airbrake  Avenue,   Wilmer- 
ding,    Pa. 
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CONDON,  LAWRENCE  JOSEPH,  commissary  steward,  United  States  Naval   Ut-serve 
Force. 

Enlisted:  Parkersburg,  W.  Va.,  April  2,  1918. 

Died :  Naval  hospital,  Portsmouth.  Va.,  August  6,  1918. 

Cause :    Cerebrospinal  fever. 

Next  of  kin:  Father,  John  B.  Condon,  Hotel  Frederick,  Huntinutnn.  \V.  Va. 
CONKS,  CAM/TON  RAYMOND,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  August  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :    Influenza. 

Next  of  kin:  Father,  Aaron  Cones,  R.  F.  D.  8,  Jackson.  Midi. 
CONLEY,  FRANK  PERCY,  fireman,  third  class,  United  States  \a\\. 

Enlisted:  Richmond,  Va.,  January  29.  1918. 

Died:  At  home,  February  24,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin :  Father,  John  H.  Conley,  White  Gate,  Va. 
CONNAUGHTON,  EDWARD  PATRICK,  gunner's  mate,  third  class.  United  Stares  Navy. 

Enlisted:  New  York,  N.  Y.,  April  14,  1917. 

Died:  S.  S.  Floience  H.,  April  17,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Thomas  Connaughton,  223  East  Sixty-ninth  Street, 

New  York,  N.   Y. 

CONNELLY.   KANT    JOSEPH,   apprentice   seaman,   United    States    Naval    Reserve 
Force. 

Enlisted :  Pittsburgh.  Pa.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Martin  Connelly,  1113  Maple  Avenue,  Turtle  Creek, 

Pa. 

CONNER,  HAROLD  CLIFTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass..  May  20,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Gladys  M.  Conner,  42  Packard  Avenue,  West  Somer- 

ville,  Mass. 
CONNEKS,  ROBERT  WILLIAM,  seaman.  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  January  25,  1916. 

Died :  S.  S.  Neuse,  June  28,  1918. 

Cause:  Erysipelas. 

Next  of  kin :  Mother,  Louis  Conners,  1746  Sycamore   Street,  Cincinnati, 

Ohio. 
CONNOLLY,  JAMES,  water  tender.  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  1,  1909. 

Died:  Naval  hospital,  Las  Aninias.  Colo.,  April  17,  1917. 

Cause:  Tuberculosis. 

Next  of  kin:   Sister.  Mrs.   Mary  Doovan,  68  West  Fourteenth  Street.  Bay- 

oime,  N.  .1. 

CONNOLLY.  .|\MKS   I-'IDKI.IS.  seaman,  second   class.   I'nilcd  Stoics  Naval  Reserve 
Force. 

Enlisted  :   Omaha,  Nebr..  June  4,  1918. 

Died:  Naval  hospital,  Great  Lakes.  III..  September  2:5.  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother.  Ellen  K.  Connolly,  Elk  Point,  S.  l>ak. 
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CONNOLLY.  JOHN   KmvAKH.  boatswain's  mate,  tirsr  class.    I'nited    States   Xaval 

Reserve  Force. 

Enlisted :  Xaval  Home,  Philadelphia,  Pa.,  January  9,  1918. 
Died :  Naval  hospital,  Philadelphia.  Pa.,  March  15,  1918. 
Cause:  Valvular  disease,  chronic  cardiac. 

N.-xt   of  kin:  Wife,    Stella    Connolly.   1501   North   Twelfth    Stiver.    Phila- 
delphia, Pa. 
CONNOR,  JOHX   JOSKPH.   yeoman,   second   class,   United    States   Naval   Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  March  30,  1917. 
Died :  Naval  hospital.  Philadelphia,  Pa.,  August  10,  1917. 
Cause:  Appendicitis,  acute. 
Next  of  kin:  Mother,  Mary  A.  Connor,  5341  Chester  Avenue,  Philadelphia, 

Pa. 
CONNOR.   WII.I.IAAI   Ai.ov.sirs.   storekeeper,   second   class.    United    States   Naval 

Reserve  Force. 

Enlisted.  Philadelphia,  Pa.,  April  18,  1918. 
Died :  Naval  hospital.  Philadelphia.  Pa.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kin  :  Mother.  Mary  Connor,  1500  Fairmont  Avenue,  Philadelphia, 

Pa. 
CONNOKS,  PATRICK  JOSKPH,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Boston,  Mass.,  December  12,  1917. 
Died:  Naval  hospital,  Chelsea.  Mass.,  April  4,  1918. 
Cause :  Result  of  burns. 

Next  of  kin :  Father,  Martin  Connors,  Ballykinave,  County  Mayo,  Ireland. 
CONOVEK,  GEORGE  FREDERICK,  fireman,  third  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  10,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  May  28.  1918. 
Cause:  Meningitis. 

Next  of  kin :  Father,  A.  V.  Conover,  Somner,  Mo. 
CONBOW,  CLAUD,  apprentice  seaman.  United  States  Navy. 
Enlisted :  Denver,  Colo.,  May  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  February  27,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Guardian,  Clarence  M.  Conrow,  Augusta,  Colo. 
CONBOY,  BERNARD  ALOYSITJS,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Tompklnsville,  S.  I.,  July  10,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  October  18,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Columbia  Conroy,  118  Clinton  Street,  Hoboken,  N.  J. 
CONSTANTINEAU,  LEO  WiT.T.TAM,  molder,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  June  5,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Anna  Constantineau.  20  Livingston  Street,  Lowell, 

Mass. 
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CONWAY,  CLAKENCE  AVOUDIJE,  wardroom  steward,  United  States  Naval  Reserve 

Force. 

Enlisted :  New  York,  N.  Y.,  December  8,  1917. 
Died :  U.  S.  S.  Westgate,  October  7, 1918. 
Cause :  Lost  his  life  when  vessel  was  sunk  in  collision. 
Next  of  kin :  Mother,  Rebecca  Conway,  97  Upper  Regent  Road,  Deniuara, 

B.  G. 

CONWAY,  GEORGE  FREDERICK,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  May  1,  1917. 
Died :  U.  S.  S.  Maui,  April  21, 1918. 
Cause:  Fell  overboard  and  was  drowned. 
Next  of  kin :   Father,  Thomas  Conway,  15  Harrison   Street,   Somerville, 

Mass. 

CONWAY,  JAMES  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chester,  Pa.,  April  11, 1917. 

Died :  Scout  patrol  No.  682,  April  12, 1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Father,  John  Conway,  Halifax,  England. 
CONWAY,  WILLIAM  FRANCIS,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  19,  1917. 

Died :  U.  S.  S.  Virginia,  January  6,  1918. 

Cause :  Result  of  shock  and  burns. 

.    Next  of  kin :  Father,  Thomas  J.  Conway,  14  Moanat  Street,  Boston,  Mass. 
CONYNE,  WILLIAM  STANLEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  December  11,  1917. 

Died :  New  York,  N.  Y.,  April  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Laura  B.  Conyne,  166  Orange  Road,  Montclair,  N.  J. 
COOK,  CHESTER  H.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  8,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Alfred  Cook,  37  Manton  Street,  Fall  River,  Mass. 
COOK,  ELBERT  SIDNKY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  May  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Julia  Sweet,  Lampasas,  Tex. 
COOK,  ELLIS  GORDON,  chief  electrician,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  November  16,  1915. 

Died :  Memorial  hospital,  New  London,  Conn.,  November  29,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Jesse  F.  Cook,  Connellys  Springs,  N.  C. 
COOK,  EUSTACE  DYE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  May  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Walter  K.  Cook,  Crystal  Springs,  Miss. 
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COOK,  FRANK  PIRTY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Allentown,  Pa.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Carrie  Cook,  R.  F.  D.  2,  Phillipsburg,  N.  J. 
COOK;  GEORGE  ESAM,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Florence  C.  Comfort,  3730  Lake  Park  Avenue,  Chi- 
cago, 111. 
COOK,  GEORGE  FREDERICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  20,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Thomas  Cook,  126  Webster  Avenue,  Yonkers,  N.  Y. 
COOK,  HOLLAND  BENJAMIN,  chief  yeoman,  United  States  Navy. 

Enlisted :  Staten  Island,  N.  Y.,  December  19,  1917. 

Died :  U.  S.  S.  Comfort,  October  10,  1918. 

Cause :  Influenza. 

Next   of  kin:  Mother,    Berta    Brasher,   500   East   Marvin    Street,   Waxa- 

hachie,  Tex. 
COOK,  JAMES  THOMAS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  L.  N.  Cook,  R.  F.  D.  1,  Mount  Morian,  Ark. 
COOK,  JAY  GOULD,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Dallas  Tex.,  April  17,  1917. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mrs.  Belle  Cook,  1508  North  Street,  Waco,  Tex. 
COOK,  JOHN  HARPER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  D.  Cook,  Beaverdale,  Pa. 
COOK,  JOSEPH  HENRY,  cabin  steward,  United  States  Navy. 

Enlisted :  Gibraltar,  January  5,  1918. 

Died :  U.  S.  S.  Machias,  January  28,  1918. 

Cause:  Heart  failure. 

Next  of  kin :     Wife,  Rachael  Cook,  87  Washington  Street,  Annapolis,  Md. 
COOK,  LEWIS  ANDREW,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrew  Cook,  Coudersport,  Pa. 
COOK,  ORVILLE  HOWARD,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  O.  Cook,  R.   F.  D.   5,  Muskegon  Heights, 
Mich. 
374483—20 13 
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COOK,  PAUI,  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Marie  Cook,  Grovetou,  Tex. 
COOKE,  HUGH  HARBISON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  13,  1918. 

Cause :  Anemia,  splenic  effects. 

Next  of  kin :  Mother,  Edith  Benson,  933  Crescent  Place,  Chicago,  111. 
COOLIDGE,  ROGER,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  E.  Coolidge,  1101  Long  Avenue,  Chicago,  111. 
COON,  JACK  MERVYN,  storekeeper,  second  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Clara  J.  Coon,  Guernesville,  Calif. 
COONEY,  JOHN  JOSEPH,  chief  water  tender,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  September  4,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Sister,  Katie  Forstrom,  357  Second  Street,  Brooklyn,  N.  Y. 
COOPER,  CLAUDE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis  Mo.,  July  16,  1918. 

Died:  Naval" hospital,  Great  Lakes,  111.,  September  25,  1918. 

C^use:  Influenza. 

Next  of  kin :  Mother,  Julia  Cooper,  Diehlstadt,  Mo. 

COOPER,  DANIEL  LLOYD,  ships'  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Great  Lakes,  111.,  July  19,  1918. 

Died :  St.  Luke's  Hospital,  Chicago,  111.,  October  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Cooper,  1323  South  Millard'Avenue,  Chicago,  111. 
COOPER,  DENSIL  RUBEN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Willis  Cooper,  R.  F.  D.  1,  Wheatland,  Ind. 
COOPER,  FLOYD  ALBERT,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Omaha,  Nebr.,  July  25,  1918. 

Died :  U.  S.  S.  Wisconsin,  October  14,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Lloyd  L.  Cooper,  Leith,  N.  Dak. 

COOPER,  GEORGE  HENRY,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Omaha,  Nebr.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Charles  W.  Cooper,  Hubbard,  Minn. 
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COOPER,  HAZELET  V  A  UGH  AN,  machinist's  mate,  first  class.  United  States  Navy. 
Enlisted:  Pittsburgh,  Pa.,  April  23,  1917. 
Died:  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Dona  C.  Long,  820  West  Sixth  Street,  Oklahoma  City, 

Okla. 

COOPER,  MILLABD  J.,  seaman,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  April  17,  1917. 
Died:  Naval  hospital,  Newport,  R.  I.,  November  4.  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Myrta  H.  Cooper,  105  West  Wayne  Street,  Dowagiac, 

Mich. 

OOPP,  CHARLES  HOUGHTON,  musician,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  June  20,  1918. 
Died:  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  May  M.  Copp,  45  Bedford  Street,  Bridgewater,  Mass. 
COPP,  DONALD  GEOBGE,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted :  Brooklyn,  N.  Y.,  October  15,  1917. 
Died :  Brooklyn,  N.  Y.,  September  29,  1918. 
Cause:  Influenza. 
Next   of   kin :  Grandmother,    Mrs.    George   J.    Copp,   1826   West   Twelfth 

Street,  Brooklyn,  N.  Y. 
COPPER,  JOHN  SHERLOCK,  seaman,  second  class.  United  States  Naval  Reserve 

Force. 

Enlisted :  Baltimore,  Md.,  June  19,  1918. 
Died :  Mercy  Hospital,  Baltimore,  Md.,  September  2,  1918. 
Cause :  Self-inflicted  gunshot  wound. 
Next  of  kin :  Father,  John  Thomas  Copper.  626  Fort  Avenue,  Baltimore, 

Md. 
CORBETT,  JOSEPH  LEE,  gunner's  mate,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Portland,  Oreg.,  April  11,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  11,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Corbett,  1808  Second  Street,  La  Grande,  Oreg. 
CORBETT,  WILLIAM  JAMES,  chief  electrician   (R.),  United  States  Naval  Reserve 

Force. 

Enlisted  :  Boston,  Mass.,  June  4,  1917. 

Died:  Naval  air  station,  Chatham,  Mass.,  September  20,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Mother,  Annie  B.  Corbett,  9  Pahker  Hill  Avenue,  Roxbury, 

Mass. 

CORBET,  JOSEPH  BARNARD,  fireman,  first  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  July  3,  1918. 
Died :  New  York,  N.  Y.,  October  24,  1918. 
Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Mary  A.  Corbey,  Ulster  Park,  N.  Y. 
CORBIN,  CLARENCE  HOBERT,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  December  13,  1917. 
Died :  Naval  hospital.  Great  Lakes,  111.,  January  22,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  George  M.  Corbin,  Bruns  City,  Ind. 
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COBBIN,  FRED  EUGKNK,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Syracuse,  N.  Y.,  October  1,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Corbin,  1446  Fisher  Avenue,  Detroit,  Mich. 
CORCORAN,  RALPH  HENRY,  seaman,  second  class  United  States  Navy. 
Enlisted :  Boston,  Mass.,  December  11,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  2,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin:  Sister,  Mable  Corcoran,  30  Belcher  Avenue,  Brockton,  Mass. 
CORCORAN,  TIMOTHY  FRANCIS,  seaman,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  October  2,  1917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Result  of  injuries  received  in  explosion. 
Next  of  kin:  Father,  John  J.  Corcoran,  155  Richdale  Avenue,  Cambridge, 

Mass. 
COBKLE,  GEORGE  CON  NELL,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  April  3,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  February  2,  1918. 
Cause :  Acute  nephritis. 
Next  of  kin :  Father,  William  R.  Corkle,  southeast  corner  Comae  and  Nedro 

Streets,  Philadelphia,  Pa. 
CORKLE,  JOSEPH  JACKSON,   fireman,  first  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Philadelphia,  Pa.,  March  31,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  W.  Ross  Corkle,  Comae  and  Nedro  Streets,  Philadel- 
phia, Pa. 

CORLEY,  IRVIN  JEFFERSON,  apprentice  seaman,  United  States  Navy. 
Enlisted:  San  Diego,  Calif.,  January  7,  1918. 
Died:  Naval  training  camp,  San  Diego,  Calif.,  March  23,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Hubert  Corley,  Brawley,  Calif. 
CORMIER,  JOSEPH  ERNEST,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  August  12,  1918. 
Died  Naval  hospital,  Newport,  R.  L,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Cormier,  9  Exchange  Place,  Waltham,  Mass. 
CORNELIUS,  DUE  L.,  quartermaster,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  New  Orleans,  La.,  July  5,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  11,  1918. 
Cause : Influenza. 

Next  of  kin :  Wife,  Anna  Cornelius,  Columbus,  Ohio. 
CORNELIUS,  JOHN,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  May  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  June  30,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gjertine  Cornelius,  2934  North  Colfax  Avenue,  Min- 
neapolis, Minn. 
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COBNELL,  FRANK  ADELBEBT,  flreman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  20,  1917. 

Died :  On  board  Army  transport  Sheridan,  July  31,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Benjamin  W.  Cornell,  Glenns  Ferry,  Idaho. 
CORNELL,  FREDERICK  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  7,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  June  28,  1918. 

Cause:  Tuberculosis,  chronic,  pulmonary. 

Next  of  kin:  Mother,  Minnie  Cornell,  610  North  St.  Glair  Street,  Toledo, 

Ohio. 
CORNER,  THOMAS  LE  ROY,  flreman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  15,  1917. 

Died :  U.  S.  S.  Aylurin,  January  22,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Aunt  Tighe,  1545  East  Marguette  Road,  Chicago,  111. 
COBNETT,  JULIUS  VICTOR,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Galveston,  Tex.,  September  22,  1917. 

Died:  Scout  patrol  No.  1092,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mamie  S.  Cornett,  1712  Twenty-ninth  Street,  Galveston, 

Tex. 
COBSON,  HARBY  LE  ROY,  chief  electrician  (G),  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  January  19,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned  at  sea. 

Next  of  kin :  Wife,  Mrs.  Hazel  Corson,  227  Tennessee  Street,  Vallejo,  Calif. 
CORUN,  MARSHALL  UNDERWOOD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  3,  1917. 

Died:  S.  S.  Rochester,  November  3,  1917. 

Cause :  Died  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Mother,  Annie  Corun,  R.  R.  11,  Lexington,  Ky. 

COSGRAY,  WILLIAM  Ross,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  May  28,  1917. 

Died:  Brest,  France,   March   12,   1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  Robert  Cosgray,  Allister,  W.  Va. 

COSKEY,  LEON  JOSEPH,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,   Mich.,  February  23,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  April  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Frances  Coskey,  1477  Fifteenth  Street,  Detroit,  Mich. 
COSSETT,  OLIVER  HENBY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  10,  1917. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  N.  Y.,  October  9,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Wife,  Jesse  G.  Cossett,  Fife  Lake,  Mich. 
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COSTELLO,  FRANK  EDMUND,  seaman,  second  class,  United  State*  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  May  29,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Mary  S.  Costello,  122  Towanada  Street,  Whitehaven,  Pa. 
COSTELLO,  WILLIAM  PATRICK,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  9,  1915. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  May  21,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Hellen  Costello,  12  Miller  Street,  Stamford,  Conn. 
COSTIGAN,  MAURICE  .TOSKPH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Jane  Costigan,  159  Harbe  Street,  East  Boston,  Mass. 
•COTTER,  DANIEL  ALOYSIUS,  storekeeper,  third  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  15,  1917. 

Died :  U.  S.  S.  Conner,  June  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Margaret  Cotter,  7147  Upland  Street,  Pittsburgh,  Pa. 
COTTER,  JOHN  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  Cotter,  151  Alabama  Street,  Buffalo,  N.  Y. 
COTTLE,  WALTER  RALEIGH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C.,  October  9,  1917. 

Died :  U.  S.  S.  Hartford,  December  28,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Mother,  Carrie  A.  Cottle,  Chinquapin,  N.  C. 

COTTON,  CHARLES  HOWARD,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  28,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  October  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father.  Charles  E.  Cotton,  19  Waller  Avenue,  Ossining,  N.  Y. 
COTTON,  FRANCIS  EDWIN,  chief  electrician  (R),  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  2,  1912. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Blanch  R.  Cotton,  316  West  Roosevelt  Street,  Phoenix, 

Ariz. 
COTTRELL,  PAUL  KIRK,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  1,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Beatrice  Cottrell,  642  South  Eighth  Street,  Louis- 
ville, Ky. 
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COUFAL,  ROBERT,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Coufal,  Schuyler,  Nebr. 
COUGHLIN,  DANIEL  LANE,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  10,  1917. 

Died :  Vallejo,  Calif.,  May  10,  1917. 

Cause:  Burns. 

Next  of  kin :  John  T.  Coughlin,  Augusta,  Ky. 

COUGHLIN,  EDWABD  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  January  9,  1918. 

Died:  Naval  training  station,  Hingham,  Mass.,  February  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Coughlin,  92  Woodrow  Avenue,  Dorchester, 

Mass. 
COULTER,  ABTHTJB  BEBNABD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Wilkes-Barre,  Pa.,  August  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Coulter,  65  Hayes  Lane,  Wilkes-Barre,  Pa. 
COULTER,  JOHN  HENBY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Francis  Coulter,  6  Bell  Street,  Stamford,  Conn. 
COULTHUBST,  ALBERT  STEPHEN,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  9,  1917. 

Died :  At  home,  October  28,  1918. 

Cause :  Pneumonia,  bronchb. 

Next  of  kin :  Mother,  Julia  Coulthurst,  283  Union  Avenue,  Paterson,  N.  J. 
COUNIHAN,  MAY  MABGARET,  yeoman  (F.),  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  July  2,  1917. 

Died :  General  hospital,  Boston,  Mass.,  October  3, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Cousin,  Mrs.  Francis  Flanagan,  Boston,  Mass. 
COUPE,  CLIVE  NATHANIEL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  26,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  4,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  Coupe,  Vernal,  Utah. 

COURTNEY,  CHARLEY  EDMUND,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakesr  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Courtney,  Raymondville,  Mo. 
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COUKTNEY,  HABOLD  JOSEPH,  quartermaster,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Chicago,  111.,  February  25,  1918. 

Died :  U.  S.  S.  Louisville,  September  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  V.  Courtney,  1622  Greenway  Avenue,  Columbus, 

Ohio. 
COUSINS,  LEE,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  22,  1918. 

Died :  Submarine  base,  San  Pedro,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  W.  Cousins,  590  Afton  Street,  Johnson  City, 

Tenn. 
Couru,  LEON  PETEB,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  31,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Frank  C.  Coutu,  Irving,  Mass. 
COVE,  JAMES  HENRY,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  June  28,  1918. 

Died :  New  York,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife.  Henrietta  B.  Cove.  38  Culver  Street,  Seymour,  New 

Haven,  Conn. 
COVINGTON,  WILLIAM  ISAAC,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  May  27,  1918. 

Died:  Naval  base  hospital  No.  5,  Brest,  France,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Sallie  H.  Covington,  R.  F.  D.  1,  Lennig,  Va. 
COWAN,  JAMES  ALLEN,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  San  Francisco,  Calif.,  May  22,  1918. 

Died:  Mare  Island,  Calif.,  June  15,  1918. 

Cause:  Gastro,  enteritis. 

Next  of  kin :  Grandmother,  Hanna  E.  Cowan,  246  East  D  Street,  Coalinga, 

Calif. 
COWAN,  WINSLOW  EDWARD,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  September  29,  1916. 

Died:  Naval  hospital,  League  Island,  Pa.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  T.  Cowan,  Whltwell,  Tenn. 
COWELL,  GILBERT  WALTER,  seaman,  second  class,  United  States  Navy. 

Enlisted,  Philadelphia,  Pa.,  April  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Charlotte  Cowell,  2845  North  Lawrence  Street,  Phil- 
adelphia, Pa. 
COWL,  JOHN  FREW,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  May  21,  1918. 

Died :  U.  S.  S.  M6rcy,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Cowl,  37  Broadway,  Wheeling,  W.  Va. 
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COWLES,  ROBERT  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  May  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Grandmother,  Jereta  Richards,  327  Carroll  Avenue,  Bridge- 
port, Conn. 

COWLES,  ROY  FRANCIS,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  May  31,  1917. 

Died :  U.  S.  S.  Siboney,  October  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  James  Cowles,  41  Ohio  Street,  Vallejo,  Calif. 
COWLING,  FREMONT  STIRL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  August  6,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  6,  1917. 

Cause:  Diphtheria. 

Next  of  kin:  Father,  John  W.  Cowling,  Ljup  City,  Nebr. 
Cox,  ADAM  ANTHONY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  30,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  20,  1917. 

Cause:  Measles  and  pneumonia. 

Next  of  kin :  Mother,  Mary  P.  Cox,  Campti,  La. 

Cox,  ALBERT  PATRICK,  landsman  for  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  August  8,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Cox,  256  Eustis  Street,  Roxbury,  Mass. 
Cox,  ARCHIE  JAY,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lee  Cox  Emerson,  R.  7,  Chillicothe,  Miss. 
Cox,  BRIGHT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Georgetown,  S.  C.,  May  24,  1917. 

Died :  Subchaser  base,  Corfu,  France,  August  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Flossie  Cox,  Blooniingdale,  S.  C. 

Cox,  CARLTON  BENNETT,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  23,  1917. 

Died:  Malvern,  Pa.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Addie  S.  Cox,  Malvern,  Pa. 
Cox,  COY  WRIGHT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  June  4,  1918. 

Died :  New  York,  N.  Y.,  July  28,  1918. 

Cause :  Drowned  while  in  swimming. 

Next  of  kin :  Mother,  Alice  Cox,  1346  West  Ray  Street,  Indianapolis,  Ind. 
Cox,  ERNEST  DEWEY,  seaman,  second-class,  United  States  Naval  Reserve  Force. 

Enlisted :  Charleston,  S.  C.,  Apr  if  19,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  February  1,  1918. 

Cause :  Abscess  of  lung. 

Next  of  kin :  Mother,  Ella  M.  Cox.  6  Cooper  Street,  Charleston,  S.  C. 
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Cox,  GEORGE  WHILDEN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  7,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Em nm  E.  Cox,  Bowling  Green,  Fla. 
Cox,  JAMES  MICHAEL,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  June  5,  1917. 

Died :  Naval  hospital,  Gibraltar,  October  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Marguerite  Cox,  1060  Madison  Avenue,  Albany,  N.  Y. 
<Jox,  MEARL  RALPH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  March  29,  1917. 

Died :  S.  S.  Rochester,  November  3,  1917. 

Cause:  Killed  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Father,  Abner  C.  Cox,  4524  Garfield  Avenue,  Kansas  City,  Mo. 
Cox,  SAMUEL  TALMAGE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  13.  1917. 

Died:  Naval  hospital,  Norfolk.  Va..  January  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Mattie  S.  Cox,  1226  East  Fair  Street,  Atlanta,  Ga. 
CRABTKEE,  JAMES  ERSKIN,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  June  14,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Father,  Bertie  A.  Crabtree,  Beaver,  W.  Va. 
CBAIG,  CLIFFORD  H.,  engineman,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  30,  1917. 

Died :  U.  S.  S.  Herman  Fraach,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Mother.  Abagail  D.  Craig,  654  West  Nineteenth  Street,  Des 

Moines,  Iowa. 
CRAIG,  DAVID  EARL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  14.  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nannie  Craig,  Midlothian,  Tex. 
CRAIG,  JOSEPH  S.,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted:  Newport,  R.  I.,  May  16,  1917. 

Died:  At  home,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  George  L.  Craig,  Sewickley,  Pa. 
CRAIG,  WALLACE  CHARLES,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  April  10,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  11,  1918. 

Cause :  Dilatation,  acute  cardiac. 

Next  of  kin :  Father,  Charles  G.  Craig,  Westerly,  R.  I. 
CHAIN,  SAMVEL  HARVEY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  April  3,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  April  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Clara  Crain,  Merryville,  La. 
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CUAMMEU,  EARNEST  RANDOLPH,  seaman.  United  States  Navy. 

Enlisted:  Newark.  N.  J.,  May  29,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin  :  Father,  John  Crammer,  816  Sewall  Avenue,  Asbury  Park,  N.  J. 
CRANE,  CHARLES  HERB,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  June  21,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  V.  O.  Crane,  Collbran,  Colo. 

•CRANE,  CLAUDE  MARSHALL,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Indianapolis,  Ind.,  November  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Olie  Crane,  29i  South  Washington  Street,  Danville, 

Ind. 
CRANE,  DANIEL  BRUCE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  April  30,  1917. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mary  H.  Crane,  2710  Augustine  Court,  Los  Angeles, 

Calif. 
ORANE,  FRANK  PATRICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  3,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Mother,  Helen  McCarthy,  315  East  Jersey  Street,  Elizabeth, 

N.  J. 
CRANE,  GILES  FOY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  January  25,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Elias  W.  Crane,  Bingen,  Ark. 
CRANK,  THOMAS  JOSEPH,  pharmacist's  mate,  third  class.  United  States  Navy. 

Enlisted:  Detroit.  Mich.,  February  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Agnes  Crane,  774  Clamton  Street,  Los  Angeles,  Calif. 
CRAVEN,  HENRY  SMITH,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  July  25,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Barbara  Craven,  Chester,  Pa. 
CRAVENS,  CLEM  CASSIUS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  30.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dora  S.  Cravens,  K.  R.  18,  Williamsfield,  111. 
GRAVER,  JAMES  HOWARD,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  February!,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  19,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  .Tenney  Graver,  Newark.  N.  J. 
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CRAWFORD,  CLIFFORD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  June  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 
•  Next  of  kin :  Mother,  Belle  Crawford,  958  West  Court  Street.,  Cincinnati. 

Ohio. 
CRAWFORD,  EARL  HASTINGS,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  16,  1916. 

Died:  U.  S.  S.  Glacier,  September  17,  1917. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Joe  Crawford,  1410  South  Congress  Avenue,  Austinr 

Tex. 

CRAWFORD,  FRANK  MONTGOMERY,    landsman    for    quartermaster     (A),   United 
States  Naval  Reserve  Force. 

Enlisted:  El  Paso,  Tex.,  July  22,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Daughter,  Loreua  R.  Crawford,  Box  98,  Alpine,  Tex. 
CRAWFORD,  OTTIE  GILBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  3,  1917. 

Died :  Navy  recruiting  station,  Indianapolis,  Ind.,  May  13,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Crawford,  Fowle,  Ind. 
CRAWFORD,  PAUL,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  August  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Margaret  Crawford,  426  Second  Street,  Brooklyn,  N.  Y. 
CRAWFORD,  RALPH  CODY,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died :  U.  S.  S.  Alabama,  January  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Chloe  Crawford,  2703  Holmes  Street,  Dallas,  Tex. 
CRAWFORD,  WILLIAM  NARROW,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Pittsburgh,  Pa.,  April  27,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Wife,  Alberta  M.  Crawford,  Juniata,  Pa. 

CREEL,  CHARLIE  L.,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Charleston,  S.  C.,  December  11,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  February  10,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Mary  E.  Creel,  JohnsonviHe,  N.  C. 

CREEL,   JAMES   FREDERICK,   apprentice   seaman,   United    States   Naval    Keserve 
Force. 

Enlisted:  Pittsburgh,  Pa.,  July  15,  1918. 

Died:  Naval  hospital,  Groat  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Katherine  W.  Creel,  Waynesburg,  Pa. 
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•CBEIGHTON,  ALFRED  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Denver,  Colo.,  July  11,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  November  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  David  Creighton,  518  Deuel  Street,  Fort  Morgan,  Colo. 
CREWS,  JOHN  BENTLET,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  August  3,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kate  Crews,  Hope,  Ark. 

CRILLY,  CORNELIUS  AUGUSTINE,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Staten  Island,  N.  Y.,  July  26,  1917. 

Died :  U.  S.  S.  Black  Haick,  August  13,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mrs.  Peter  Crilly,  63  Sherman  Avenue,  Touipkinsville,  Staten 

Island,  N.  Y. 
CKELLY,  JOHN,  Jr.,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  February  4,  1918. 

Died :  North  Sydney,  Nova  Scotia,  September  28,  1918. 
.  Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Crilly,  3200  Thirteenth  Street  NW.,  Washing- 
ton, D.  C. 
CHISMAN,  LEO  B.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  29,  1917. 

Died :  Naval  hospital,  Virgin  Islands,  August  4,  1918. 

Cause:  Angina  ludovlci. 

Next  of  kin :  Mother,  Ida  L.  Crisman,  Armour,  S.  Dak. 
•CRISPIN,  WALLACE  T.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted;  Newport,  R.  I.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  6,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Andrew  Crispin,  31  Chandler  Street,  West  Soiner- 

ville,  Mass. 
CRITSER,  Ross,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  September  17,  1917^ 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,  Nettie  Critser,  East  Jefferson  Street,  Little  Falls, 

N.  Y. 
CROCKER,  ALONZO  W.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Providence,  R.  I.,  March  2,  1917. 

Died :  U.  S.  S.  Marietta,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  N.  Crocker,  690  Academy  Avenue,   Provi- 
dence, R.  I. 
CROCKER,  RALPH  THOMAS,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  19,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  J.  Crocker,  37  Lewis  Avenue,  Winthrop.  Mass. 
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CROCKKTT,  PAVL  HOMER,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  May  17,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:  Father,  John  J.  Crockett,  Raven,  Va. 

CROCKETT,  TUBMAN  LEWIS,  ship's  cook,  third  cluss.  United  States  Naval  Reserve 
Force. 

Enlisted:  Tangier,  Va.,  April  28,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Lillian  Crockett  King,  Tangier,  Va. 
CROCKWELL,  ALOYSIUS  HENRY,  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  20,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  Thomas  Peters  (address  not  known). 
CROFT,  HUGH  ST.  ELMO,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  14;  1917. 

Died :  U.  S.  S.  Pocahontas,  June  17,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  George  H.  Croft,  Sisseton,  S.  Dak. 
CROFT,  WALTER  HOWARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  7,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Howard  Croft,  Garrison,  N.  Y. 

CROMER,  LUTHER  VINCENT,  seaman,  second  class,  United  States  Naval  Reserve- 
Force. 

Enlisted:  Cincinnati,  Ohio,  June  7,  1918. 

Died :  Naval  air  station,  Kilingholm,  October  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Peyton  E.  Cromer,  2561  East  Main  Street,  Springfield, 

Ohio. 
CROSBY,  GRANT,  engineman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Denver,  Colo.,  July  26,  1918. 

Died :  Naval  air  station,  San  Diego,  Calif.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Fern  Crosby,  121  West  Las  Animas  Street,  Colorado 

Springs,  Colo. 

CROSBY,  PAUL  CLOWNEY,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  May  28,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ellen  Meador,  Winnsboro,  S.  C. 
CROSKAY,  HUBERT  HOPE,  ship  fitter,  second  class,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  June  2,  1917. 

Died:  Naval  headquarters,  Paris,  France,  April  17,  1918. 
Cause:  Fractured  skull. 

Next  of  kin:  Mother,  Isabelle  C.  Croskay,  1948  First  Street,  San  Diego,. 
Calif. 
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CKOSS,  CHABLES  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  31,  1917. 

Died :  U.  S.  S.  Solace,  September  20,  1917, 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Jessie  Blake,  Petrosky  Avenue,  Detroit,  Mich. 
CROSS,  HARRY  FREDERICK,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  22,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Eva  Cross,  Maple  Street,  Lee,  Mass. 
CROSS,  JAMES  FRANK  MORISON,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  11,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Mary  J.  Cross,  8  Merchants  Street,  Newport,  R.  I. 
GROSSMAN,  KENNETH  CARLTON,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jessie  M.  Grossman,  877  Oak  Street,  Salem,  Oreg. 
CROSTHWAITE,  ORBRY  DE,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Cincinnati,  Ohio,  August  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  P.  Crosthwaite,  Georgetown,  Ky. 
CROSWELL,  WILLIAM  HATCHER,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Norfolk,  Va.,  June  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Carrie  E.  Croswell,  2335  West  Grace  Street,  Rich- 
mond, Va. 
CROTHERS,  AUSTIN  DECATUR,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  15,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  James  H.  Crothers,  Oxford,  Pa. 
CBOTTY,  WILLIAM  JOSEPH,  seaman,  second  class,  N.  N.  V. 

Enlisted :  South  Norwalk,  Conn.,  April  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  4,  1918. 

Cause:  Spinal  meningitis. 

Next  of  kin :  P.  G.  Grotty,  59  Stevens  Street,  Norwalk,  Conn. 
CROW,  RILEY  THOMAS,  engineman,  first  class,  United  States  Navy. 

Enlisted :  Rio  de  Janeiro,  Brazil,  September  16,  1918. 

Died :  Rio  de  Janiero,  Brazil,  October  22,  1918. 

Pause:  Influenza. 

Next  of  kin :  Mother,  Martha  L.  Crow,  Loraine,  Oreg. 
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CBOWE,  COLLINS  ALWIN,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Reno,  Nev.,  September  25,  1917. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Leta  K.  Barnett,  corner  Valencia  and  Seventh  Streets, 

Los  Angeles,  Calif. 

CBOWE,  EDMUND  JAMES,  seaman,  second  class  (A),  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  August  20,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  December  25,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Michael  F.  Crowe,  311  Sixth  Street,  Parkersburg, 

W.  Va. 
CBOWE,  SAMUEL  FRANKLIN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  January  22,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  28,  1917. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Father,  Michael  Crowe,  Mankato,  Minn. 
CBOWELL,  BENTON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  23,  1917. 

Caoise :  Broncho  pneumonia. 

Next  of  kin :  Mother,  Annie  Crowell,  Fisher,  La. 
CBOWELL,   MARK   Loucis,  fireman,  third  class,  United   States  Naval  Reserve 

Force. 
.  Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charley  E.  Crowell,  Stockton,  Kans. 
CBOWLEY,  DANIEL  JOSEPH,  Engineman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  10,  1915. 

Died :  U.  S.  S.  Walke,  July  29,  1918. 

Cause:  Accidentally  drowned. 

Next  of  kin :  Wife,  Catherine  A.  Crowley,  63  Hinkley  Street,  Sommerville, 

Mass. 
CBOWLEY,  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  24,  1917. 

Died :  S.  S.  Rochester,  November  3,  1917. 

Cause:  Overexposure. 

Next  of  kin :  Mother,  Catherine  Crowley,  550  East  One  hundred  and  thirty- 
fourth  Street,  New  York,  N.  Y. 
CBOWLEY,  JOHN,  boilermaker,  United  States  Navy. 

Enlisted :  Navy  recruiting  station,  Seattle,  Wash.,  June  11,  1917. 

Died :  U.  S.  S.  Philadelphia,  March  19,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Wife,  Joaplim  Crowley,  449  Sixth  Street,  Bremerton,  Wash. 
CBOWLEY,  JOSEPH  CORNELIUS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  February  26,  1917.  t 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Mother,  Sarah  Crowley,  6  Everitt  Street,  Charleston,  Mass. 
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CBUDO,  EUGENIO  C.,  first  musician,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  22,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Conception  Crudo,  1040  State  Street,  San  Diego,  Calif. 
CBITPIN,  SOLOMON,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Pelhain  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Max  Crupin,  113  West  One  hundred  and  fourteenth 

Street,  New  York,  N.  Y. 

CBUTCHETT,  HABOLD  EDWABD,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Eva  M.  Crutchett,  Armour,  S.  Dak. 

CRUZ,  AGAPITO  DE  LA,  carpenter's  mate,  first  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  August  10,  1917. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  November  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Maria  Lindo,  Manila,  P.  I. 
CBUZ,  JUAN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Guam,  Midway  Islands,  October  2,  1917. 

Died :  IT.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Maria  P.  Valensuela,  Agana,  Guam. 
CUBBEKLEY,  CHESTER  CUBTIS,  quartermaster,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  30,  1917. 

Died :  Steamship  Frederick  R.  Kellogg,  August  13,  1918. 

Cause :  Drowned  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Isaac  N.  Cubberley,  44  South  Fifth  Avenue,  Long 

Branch,  N.  J. 
CUIZON,  JOSE,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Manila,  P.  I.,  June  25,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Hilaria  Costantino,  Gapan,  North  Ecija,  P.  I. 
CULLEN,  LEO  MARTIN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Wilkes-Barre,  Pa.,  July  15,  1918. 

Died :  Naval  hospital,  Puget  Sound,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bridget  Cullen,  45  North  Street,  Luzerne,  Pa. 
CULLEN,  PAUL  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  December  11,  1917. 

Died :  French  marine  hospital,  Rochefort,  France,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Cullen,  902  Poplar  Street,  Oakland,  Calif. 
174483—20 14 
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GULP,  GEORGE  BKNJAMIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  May  1,  1917. 

Died :  Seaside  Hospital,  Long  Beach,  Calif.,  July  20,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  George  B.  Gulp,  North  Yakima,  Wash. 
GULP,  JAMES  ENOCH,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Miss  Gay  Gulp,  Spartenburg,  S.  C. 
CULVEB,  PHILIP  HAMILTON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  21,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Therese  B.  Culver,  824  East  Forty-fifth  Street,  Chi- 
cago, 111. 
GUMMING,  BRYANT  FLOUKNEY,  h'reman,  first  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  May  22,  1917. 

Died :  U.  S.  S.  Comfort,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  B.  Gumming,  1111  North  Twenty-fourth  Street, 
Birmingham,  Ala. 

GUMMING,  JOHN  WILLIAM,  gunner's  mate,  third  class,  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  December  5,  1916. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 
Next   of   kin:    Mother,    Anna    Gumming,    1214    East    Sixty-fourth    Street, 

Chicago,  111. 

CUMMINGS,  JAMES,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  April  4,  1917. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  battle  with  enemy  submarine. 
Next  of  kin:  Mother,  Nellie  Cummings,  2917  Fairmount  Street,  Kansas 

City,  Mo. 
CUMMINGS,  JOHN  JOSEPH,  Jr.,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Boston,  Mass.,  May  28,  1918; 
Died :  At  home,  October  4,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  John  J.  Cummings,  70  Blossom  Street,  Haverhiil, 

Mass. 

CUMMINS,  LAWNEY  LAWRENCE,  seaman,  N.  N.  V. 
Enlisted:  Mare  Island,  Calif.,  April  18,  1916. 
Died :  Naval  Hospital,  Mare  Island,  Calif.,  May  26,  1917. 
Cause:  Nephritis. 

Next  of  kin :  Mother,  Mrs.  P.  S.  Cummins,  Eureka,  Calif. 
GUMP,  IRVIN  RANKIN,  landsman  for  yeoman,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  August  12,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  James  H.  Gump,  Marion,  Pa. 
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CUNARD,  LOYD  HILAN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  January  25,  1918. 

Died :  U.  S.  S.  San  Diego,  May  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  B,  Cunard,  Crescent,  Okla. 
CUNNINGHAM,  CHARLES  DAVID,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  January  4,  1916. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Cunningham.  513  High  Street,  West  Hohokon, 

N.  J. 

CUNNINGHAM,  DALE  LEWIS,  hospital  apprentice,   second   class.   United   States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mildred  Bowers,  1026  Detroit  Avenue,  Toledo,  Ohio. 
CUNNINGHAM,  JOHN  PHIL,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  August  6,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  25, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  M.  Cunningham,  58  South  Potter  Street,  Bell- 

fonte,  Pa. 

CUNNINGHAM,  KENNETH  NOBLE,  seaman,  second  class,   United  States  Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  23,  1918. 

Died :  Richland  Center,  Wis.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Laura  L.  Cunningham,  Richland  Center,  Wis. 
GUPPLES,  HUBERT  LESTER,   apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enlisted  :  Little  Rock,  Ark.,  July  24,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  C.  C.  Cupples,  Marmaduke,  Ark. 

CUBRENCE,  LELAND  KITTLE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  June  25,  1918. 

Died :  U.  S.  S.  Mercy,  October  8, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Dianah  Currence,  Beverly,  W.  Va. 
GUBRIE,  JAMES  ROSCOE,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  9,  1918. 

Died :  U.  S.  S.  Alabama,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Pearl  Currie,  Brookston,  Ind. 
CURRIE,  JESSE  MELLON,  chief  electrician,  United  States  Navy. 

Enlisted :  U.  S.  S.  Kansas,  May  4,  1915. 

Died :  Naval  hospital,  Canacaco,  P.  I.,  July  25,  1917. 

Cause:  Burns. 

Next  of  kin :  Father,  William  E.  Currie,  3946  Williamsburg  Avenue,  Rich- 
mond, Va. 
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CUBBIES,  ROLAND  LEKOY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  22,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Lucy  A.  Southwick,  108  East  Park,  Blair,  Nebr. 
CUBRIN,  GLAUENCE  WATSON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  May  28,  1918. 

Died:  Norfolk,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Buuar  Crenshaw,  R.  F.  D.  3,  Keysville,  Va. 
CURRY,  EUGENE  EDWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  11,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Eugene  Curry,  802  Avenue  D,  Miami,  Fla. 
CURRY,  JOSEPH  PATRICK,  chief  water  tender,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  August  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  14,  1918. 

Cause:  Choleithiasis. 

Next  of  kin :  Father,  Joseph  T.  Curry,  Hotel  Touraine,  Boston,  Mass. 
CUBTIN,  JAMES  HENRY,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  November  15,  1917. 

Died :  Somerville,  Mass.,  November  17,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Mother,  Catherine  Ctirtin,  9  Tennyson  Street,  Winter  Hill, 

Mass. 
CUBTIS,  CLIFTON,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  16,  1917. 

Died :  U.  S.  S.  Carola,  August  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  C.  W.  Curtis,  Swanton,  Ohio. 
CURTIS,  HOWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  September  11,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Edwin  L.  Curtis,  R.  F.  D.  1,  box  20,  Fredericks- 
burg,  Va. 
CURTIS,  KENNETH  ALBERT,  quartermaster  (A),  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  January  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  M.  Curtis,  Tecumseh,  Nebr. 
CUBTIS,  RALPH  ANTON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  29,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  15,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Uncle,  Joseph  Mihle,  Victor,  Colo. 

CUSHMAN,   ROBEKT,  Jr.,  quartermaster,   first  class    (A),   United   States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  L,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  3,  1918. 

Cause :  Tuberculosis,  acute  pneumonia. 

Next  of  kin  :  Father,  Robert  Cushman,  sr.,  26  Green  Street,  Pawtucket,  R.  I 
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CUTHBERT,  BLAKE,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  31,  1917. 

Died :  Naval  forces,  foreign  service,  October  17,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Jennie  Cuthbert,  Rockport,  Wash. 

CUTTING,    ROBEBT   MILLER,    seaman,    second    class,    United    States    Naval   Re- 
serve Force. 

Enlisted :  Navy  rifle  range,  Camp  Logan,  111.,  December  14.  1917. 

Died :  Navy  rifle  range,  Wakefield.  Mass.,  April  1,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  C.  C.  Cutting,  422  Stuart  Avenue,  Kalamazoo,  Mich. 

D'ABREU,  JOHN  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  April  24,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  23,  1917. 

Cause :  Aneurism. 

Next  of  kin :  Wife,  Mary  D'Abreu,  149  Center  Street,  Dorchester,  Mass. 
DADDOW,  LLOYD  ARCHABALD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  14,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  14,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Ella  Daddow,  Dallas,  Pa. 
DAIGLE,  JOSEPH  ERNEST,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  21,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Simon  Ernest  Daigle,  Hope  Villa,  La. 
DAKE,  FRANK  JOE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  22,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  E.  Dake,  800  East  Dale  Street,  Springfield,  Mo. 
DALE,  ROBERT  RADFORD,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  June  16,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  September  15,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Dale,  box  243,  Louisville,  Colo. 
DALES,  JOHN  ELDIS,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  12,  1917. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nancy  Mary  Dales,  University  Park,  Iowa. 
DALLAS,  CECIL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa,.  May  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  9,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Father,  David  Dallas,  3046  North  Fifth  Street,  Philadelphia, 

Pa. 
DALNES,  HAROLD  ED.,  electrician,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Ellen  M.  Dalnes,  723  Myrtle  Street,  Crookston,  Minn. 
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DAI/TON,  CAUL  LEWIS,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  24,  1915. 

Died:  U.  S.  S.  Tampa,  September  26,  1918. 

Cause:  Died  when  vessel  was  lost. 

Next  of  kin :  Father,  Lycurgus  E.  Dalton,  Gastonia,  N.  C. 

DALTON,  LEBOY  SELVESTEB,  seamen,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  May  16,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  14,  1918. 

Cause:  Pneumonia  following  influenza. 

Next  of  kin :  Father,  John  Dalton,  Hartford,  S.  Dak. 
DALTION,  JAMES  HABBY,  fireman,  first  class,  United  States  Navy  (G.  C.  M.  P.). 

Enlisted :  New  York,  N.  Y.,  June  10, 1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Mrs.  Sarah  Doane,  571  Bennington  Street,  East  Boston, 

Mass. 
DALY,  EDWABD  MICHAEL,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  September  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  John  Daly,  65  North  Odgen  Street,  Buffalo,  N.  Y. 
DALY,  HUGH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  4, 1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Hugh  Daly,  5529  Columbia  Avenue,  St.  Louis,  Mo. 
DALZELL,  ELGIN  RAY,  seaman,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  August  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  18,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Father,  Clifton  H.  Dalzell,  Paris,  Ky. 
DAMASCHKE,  HABKY  C.,  seaman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 

Died :  U.  S.  S.  Von  Steuben,  July  14,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  August  Damaschke,  153  Alphonse  Street,  Rochester, 

N.  Y. 
DAMAVABA,  CHBIST,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Cyclops,  December  1, 1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Katherine  Damavara,  Limmos,  Greece. 
DAMSEL,  CLYDE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Virginia  Damsel,  61  Eleventh  Street,  Wheeling.  W.  Va. 
DANCY,  ISAAC,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  January  12,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  Norman  M.  Dancy,  Vannoy,  N.  C. 
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DANIEL,  JOSEPH  ROLAND,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  April  3,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  at  sea. 

Next  of  kin :  Mother,  Carrie  A.  Daniel,  398  Broad  Street,  Darlington,  S.  C. 
DANIELL,  JAMES  EABNEST,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  18,  1913. 

Died :  Naval  hospital,  Charleston,  S.  C.,  February  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Pearl  Daniell,  R.  R.  4,  box  30,  Lawton,  Okla. 
DANIELS,  JAMES  GANSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  28,  1918. 

Died :  Naval  Auxiliary  Rex.  School  Municipal  Pier,  Chicago,  111.,  October  5, 
1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Josephine  S.   Daniels,  4708  Rockhill  Road,  Kansas 

City,  Mo. 
DANIELS,  JOSEPH  BBECKINBIDGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  August  19,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  16,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Mrs.  J.  F.  Daniels,  97  Market  Street,  Annapolis,  Md. 
DANIELS,  LOBEN  RAYMOND,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  March  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  3,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Emma  J.  Wilson,  71  East  Union  Street,  Newark,  N.  J. 
DANIELSON,  CHBISTIAN  PETEB,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Salt  Lake.  City,  Utah,  October  10,  1917. 

Died :  U.  S.  S.  Comfort,  June  9,  1918. 

Cause :  Injuries  from  railroad  accident 

Next  of  kin :  Mother,  Marie  Danielson,  box  8,  Byrum,  Utah. 
DANN,  CHABLES  LAFAYETTE,  chief  water  tender,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  26,  1917. 

Died :  New  York,  N.  Y.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sybelia  Agnes  Dann,  118  Hone  Street,  Kingston,  N.  Y. 
DANNEMILLEB,  VINCENT  DE  PAUL,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Cleveland,  Ohio,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111..  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Solomon  Dannemiller,  Doylestown,  Ohio. 
DANNENBEBG,  FEED  HENBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind  ,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,,  111.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Dannenberg,  Jewell.  Ohio. 
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DANNEB,  HARBY  KNOWLES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sarah  Banner,  Blanchard,  Iowa. 
DANZ,  WILLIAM  FEED,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  July  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Emma  R.  Danz,  1249  Halstead  Street,  Muscatine, 

Iowa. 
DABBY,  CHESTER  ABMSTBONG,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause: Influenza. 

Next  of  kin:  Mother,  Eva  Armstrong  Darby,  box  552,  Colorado  Springs, 

Colo. 
DABBY,  JAMES  GERALD,  apprentice  seaman,  United  States  Naval  Reserve  Forca 

Enlisted:  Detroit,  Mich.,  September  28,  1918. 

Died :  Naval  Hosiptal,  Great  Lakes,  111.,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Darby,  box  600,  St.  Ignace,  Mich. 
DABLING,  JOSEPH,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  May  1,  1915. 

Died :  Receiving  ship,  Mare  Island,  Calif.,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  E.  Darling,  22  Amsden  Street,  Arlington,  Mass. 
DARLING,   LEON  WALLACE,  fireman,  first  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Abbie  Darling,  Summerland,  Calif. 
DARNELL,  WILLIAM  CARL,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mana  Darnell,  Browns  Grove,  Ky. 
DARNELL,  WILLIAM  LEE,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  12,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost. 

Next  of  kin :  Wife,  Marie  L.  Darnell,  308  State  Street,  Berkley,  Va. 
DABNOLD,  RAY  LAW,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  June  4,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  February  16,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Leroy  Darnold,  6820  Lakewood  Avenue,  Chicago,  111. 
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DABEAGH,  PATBICK  JOSEPH,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  7,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  A.  Darragh,  25  Catherine  Street,  Bridgeport, 

Conn. 
DABBOW,  EVEBETT  LELON,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  15,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Will  Darrow,  Snyder,  Tex. 

DATEB,  WALDO  VAN  DYKE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Dater,  178  Sixth  Avenue,  North  Troy,  N.  Y. 
DAUB,  WILFBED  FBANKLIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Elizabeth  Daub,  Linfleld,  Pa. 
DAUGHERTY,  ALBERT  LEWIS,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  December  18,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  18,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Michael  Daugherty,  415  Arlington  Avenue,  Newark, 

Ohio. 

DAUGHTON,  LEO  MOBBIS,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Grand  River,  Iowa,  June  4,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hannah  Griffin  Daughton,  Grand  River,  Iowa. 
DAUM,  HABBY  JULIUS,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  May  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Daum,  1818  Doty  Street,  Oshkosh,  Wis. 
DAUSEB,  ANTHONY  AUGUSTUS,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  March  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 

Cause:  Embolism. 

Next  of  kin:  Father,  Thomas  Dauser,  1320  Twenty-second  Avenue,  Tus- 

caloosa,  Ala. 
DAVENPOBT,  EVERETT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C.,  May  30,  IMS. 

Died :  No.  3  Hospital,  Leith,  Scotland,  November  3,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  John  W.  Davenport,  Paw  Creek,  N.  C. 
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DAVID,  ALFRED  CAKI.TON.  iMiidsinun  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Atlanta,  Ga.,  July  17,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Bobie  Kendrick  David,  R.  F.  D.  1,  Columbus,  Ohio. 
DAVIDSON,  JAS.  CLARENCE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Annie  Davidson,  2706  Seventh  Street,  Meridian,  Miss. 
DAVIDSON,  THROCK  MORTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  8,  1918. 

Died :  Steamship  Palmer,  at  Conneaut,  Ohio,  October  8,  1918. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :  Wife,  Mrs.  K.  B.  Davidson,  1523  North  Topeka  Street,  Wichita, 

Kans. 

DAVIDSON,  VERDEN  ORVAL,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  Bolinas,  Csrtif.,  April  7,  1918. 

Died :  Naval  air  station,  San  Diego,  Calif.,  November  2,  1918. 

Cause :  Influenza,  with  pleurisy. 

Next  of  kin :  Wife,  Mary  Davidson,  Bolinas,  Calif. 

DA  VIES,  GEORGE  FORREST,  landsman  for  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  June  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Alfred  Jas.  Davies,  14401  Coit  Road,  Cleveland,  Ohio. 
DAVIS,  ALBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Harriet  Gundy  Davis,  Perham,  Minn. 
DAVIS,  ALVIN  ELLIOTT,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enlisted:  Washington,  D.  C.,  February  18,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lottie  Davis,  3117  South  Dakota  Avenue,  NE.,  Wash- 
ington, D.  C. 

DAVIS,  CHARLES  ERWIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Helen  Marvel  Davis,  Marion,  Ky. 
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DAVIS,  DENSKL  LEE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif.,  June  19,  1918. 

Died:  Mare  Island,  Calif.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Harris  Davis,  1727  East  Sixty-ninth  Street, 

Los  Angeles,  Calif. 
DAVIS,  EDWARD  LEE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C.,  March  5,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  William  J.  Davis,  Warrenton,  N.  C. 

DAVIS,  ELMER  H.,  landsman  for  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Omaha,  Nebr.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Laura  Adelia  Davis,  Madison,  S.  Dak. 
DAVIS,  FBANK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Johnstown,  Pa.,  June  21,  1918. 

Died:  Philadelphia,  Pa.,  September  8,  1918. 

Cause:  Found  dead  on  railroad  train. 

Next  of  kin :  Father,  Harry  Davis,  Patton,  Pa. 

DAVIS,  FBANK  JOHN,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  13,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Grace  Ann   Davis,  733   Brooklyn   Street,   Philadel- 
phia, Pa. 
DAVIS,  GEORGE  THOMAS,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  February  24,  1917. 

Died :  U.  S.  S.  Aylvnn,  January  4,  1918. 

Cause:  Drowned  at  sea. 

Next  of  kin :  Wife,  Christian  Davis,  42  Graham  Street,  Jersey,  N.  J. 
DAVIS,  HARRY,  baker,  first  class,  United  States  Navy. 

Enlisted:  Galveston,  Tex.,  February  16,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Guardian,  J.  A.  Kirk,  Hopewell,  Pa. 

DAVIS,  HARRY  BRUCE,  carpenter's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Great  Lakes,  111.,  May  6,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Anna  Mary  Davis,  Tescott,  Kans. 
DAVIS,  JAS.  EMMETT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  November  21,  1917. 

Died:  U.  S.  S.  Camden,  January  21,  1918. 

Cause :  Result  of  wounds. 

Next  of  kin :  Father,  Joseph  Davis,  R.  F.  D.  2.  Daggett,  Mich. 
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DAVIS,  JAMES  FREDERICK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  May  9,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Davis,  117  Alsace  Avenue,  Buffalo,  N.  Y. 
DAVIS,  JASPER  Louis,  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  Jure  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Celia  Priscilla  French,  Okoloma,  Miss. 
DAVIS,  JOHN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Scranton,  Pa.,  August  8,  1918. 

Died :  Naval  hospital,  Puget  Sourd,  Wash.,  September  27, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Davis,  229  East  Church  Street,  Nanticoke,  Pa. 
DAVIS,  JOHN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  November  30,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Thomas  Davis,  Tresckow,  Pa. 
DAVIS,  JOHN  FRANCIS,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  November  10,  1917. 

Died :  U.  S.  S.  Albany,  July  22,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Annie  L.  McKeown,  129  Webster  Street,  East  Boston, 

Mass. 
DAVIS,  JOHN  LYNWOOD,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  October  13,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  8,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  R.  Davis,  Merry  Point,  Va. 
DAVIS,  JOSEPH  NORMAN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  6,  3918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Laura  Bugatimer  Davis,  R.  R.  2,  Guyton,  Ga. 
DAVIS,  MAURICE  LYLE,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  10,  1917. 

Died :  Marine  barracks,  Quantico,  Va.,  February  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Rose  Davis,  614  Prospect  Avenue,  Grand  Rapids,  Mich. 
DAVIS,  MOSES  Louis,  storekeeper,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  4,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next   of   kin:    Father,    Benamin    Davis,    1435   Cadieur    Street,    Montreal,. 

Canada. 
DAVIS,  OSCAR,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  15,  1913. 

Died :  U.  S.  S.  Jarvis,  October  8, 1917. 

Cause:  Drowning. 

Next  of  kin :  Sister,  Bessie  Smith,  1322  South  Second  Street,  Philadelphia,. 
Pa. 
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DAVIS,  RALPH  RAYFORD,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  10,  1917. 

Died:  U.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Leona  Davis,  Taylorsville,  Ga. 
DAVIS,  ROSCOE  BIIXY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  21,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  November  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Zora  Bell  McCullum,  Skykomish,  Wash. 
DAVIS,  THOMAS  EVERETT,  engineman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  12,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause :  Lost  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Alma  Davis,  South  Mansfield,  La. 

DAVIS,    WILLIAM,   mess   attendant,   third   class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Atlanta,  Ga.,  June  20,  1918. 

Died:  Receiving  ship,  Philadelphia,  Pa.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Susie  Davis  Battle,  Middletown,  N.  Y. 
DAVISON,  FRED,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Wife,  Mahala  Davison,  Coin,  Iowa. 
DAVY,  HAROLD  MICHAEL,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  9,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father.   Michael  Davy,  811   Clymer  Place,   Madison,   Wis. 
DAY,  ALVIN  GEORGE,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Hollister,  Calif.,  July  30,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Leonard  Day,  Hollister,  Calif. 
DAY,  ARTHUR  LEE,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  22,  1917. 

Died :  Submarine  chaser  No.  90,  October  24,  1918. 

Cause :  Asphyxiation. 

Next  of  kin :  Mother,  Harriet  B.  Day,  207  Webb  Avenue,  Pullman,  Wash. 
DAY,  BUELL  VAN   KEURAN,   landsman   for  quartermaster    (A),  United   States 
Navy. 

Enlisted:  Albany,  N.  Y.,  December  19,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  17,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Day,  2003  Fifteenth  Street,  Troy,  N.  Y. 
DAY,  CECIL  ELLIS,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted :  Washington,  D.  C.,  June  28,  1918. 

Died:  Naval  hospital,  Chel  ea,  Mass.,  September  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Thomas  Day,  Nicholsville,  Ala. 
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DAY,   Evtao.NK.  ship's  rook,   fourth   da-  s,   1'nited   States  Navy. 

Enlisted:  Indianapolis,  Ind..  October  5,  1917. 

Died:  Naval  air  Nation,  Miami,  Fin.,  June  6,  1918. 

Cause:  Peritonitis. 

Next  of  kin  :  Father,  Truman  Day,  Booneville,  Ind. 
DAY,  LEONARD  CAI.VKUT,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Norfolk.  Va.,  April  9,  1917. 

Died:  Navy  collier  ('veloijs,  Juue  14,  1918. 

Cause:  Lost 'life  in  sinking  of  vessel. 

Next  of  kin  :  .Mother,  Lydiu  Welh,  Moreuead  City,  N.  C. 
DAY.  WALTER  HAROLD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:     Seattle,  Wash.,  July  26,  1918. 

Died:  Providence  hospital,  Seattle,  Wash.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Aunie  Workman,  52  Sixth  Street,  N.W.,  Washing- 
ton, D.  C. 
DEAHY,  DAVID  J.,  seaman,  United  States  Naval  He  erve  Force. 

Enlisted:  Newport,  R.  I.,  December  10,  1917. 

Died:  U.  S.  submarine  chaser  No.  321.  December  30,  1917. 

Cause :  Drowning. 

Next  of  kin :  Father,  Matthew  J.  Deahy,  Longmeadow,  R.  I. 
DEAL,  BRYAN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  January  4,  1918. 

Died:  U.  S.  S.  Wegtocer,  July  11,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Ollie  Deal,  London,  Ind. 

DEAN,.  GEORGE  FRANKLIN,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  14,  1918. 

Died:  Naval  air  station,  Ea.'tleigh,  England,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Dean,  809  McAllister  Avenue,  Benton  Harbor, 

Mich. 

DEAN,   ROBERT   EMERSON,   fireman,   third   class.   United    States  Naval   Reserve 
Force. 

Enlisted:  Omaha,  Nebr.,  July  22,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Walter  Dean,  Peterson,  Iowa. 
DEATON,  NEAL,  seaman,  second  clas-s,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  23,  1917. 

Died :  U.  S.  S.  submarine  base,  San  Pedro,  Calif.,  November  6,  1917. 

Cause:  Died  after  having  engaged  in  bout  of  boxing. 

Next  of  kin:  Mother,  Mary  E.  Deaton,  1122  East  Fourth  Street,  Pueblo, 

Colo. 
DE  BELMONTE,  UEXUY,  wardroom  steward,  United  States  Naval  Reserve  Foive. 

Enlisted :  New  York,  N.  Y.,  April  3,  1917. 

Died:  Section  base  No.  6,  Brooklyn,  N.  Y.,  July  3, 1917. 

Cause:  Myocarditis  and  endocarditis,  cardiac  dilation. 

Next  of  kin:  Brother,  Louis  1  >e  lielmonte,  15  Rue  de  Ilivoli.  Paris,  France. 
DE  BOED,  EARL  ESTLE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died:  Naval  hospital.  Great  Lakes.  111.,  September  25.  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Henry  De  Boed.  R.  F.  D.  3,  Irving,  Kans. 
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DE  Bow,  JOHN  GRANT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  2,  1917. 

Died :  U.  S.  S.  Bridge,  March  3.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Uncle,  Guy  D.  Fligor,  605  East  Poplar  Street,  Paragould, 

Ark. 

DE  CAIRE,  VEILLA  JOSEPH,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Helen  De  Caire,  Unionville,  Mich. 
DECKARD,  MCKINLEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  26,  1918. 

Died :  U.  S.  S.  Mercy,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Half  sister,  Georgie  Deckard,  Bidwell,  Ohio. 
DECLEBCQ,  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  May  11,  1917. 

Died:'u.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Henry  Declercq,  George,  Iowa. 
DEEN,  RUSSELL  HAYES,  seaman,  N.  N.  V. 

Enlisted :  U.  S.  S.  Granite  State,  April  14,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  February  6,  1918. 

Cause:  Scarlet  fever  and  measles. 

• 

Next  of  kin:  Father,   James  Howard  Deen,   99  Linden   Street,   Yonkers 
N.  Y. 

DEEEY,  FRANK  WARDELL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  17,  1918. 

Died :  At  home,  Brooklyn,  N.  Y.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  C.  Deery,  2225  Ditmas  Avenue,  Brooklyn,  N.  Y. 
DEBTS,  WILLIAM  ALEXANDER,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  4,  1918. 

Died :  12  South  Fourth  Street,  Lafayette,  Ind.,  June  24,  1918. 

Cause :  Suicide. 

Next  of  kin :  Father,  Alexander  Deets,  Indianapolis,  Ind. 
DE  FORGE,  JOHN  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  14,  1917. 

Died :  U.  S.  S.  Anderton,  October  10, 1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Rebecca  De  Forge,  373  East  One  hundred  and  thirty- 
seventh  Street,  New  York,  N.  Y. 
DE  FREITAS,  JOHN,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  15,  1916. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  June  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Adelaide  De  Freitas,  Funchal,  Portugal. 
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DEGENHABT,  HENBY  IGNATIUS,  boatswain's  mate,  second  class,  United  State? 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  29,  1917. 

Died :  New  York,  N.  Y.,  August  8,  1918. 

Cause :  Exhaustion  from  heat. 

Next  of  kin :  Father,  Harry  C.  Degenhart,  1044  Park  Avenue,  New  York, 

N.  Y. 
DE  GOOYEB,  GEORGE,  seamon,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  August  25, 1917. 

Died :  U.  S.  S.  Huntington,  October  25, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Cora  De  Gooyer,  R.  R.  1,  box  84,  North  Yokiina,  Wash. 
DE  GROODT,  FAY  MEDKIFF,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Jennie  De  Groodt,  Morrisville,  N.  Y. 
DE  HAMMER,  DANIEL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  19,  1917. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Minnie  De  Hammer,  62  Caroline  Street,  Grand  Rapids, 

Mich. 
DEIGHAN,  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Richmond,  Va.,  June  4,  1918. 

Died :  U.  S.  S.  Mercury,  October  7, 1918. 

Cause :  Drowning. 

Next  of  kin :  Father.  Daniel  Deighan,  Rethfed  Coderry,  Ireland. 
DEIGNAN,  THOMAS  JAMES,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  August  13,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  August  29, 1918. 

Cause:  Tuberculosis  meningitis. 

Next  of  kin:  Mother,  Catherine  Deignan,  21  Tower  Street,  West  Lynn, 

Mass. 
DEILKS,  JOHN  WILLIS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  January  8, 1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  18, 1918. 

Cause :  Measles. 

Next  of  kin :  Father,  William  Deilks,  Fort  Morgan,  Colo. 
DEISS,  HERMAN  ROBERT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  August  9, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Catherine  L.  Deiss,  402  West  North  Street,  Carlin- 

ville,  111. 

DEITZ,  CHARLES  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Benton  Harbor,  Mich.,  April  6,  1917. 

Died ;  Naval  hospital,  Philadelphia,  Pa.,  October  16,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin :  Mother,  Lydia  Deitz,  214  Church  Street,  St.  Joseph,  Mich. 
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DE  LACEY,  ROBERT  EVANS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Bumkin  Island,  Mass.,  June  19,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  August  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Wife,   Katherine  Frances   De   Lacey,  44   Columbia   Street, 

Cambridge,  Mass. 

DE  LACY,  CHARLES  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  May  27.  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  De  Lacy,  1616  South  Central  Park  Avenue, 

Chicago,  111. 

DE  LANEY,  JAMES  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  May  21,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Rose  A.  De  Laney,  38  Harriet  Street,  Yonkers,  N.  Y. 
DE  LAP,  BENJAMIN  HARRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  8,  1917. 

Died :  No.  3  hospital,  Leith,  Scotland,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  De  Lap,  New  Lisbon,  Wis. 
DE  LAUNCEY,  MONTAGUE,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  October  12,  1916. 

Died:  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Ella  O.  De  Launcey,  3819  Fifth  Street,  Meridian,  Miss. 
DE  LAWRENCE,  LAWRENCE,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  January  17,  1918. 

Died :  U.  S.  S.  Wabash,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Giacomo  De  Lawrence,  Wodo  Gadore,  Italy. 
DEL  GUADIO,  JOHN,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  28,  1918. 

Died :  1812  Gleason  Avenue,  Bronx,  N.  Y.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Gabriele  Del  Guadio,  1812  Gleason  Avenue,  Bronx, 

N.  Y. 
DELLINGER,  JUNIUS  LOGAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  27,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Albert  L.  Dellinger,  Newton,  N.  C. 
DE  LONG,  LILLIAN  H..  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  September  11,  1918. 

Died :  New  York,  N.  Y.,  October  7,  1918. 

Cause :  Influenza  followed  by  pneumonia. 

Next  of  kin:  Father,  William  M.  De  Long,  1013  Eighth  Avenue,  Brook- 
lyn, N.  Y. 
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]>K  i.us  SANTOS,  PKIWO,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Gavlte,  P.  I.,  March  5,  1918. 

Died:  Naval  base  hospital,  No.  5,  Brest,  France,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  Juan  De  los  Santos,  San  Simon,  Pampanga,  P.  I. 
DEI.  PAN,  Louis,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Unlisted:  U.  S.  S.  Sotef>e,  April  24,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Blanca  Fontels,  405  Aviles  Street,  San  Miguel,  Manila, 

P.  I. 
DKMARAY,  MARION  EARL,  apprentice  seaman,  United  Slates  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Demaray,  Vermontville,  Mich. 
DKMBRESS,  ANTHONY  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  5,  1917. 

Died :  U.  S.  S.  Ohio,  June  9,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Joseph  Dembress,  6550  Haverford  Avenue,  Philadel- 
phia, Pa. 
DEMING,  FRED  PINCHARU,  pharmacist's  mate,  second  class.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  30,  1913. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  September  8,  1917. 

Cause:  Drowned. 

Next  of  kin  :  Sister,  Lucille  M.  Deming,  Roosevelt  Hospital,  Berkeley,  Calif. 
DEMPSEY,  JOHN  CLARENCE,  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  C.  C.  Dempsey,  227  West  Crawford  Street,  Dothaii, 

Ala. 

DENENNY,  JAMES  MICHAEL,  seaman,  second  class,  United  States  Navy   (G.  C. 
M.  P.). 

Enlisted:  Albany,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Brother,  Michael  P.  Denenny,  486  Fifth  Avenue,  Troy,  N.  Y. 
DENMAN,  CYRUS  MARTIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  May  22,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  November  10,  1918. 

Cause :  Burns. 

Next  of  kin:  Father,  Martin  Cyrus  Denman,  R.  F.  "D.  1,  Norwalk,  Ohio. 

DENNETT,  GEORGE  Low,  machinist's  mate,  second  class  (A),  United  States  Navy. 
Enlisted:  Portland,  Me.,  December  11,  1917. 
Died:  Naval  air  station,  Miami,  Fla.,  October  11,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  Ethel  Walker  Dennett,  34  State  Street,  Gorham,  Me. 
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DKNNEY.  HABKY  SAWYER,  gunner's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  -April  28.  1917. 
Died :  Submarine  chaser  No.  209,  August  27,  1918. 
Cause :  Lost  life  when  U.  S.  submarine  chaser  No.  209  was  fired  upon  by 

S.  S.  Felix  Taussiff,  having  been  mistaken  for  enemy  submarine. 
Next  of  kin:  Mother,  Lavina  Denney.  1703  South   Second  Street,  Phila- 
delphia, Pa. 
DENNEY,  JOSEPH  OOCHRAN,  apprentice  seaman.  United    States  Naval  Reserve 

Force. 

Enlisted :  Chicago,  111.,  August  7,  1917. 

Died:  Naval  station,  Great  Lakes,  111..  December  22,  1917. 

Cause :  Cerebrospinal  fever. 

Next    of    kin:  Father,    Albert    J.     Denney,    386     South     Fourth     Street, 

Aurora,  111. 
DENNIS,  JOHN  THOMAS,  seaman,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  November  11,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Foster  mother,  Mary  Olive  Dennis,  Clathe,  Colo. 
DENNY,  WILLIAM  EDWARD,  landsman  for  shipfitter   (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  St.  Louis.  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother  Johanna  Denny,  5577  St.  Edwards  Street,  St.  Louis, 

Mo. 
DENSON,  JOSEPH  Lou,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  August  2,  1918. 

Died :  R.  F.  D.  1,  Brandon,  Miss.,  October  23.  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  L.  Deiison,  R.  F.  D.  1,  Brandon,  Miss. 
DENTON,  ARTHUR  RAY,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Richmond,  Va.,  July  1,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eldora  Denton,  R.  F.  D.  2,  Box  25,  Keysville,  Va. 
DEPABTHY,  HENRY  LEWIS,   fireman,  first  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Providence,  R.  L,  March  28,  1917. 

Died :  U.  S.  A.  C.  T.  Ticondei'oga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

.  Next  of  kin :  Mother,  Arzelia  Departhy,  72  Abbott  Street,  Valley  Falls,  R.  I. 
DE  PALMA,  FRANK,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  7,  1917. 

Died:  U.  S.  S.  Nevada,  October  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Nicholas  De  Palma,  418  North  Terrace  Avenue,  Mount 
Vernon.  N.  Y. 
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DEBICKSON,   NKWTON    JAY,   apprentice   seaman,   United    States   Naval    Reserve 
Force. 

Enlisted :  Philadelphiu,  Pa.,  June  19,  1918. . 

Died :  Naval  hospital,  Great  Lakes,  111,  September  30,  1918. 

Cause: Influenza. 

Next  of  kin  :  Mother,  Evelyn  Fornian  Derickson,  Elzniere,  Del. 
DE  RITTA,  ANGKLO,  seaman,  second  claas,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  13,  1917. 

Died :  U.  S.  S.  Oklahoma,  June  28,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Tony  De  Ritta,  70  Barston  Street,  Providence,  R.  I. 
DE  ROY,  MICHAEL  PBESSI.ESS,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  July  17,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,   Julia  Jose  De  Roy,  1711  North  Main  Street,  St. 

Charles,  Mo. 

DESCH,  CLOTAIRE  STEPHEN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  R.  Desch,  106  South  Market  Street,  Coldwater, 

Ohio. 
DESKIN,  OTIS  ORAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  17,  1917. 

Died  :  Naval  air  station,  Miami,  Fla.,  June  14,  1918. 

Cause:  Appendicitis. 

Next  of  kin :  Father,  John  W.  Deskin,  Dublin,  Tex. 

DETTERMAN,  ANTHONY  GEORGE,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  6,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin:  Father,  Nicholas  Joseph  Detterman,  1820  Clayburn  Avenue, 

Norfolk,  Va. 

DETTLAFF,  JOSEPH  ROMAN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  June  29,  1918. 

Died :  U.  S.  S.  Oklahoma,,  October  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Julia  Dettlass,  Milwaukee,  Jones  Island,  Wis. 
DEUTSCH,  MORRIS  ADOLPH,  storekeeper,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  April  17,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Katz  Deutsch,  2314  Park  Avenue,  Philadelphia, 
Pa. 
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DKUTSCHMANN,  HOMEB,  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  August  22,  1917. 

Died :  Section  base  No.  1,  Baltimore,  Md.,  October  19, 1918. 

Cause :  Accident,  on  board  S.  S.  Princess. 

Next  of  kin :  Mother,  Cora  Deutschmann,  813  C  Avenue,  East,  Oskaloosa, 

Iowa. 

DEVAUCENE,  GEORGE  BEBRY,  machinist's  mate,  first  class,  United  States  Naval 
Reserve   Force. 

Enlisted :  New  York,  N.  T.,  May  16,  1918. 

Died :  United  States  submarine  chaser  base,  Corfu,  Greece,  November  1, 
1918. 

Cause :    Pneumonia. 

Next  of  kin:  Mrs.  John  DeVaucene.  257  West  One  hundred  and  thirty- 
second  Street,  New  York,  N.  Y. 

DE\TINE,  CHARLES  GABRETX,  machinist's  mate,  second  class,  United  States  Naval 
Reserve    Force. 

Enlisted:  Newport,  R.  I.,  May  11,  1917. 

Died:  Naval  hospital,  Great  Lakes.  111.,  September  21.  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Mary  DeVine.  North  Maine  Street,  Randolph,  Mass. 
DEVINE,  CLARENCE  RICHMOND,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  13,  1914. 

Died:  Receiving  ship,  Philadelphia,  Pa..  March  17,  1917. 

Cause :    Suicide — gunshot    wound. 

Next  of  kin :  Mother,  Theresa  DeVine,  2545  South  Twelfth  Street,  Philadel- 
phia, Pa. 

DEVINE,  JOHN  THOMAS,  Jr.,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve   Force. 

Enlisted:  Boston,  Mass.,  March  29,  1917. 

Died:  Pauillac,  France,  October  13,  1918. 

Cause :    Influenza. 

Next  of  kin:  Father,  John  Thomas  DeVine,  158  John  Street,  Fall  River, 

Mass. 

DEVLIN,  CLARENCE  JOSEPH,  chief  machinist's  mate,  United   States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  July  15,  1918. 

Died :  St.  Vincent's  Hospital,  Brooklyn,  N.  J.,  October  14,  1918. 

Cause :    Broncho   pneumonia. 

Next  of  kin :  Wife,  Sarah  Margaret  Devlin,  234  St.  Marys  Street,  Burling- 
ton,  N.   J. 
DEVOE,  BERNARD  EUGENE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Diego.  Calif..  December  14,  1915. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Rose  P.  DeVoe,  R.  F.  D.  2,  Long  Beach,  Calif. 
DEVOE,  STEPHEN  WESTLEY,  painter,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  13,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Ina  DeVoe  Keller,  Michigan  City,  Ind. 
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DEVOBAK,  WILLIAM,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :   Minneapolis,  Minn.,  November  24,  1911. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  19,  1918. 

Cause :    Pneumonia,    lobar. 

Next  of  kin:   Mother,  Anna   Devorak.  2109  Twenty-seventh   Street,   SoiiMi 

Minneapolis,   Minn. 
DEWBERRY,  ALBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  30,  1917. 

Died;  Naval  hospital,  Newporf.  R.  I.,  October  27,  1917. 

Cause :    Cerebrospinal   fever. 

Next  of  kin :  Father,  Albert  Dewberry,  Lynchburg,  Tex. 

I>K\vnrrsT.    .)OH>     UICH.M.D.    1  nulsnuui    for    electrician.    Uni:ed    State*    Naval 
Reserve  Force. 

Enlisted  :  Brooklyn,  N.  Y.,  March  27,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park.  N.  Y..  October  19,  3918. 

Cause :  Broncho-pneumonia. 

Next    of    kin:  Brother.    Daniel    Patrick    Dewhurst,    :if>%J    Wytlie    Avenue, 

Brooklyn,  N.  Y. 
DEXTER.  ALBERT  HENRY,  h'reman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  18,  1917. 

Died  :  Naval  hospital.  Newport,  R.  I.,  January  17.  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Annie  Dexter,  R.  F.  D.  8,  Norwich  Town,  Conn. 
DEYMORE,  ERNEST  BRANSCOMB.  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Bath,  Me.,  October  31,  1917. 

Died :  Naval  hospital.  Chelsea,  Mass.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Kervin  Deymore,  Waldoboro,  Me. 
DEYOUNG,  JACOB  PETER,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Syracuse.  N.  Y.,  August  13,  1918. 

Died:  U.  S.  S.  Solace,  February  6.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jennie  De Young,  25  McCann  Street,  Ilion,  N.  Y. 
DIAL,  LYMON  WAYNE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Kansas  City.  Mo.,  July  20,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Joseph  J.  Dial,  Foraker,  Okla. 
DIAMOND,  HENRY,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  22,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  August  31,  1918. 

Caxise:  Diphtheria. 

Next  of  kin  :  Brother,  James  Diamond,  Winthrop,  Me. 
DIOHELSCHER.  ARTHUR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Great  Lakes,  111..  July  15.  1918. 

Died  :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Emma  Dichelscher,  1337  School  Street,  Chicago,  III. 
DICKEN.  GEORCK  WII.T.IAM.  coxswain.  United  States  Naval  Reserve  Force. 

Enlisted:  Los  Angeles,  Calif.,  December  7,  1917. 

Died:  Base  No.  '24.  October  10,  191S. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother.    Martha    Jane   Riche,   077   East   Forty-ninth   Street, 
Los  Angeles,  Calif. 
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DICKKBSON,  PAUL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  7,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin  :  Father,  Henry  Dickerson,  Riviera,  Tex. 

DICKINSON,   WILBUR  H..   landsman   for  electrician    (R),   United   States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  May  27,  1918. 

Died:  Naval  hospital,  Chelsea.  Mass.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ada  Dickinson,  22  Wyman  Street,  Woburu,  Mass. 
DICKSON,  OSCAR  HERMAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Seattle,  Wash.,  June  5,  1918. 

Died :  Naval  hospital,  Puget  Sound.  Wash..  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Amelia  Dickson,  2423  Nassau  Street,  Everett,  Wash. 
DICOSOLA,  DOMINICK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  III.,  January  26,  1918. 

Died :  Naval  station,  Great  Lakes.  111.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next    of   kin:  Mother,    Rosaria    Fortunati    Di    Cosola,    740    Indianapolis 

Boulevard,  Chicago,  111. 
DIDLAKE,  HERBERT  LORRAINE,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  26,  1917. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Ceylon  H.  Didlake,  R.  F.  D.  3,  Box  125,  Richmond,  Va. 
DIEHL,  HENRY  ADAM,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  June  6,  1918. 

Died:  Great  Lakes,  111.   (naval  hospital),  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Albert  Diehl,  118  West  Elm  Street,  Reading,  Pa. 
DIESTKI.HORST.  ERNEST  HARRY,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  March  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  31,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Helen  Diestelhorst,  165  Park  Avenue,  Brooklyn,  N.  Y. 
DIETZ,  GEORGE  JOHN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Fairhaven,  Mass.,  July  18,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Dietz,  25  Nye  Avenue,  Acushnet,  Mass. 
DIETZ,  WILLIAM  HAKOLD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Diets,  Schoharie,  N.  Y. 

DILLENKOFFER,    WILLIAM    FRANK,    fireman,    first    class,    United    States   Naval 
Reserve  Force. 

Enlisted:  New  Orleans,  La.,  November  19,  1917. 

Died:  Naval  hospital,  Chelsea, "Mass.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Carberry  Dillenkoffer,  617  Seraparu  Street, 
New  Orleans,  La. 
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DILLINGKB,  CHARLES  KRUOKK,  carpenter's  mate,  ttrst  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  4,  1918. 

Died:  N;iv;il  training  c:iinp.  Pi-lham  Jisiy  Park.  N.  Y..  Septi'inher  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Helen  Dillinger,  Bangall,  N.  Y. 
DILLON,  FRANCIS  XAVIEB,  electrician,  second  class,  NNV. 

Enlisted :  Boston,  Mass.,  March  15,  1917. 

Died :  U.  S.  S.  Solace,  December  10,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Dillon,  124  Charles  Street,  Cambridge,  Mass. 
DILLON,  JOSEPH  LEO,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  Dillon,  768  Mary  Street,  Utica,  N.  Y. 
DIMICCO,  JOHN  JOSEPH,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Biughamton,  N.  Y.,  August  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  Dimicco,  Sidney,  N.  Y. 

DISHAROON,  BENJAMIN  COULTER,  apprentice  seaman,  United  States  Naval  lie- 
serve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  3,  1918. 

Died:  1249  South  Fifty-third  Street,  Philadelphia.  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Florence  H,  Dlsharoon. 

DISIMONE,  JOHN  WILLIAM,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  February  16,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia.  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Mrs.  Santa  Palmisano  Disimone,  7329  Birch  Street,  New 

Orleans,  La. 
DISMUKE,  EDWARD  TOM,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  April  2,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Lost  life  In  sinking  of  vessel. 

Next  of  kin :  Sister,  Mrs.  C.  C.  Gramllng,  Houston,  Tex. 
DIT/LER,  EARL  RAYMOND,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  23,  1917. 

Died:  Anacona  Hospital,  January  7,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sadie  Bossert,  904  East  Henderson  Street,  Cleburne, 

Tex. 
DIXON,  THOMAS  WESLEY,  electrician,  first  class,  United  States  Navy. 

Enlisted  :  Pearl  Harbor,  Hawaii,  June  19,  1917. 

Died :  Naval  hospital,  Pearl  Harbor,  Hawaii,  October  17,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin  :  Mother,  Avice  E.  Dixon.  Poplar  Bluff,  Mo. 
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DIXON,  WILLIAM  ROGER,  seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  July  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Joseph  Dixou,  178  Park  Avenue,  Brooklyn,  N.  Y. 
DIZE,  NAVELLE  EDWARD,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Reedville,  Va.,  November  29,  1917. 

Died :  U.  S.  S.  John  A.  Palmer,  jr.,  May  16,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lillie  Dize,  Fair  Port,  Va. 
DOAK,  HOMER  CRANSTON,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Freeman  Van  Buren  Doak,  Stronghurst,  111. 
DOANE,  GENE  FRANKLIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  May  15,  1917. 

Died:  Naval  training  station,  San  Diego,  Calif.,  August  22,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Frank  Doane,  Lander,  Wyo. 
DOBB,  DELMAR,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  June  29,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Dobb,  85  Merrill  Avenue,  Muskegon,  Mich. 
DOBB,  WILLIAM  HENDY.  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  August  2,  1918. 

Died:  Marine  hospital,  Chicago,  111.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  William  Carroll  Hendy  Dobb,   434  Pioneer  Street, 

Cincinnati,  Ohio. 
DOBBERTEN,  ALBERT  FERDINAND,  Jr.,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  29,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  14,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  A.  F.  Dobberten,  1609  South  Street.  Lake  Charles,  La. 
DOBBS,  PAUL  WESLEY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Debby  Dobbs,  R.  F.  D.  2,  Britton,  S.  Dak. 
DODDS,  JOHN,  boiler  maker,  United  States  Navy. 

Enlisted :  U.  S.  S.  Kanatcha,  February  14,  1918. 

Died:  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Sister,  Laura  Dodds,  225  West  Mahoney  Street,  Mahonoy 

City,  Pa. 
DODGE,  FREDERICK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Albany.  N.  Y.,  July  16,  1918. 

Died :  New  York,  N.  Y.,  October~6,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Jnne  Dodge,  18  Maple  Avenue,  Gloversville,  N.  Y. 
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DODGE,  LKSLIK  Au<a;.sTrs,  apprentice  seaman,   I'nited  States  Navy. 

Enlisted :  Richmond.  Va.,  December  1,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va..  February  12.  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:   Mother,  Charlotte  Dodge,   708  West  T\veut\->e\-fiith   Street. 

South  Richmond.  Va. 
DODSON,  EDMOND,  chief  commissary  steward,  United  States  Navy. 

Enlisted  :  Philadelphia.  Pa.,  April  28,  1916. 

Died :  Naval  hospital.  Norfolk,  Va.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife.  Helen  M.  Dodson,  3113  Gabriel  Avenue,  /ion  City,  111. 
DOE,  GEORGE  FRANK,  machinist's  mate,  first  class,  United  Si  sites  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  April  21,  1917. 

Died :  Gallups  Island,  Boston,  Mass.,  September  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Sarah  A.  Doe,  83  Thatcher  Street,  Mattapan,  MHSS. 
DOHKNY,  JOHN  FRANCIS,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  5,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  January  26,  1918. 

Cause :  Pneumonia,  lobar  . 

Next  of  kin :  Mother,  Hannah  Dodge,  29  South  Street,  Fitchburg,  Mass. 
DOLAN,  JAMES  FREDERICK,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  11,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  January  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife.  Harriet  Newell  Dolan,  35  Turfcey  Shore  Road,  Ipswich, 

Mass. 
DOUBSAL,  GEORGE,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  February  9,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  8,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Joseph  Dolezal,  5109  Fleet  Avenue,  Cleveland,  Ohio. 
1  )t>LL,  VKKN  FRANCIS,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:   Indianapolis,  Ind.,  July  27,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass..  February  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Doll,  112  Conwell  Street,  Connersville,  Inci. 
DOMBROWSKI,  MARION  MICHEL,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  8,  1917. 

Died:  Naval  hospital,  Canadas,  P.  I..  September  14,  1918. 

Cause:  Steptlcemia. 

Next  of  kin :  Mother,  Kozmiera  Olexewicz,  1333  West  Eighty-eighth  Street, 

Los  Angeles,  Calif. 
DONAGHY,  FRANCIS  ALOYSIUS,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  April  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Robert  Donaghy,  319  Fifty-fifth  Street,  Brook- 
lyn, N.  Y. 
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Joseph  Patrick,  seam-an,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilkes-Barre,  Pa.,  March  19,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Jaines  Michael  Donahue,  211  Ridge  Street.  Parsons, 

Pa. 
<  K>NALD,  ALEXANDER,  seaman,- second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  21,  1913. 

Died :  S.  S.  Vacuum,  April  28,  1917. 

Cause :  Lost  when  vessel  was  sunk  by  submarine. 

Next  of  kin :  Brother,  Hugh  Donald,  109  Reuna  Vista  Street.  Corona,  Long 

Island,  N.  Y. 

DONALDSON,  GEORGE  ROBERT,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  George  Robert  Donaldson,  Morristown,  Tenn. 
DONALDSON,  JESSE  GEORGE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  13,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Dodge,  East  Burke,  Vt. 
DONALDSON,  LYLE  CLIFFORD,  apprentice  seaman.  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  14,  1918. 

Died :  Naval  receiving  ship,  St.  Louis,  Mo.,  February  18,  1918. 

Cause :  Gunshot  wound. 

Next  of  kin :  Father,  Henry  T.  Donaldson,  Hillsboro,  111. 
DONNELLY,  DAN  FERMAN,  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  September  9,  1916. 

Died:  Chappell,  Nebr.,  January  5,  1918. 

Cause :  Automobile  accident. 

Next  of  kin :  Brother,  George  Ryan,  Chappell,  Nebr. 
DONNELLY  JOHN,  HENRY,  seaman,  United  States  Navy. 

Englisted :  Newark,  N.  J.,  May  28,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  John  Donnelly,  19  Spring  Street,  Newark,  N.  J. 
DONOHX-E,  CHARLES  JAMES,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  December  22,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  T.  Donohue,  130  Townsend  Street,  New  Bruns- 
wick, N.  J. 
DONOVAN,  BERNARD  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  April  23,  1917. 

Died:  Armed  guard,  S.  S.  Rochester,  November  3,  1917. 

Cause :  Lost  life  when  boat  was  torpedoed. 

Next  of  kin :  Aunt,  Katie  Lynch,  92  Heckman  Street,  Phillipsburg,  N.  J. 
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DONOVAN,  DENNIS  FBANCIS,  quartermaster,  second  class   (A),  United   Stfltes 
Navy. 

Enlisted:  Newark,  N.  J.,  March  15,  1918. 

Died:  United  States  naval  air  station,  Arcachon,  Gironde,  France,  October 
8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nora  Donovan,  11  West  Fifteenth  Street,  Bayonne, 

N.  J. 
DONOVAN,  JESSE  FRANKLIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  9,  1917. 

Died:  United  States  naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Delia  M.  Donovan,  510a  Sarah  Street,  St.  Louis,  Mo. 
DONOVAN,  JOHN  BERNARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  24,  1918. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Sister,  Kathleen  Donovan,  154  Fraley  Street,  Kane,  Pa. 
PO.NOVAN.  WILLIAM  Arursrrs.  boiler  maker,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  4,  1915. 

Died :  U.  S.  S.  Jacob  Jonex,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin  :  Wife,  Anna  L.  Donovan,  19  Narragansett  Avenue,  West  New- 
port, R.  I. 

DOOUY,  MICHAEL  HENKY  CYRIL,  landsman  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Doody,  249  South  Western  Avenue,  St.  Paul, 

Minn. 

DOOLAN,  WILLIAM  MICHAEL,  engineman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  20,  1918. 

Died:   Emergency   hospital,  Country  Club,  Wilmington,   Del.,  October   17, 
1918. 

Cause:  Influenza. 

Next  of  kin:   Mother,  Catherine  Hart  Doolan,  1208  Spruce  Street,  Ash- 
land, Pa. 
DOOLEY,  JOHN  ALFRED,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  7,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  Anna  Valentine,  94  Broadway,  Newburgh,  N.  Y. 
DORA,  MICHAEL  GUSTAVE,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Bridgeport,  Conn.,  May  27,  1918. 

Died :  New  York,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  Dora,  115  Waterbury  Lane,  Stamford,  Conn. 


237 

DORE,  MAKK  CEPHAS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Shanahan  Dore,  217  Huron  Street,  Cheboy- 

gan,  Mich. 

DORIAN,  JOHN  CONROY,   landsman  for  yeoman,  United   States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  May  24,  1918. 

Died:  Paducah,  Ky.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Katie  Dorian,  420  Washington  Street,  Paducah,  Ky. 
DOBNBURGH,  CLYDE  JAY,  musician,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  8,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  10,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Lizzie  Dornburgh,  67  Orchard  Street,  Gloversville, 

N.  Y. 

DORSETT,  FELIX  SIMMONS,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  December  12,  1917. 

Died :  Old  Point  Comfort,  Va.,  August  6,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Sarah  Frances  Dorsett,  R.  F.  D.  1,  Bryon,  Ga. 
DORSEY,  JOHN  JOSEPH,  musician,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  4,  1918. 

Died :  22  Waller  Avenue,  Ossining,  N.  Y.,  October  18,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  John  Dorsey,  22  Waller  Avenue,  Ossining,  N.  Y. 
DOTY,  GEORGE  ALLEN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  July  16,  1917. 

Died :  Cedar  Lake,  Negamee.  Mich.,  July  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Ellsworth  Doty,  732  Main  Street,  Negamee,  Mich. 
DOTY,  LEROY  ARTHUR,  apprentice  seaman.  United  States  Navy. 

Enlisted :  Elmira,  N.  Y.,  May  25,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  28,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Ariel  Doty,  Greenwood,  N.  Y. 
DOUGAN,  MOSES  E.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  December  6,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Archibald  Dougan,  146  School  Street,  South  Man- 
chester, Conn. 
DOUGHERTY,  DENNIS  JOSEPH,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  21,  1918. 

Died :  IT.  S.  S.  Panaman,  October  26,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Sister,  Julia  Currrngham,  5108  Reno  Street.  West  Philadel- 
phia, Pa. 
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DOUGI.AS,  FOREST  ELLIS,  apprentice  seaman,  United  Staii-s  Navy. 

Enlisted :  Indianapolis,  Intl.,  March  23,  1917. 

Died:  Naval  hospital,  Norfolk,  V:i.,  April  27,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  George  T.  Douglas,  R.  R.  2,  Quincy,  lud. 
DOUGLAS,  Jos.  BKYON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  17,  1917. 

Died:  Naval  training  camp,  Portsmouth,  N.  H.,  June  9,  1917. 

Cause :  Pleurisy  and  pneumonia. 

Next  of  kin:  Father,  Gid  Douglas,  Martin  Mills,  Tex. 

DOUGLAS,   THOMAS   JEFFERSON,  machinist's   mate,   second   class,   United    State* 
Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  April  29,  191§. 

Died:  Naval  training  station,  Great  Lakes,  III.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Douglas,  Lisbon,  Ohio. 
DOUGLASS,  JAS.  HARVEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  19,  1917. 

Died:  U.  S.  S.  Southern,  May  28,  1917. 

Cause :  Measles. 

Next  of  kin :  Father,  Steven  Warne  Douglass,  Coffeyville,  Kans. 
DOUGLASS,  WILLIAM  RICHAKD,  baker,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  6,   1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Louellen  Thompson,  Bunker  Hill,  Teiin. 
DOWD,  DANIEL  EARL,  electrician,  third  class   (G),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  5,  1917. 

Died :  Ancon,  Canal  Zone,  hospital,  October  12,  1918. 

Cause:  Tubercular  meningitis. 

Next  of  kin :  Mother,  Laura  Louella  Dowd,  Blakesburg,  Iowa. 
DOWD,  WILLIAM  AMBROSE,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  May  22,  1918. 

Died:  Kingston  Avenue  hospital,  Brooklyn,  N.  Y.,  October  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Edward  Dowd,  Port  Chester,  N.  Y. 
DOWDY,  SAMUEL  G.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  S.  Dowdy,  231  Twentieth  Street,  Norfolk,  Va. 
DOWLING,   ROBERT  ANTHONY,   landsman   for   machinist's   mate,   United   States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  June  12,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Catherine  Dowling,  84  River  Street,  West  Newton, 
Mass. 
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I>OWNEY.  EAKL  W.,  chief  yeoman,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  April  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  September  30,  1918. 

Cause:  Influenza. 

Next   of  kin:  Mother,  Florence  Downey,  609  North  Walnut  Street,  North 

Voniou,  Ind. 
I>O\VNEY,  MAURICE  LAWRENCE,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  July  7,  1916. 

Died :  U.  S.  S.  Von  Steuben,  September  26,  1918. 

Cause:  Drowned. 

Next  of  kin  :  Mother,  Margaret  Downey,  600  Holmes  Avenue,  Menominee, 

Mich. 
DOWNEY.  ROSCOE  CONKLIN,  fireman,  third  class,  United  States  Na'vy. 

Enlisted :  Dallas,  Tex.,  May  1,  1917. 

Died :  U.  S.  S.  Seattle,  Navy  base  hospital  No.  5,  March  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bessie  Downey,  Route  No.  2,  Lorena,  Tex. 
DOWNEY,  STEPHEN  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  9,  1917. 

Died :  U.  S.  S.  Actacon,  November  24,  1917. 

Cause:  Drowned  in  sinking  of  vessel. 

Next  of  kin :  Father,  Daniel  Downey,  1157  McQuade  Street,  Utica,  N.  Y. 
DOWNING,  CLARENCE  ALLEN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  28,  1917, 

Died :  Naval  hospital,  Mare  Island,  Calif.,  June  11,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Downing,  Marble,  Colo. 

DOWNING,  REX  BBUNER,  seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :   Wife,  Winona   Eddy   Downing,  409  Cass  Street,   Hastings, 

Mich. 
DOWNING,  WILLIAM  GUY,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  31,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lela  Frances  Downing,  Flippin,  Ky. 
DOXTATEK,  GREGORY  FRANCIS,  seaman,  second  class,  NNV. 

Enlisted:  Rochester,  N.  Y.,  July  20,  1917. 

Died :  U.  S.  S.  Zoraya,  S.  P.  235,  January  27,  1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin :  Sister,  Clara  R.  E.  Knight,  Rochester,  N.  Y. 
DOYLE,  FRANCIS,  landsman  for  electrician  (G.),  United  States  Navy. 

Enlisted :  Providence,  R.  1,  May  3,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Doyle,- 398  Plain  Street,  Providence,  R.  I. 
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DOYLE,  JOHN  PATRICK,  chief  boatswain's  mate,  United  States  Naval  Reserve 

Force, 

Enlisted :  New  York,  N.  Y.,  March  26,  1917. 
Died :  Navy  Yard,  Mare  Island,  Calif.,  September  26,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Carolan,  550  Hudson  Street,  New  York,  N.  Y. 
DRAB,  WIXLIAM   JOSEPH,   seaman,  second  class,   United   States  Naval  Reserve 

Force. 

Enlisted :  New  York,  N.  Y.,  June  12,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30.  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Barbara  Drab,  West  Brook  Gardens,  Oakdale,  N.  Y. 
DRAIN,  BENJAMIN  STANFORD,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  February  25,  1918. 
Died :  U.  S.  S.  Mercy,  October  9,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Vernon  I,.  Drain,  Shelbyville,  Mo. 
DRANE,  CHARLES  EDWARD,  fireman,  third  class,  United  States  Naval   Reserve 

Force. 

Enlisted:  Meridian.  Miss.,  July  22,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  B.  Drane,  Norfield,  Miss. 
DBEHER,  JAMES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  St.  Louis,  Mo.,  July  2,  1918. 
Died :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  III.,  October 

26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Dreher,  2311  Sidney  Street,  St.  Louis,  Mo. 
DREIER,  JACOB  Louis,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  April  9,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mrs.  F.  Hofste,  7101  Wade  Park  Avenue,  Cleveland, 

Ohio. 

DREJA,  NICHOLAS  MICHAEL,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Chicago,  111.,  July  14,  1915. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Explosion  on  board.  , 

Next  of  kin :  Father,  Joseph  Dreja,  1613  Elston  Avenue,  Chicago,  111. 
DRENNAN,  THOMAS,  landsman  for  electrician  (G.),  United  States  Naval  Reserve 

Force. 

Enlisted :  New  York,  N.  Y.,  July  12,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 
Cause :  Pneumonia,  bi-oncho. 

Next  of  kin  :  Wife,  Elsie  Drennan,  28  Rene  Place,  Brooklyn,  N.  Y. 
DRESBAOH,  ED  HERBERT,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  May  23,  1917. 
Died :  Navy  collier  Cyclop*.  June  14,  1918. 
Cause :  Member  of  the  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Michael  Robert  Dresbach,  1107  Harlon  Avenue,  Balti- 
more, Md. 
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DRESBACH,  SAMUEL  BRUCE,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  December  10,  1917. 
Died :  Ensworth  Hospital,  St.  Joseph,  Mo.,  March  5,  1918. 
Cause :  Appendicitis. 

Next  of  kin :  Father,  Samuel  H.  Dresbach,  Stanberry,  Mo. 
DRESSER,  ELLSWORTH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Syracuse,  N.  Y.,  May  11,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Cora  C.  Dresser,  49  Shady  Avenue,  Lowille,  N.  Y. 
DBISCALL,  AUGUSTUS  ALFRED,  electrician,  third  class  (G),  United  States  Naval 

Reserve  Force. 

Enlisted :  Tuckerton,  N.  J.,  November  20,  1917. 
Died :  Navy  radio  station,  Tuckerton,  N.  J.,  October  20,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Edna  Diiscall,  Tuckertou,  N.  J. 
DRISCOLL,  FRANCIS  JOSEPH,  seaman,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  7,  1917. 
Died :  U.  S.  S.  Maine,  July  12,  1918. 
Cause:  Lost  overboard. 

Next  of  kin :  Father,  C.  Driscoll,  71  Warren  Street,  Revere,  Mass. 
DBISCOLL,  HARRY,  mess  attendant,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  16,  1918. 
Died :  Naval  base  hospital  No.  5,  September  18,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Margaret  Driscoll,  43  Reid  Avenue,  Brooklyn,  N.  Y. 
DBOUT,  JAMES  EDWARD,  JR.,  seaman,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  June  16,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Father,  James  E.  Drout,  sr.,  3016  Marshall  Avenue  Cincinnati, 

Ohio. 

DHUMM,  HARRY  JACOB,  carpenters'  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  July  26,  1918. 
Died:  Receiving  ship,  Philadelphia,  Pa.,  October  6,  1918. 
Cause :  Influenza. 
Next  of  kin:  Wife,  Catherine  May  Drumm,  2118  North  Eleventh  Street, 

Philadelphia,  Pa. 

DRUMMER,  JOHN  JOSEPH,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  December  3,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  15,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Drummer,  45  Kenia  Avenue,  Dayton,  Ohio. 
DUANE,  JAMES  JOSEPH,  printer,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  December  1,  1917. 
Died :  Philadelphia,  Pa.,  October  10,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Duane,  2217  South  Carlisle  Street,  Phila- 
delphia, Pa. 
174483—20 16 


242 

DUABTEY,  JOSEPH  ANGELUS,  shipwright,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  9,  1917. 

Died :  Receiving  ship,  San  Francisco,  Calif.,  April  13,  1917. 

Cause:  Anesthesia  poisoning. 

Next  of  kin :  Aunt,  Minnie  Williams,  Toronto,  Canada. 

DUBANIEWICZ,  WALTER  GEORGE,  ship's  cook,  fourth  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  5,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Mary  Dubaniewicz,  1038  Mitchell  Street,  Milwaukee, 

Wis. 

DUCHANE,  WILFRED  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  31,  1918. 

Died :  Marine  hospital,  Portland,  Me.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Duchane,  1047  Washington  Street,  Gloucester, 

Mass. 

DUCHARME,  WILFRED,  carpenters'  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  June  11,  1917. 

Died :  Naval  base  hospital  No.  4,  November  3,  1918. 

Next  of  kin :  Father,  Louis  Ducharme,  302  Waverly  Street,  Providence, 

R.  I. 
DUCKWORTH,  ZENA  MAURICE,  chief  yeoman,  F.  N.  R. 

Enlisted :  Dallas,  Tex.,  July  14,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Z.  M.  Duckworth,  713  Second  Avenue,  Dallas,  Tex. 
DUDLEY,  JOE  C.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  June  4,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  D.  Dudley,  Grandridge,  Fla. 
DUDLEY,  ROBERT  EARL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  February  1,  1916. 

Died:  U.  S.  S.  Pueblo,  November  22,  1917. 

Cause :  Leukaemia. 

Next  of  kin :  Sister,  Hattie  Dudley,  1512  Summit  Avenue,  Seattle,  Wash. 
DUDLEY,  TONEY  MARVIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1916. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  30,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  James  Dudley,  311  Mill  Street,  Cape  Girardeau,  Mo. 
DUFF,  DAN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  14,  1918. 

Died :  U.  S.  S.  Kroonland,  September  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Drewcilla  Duff,  Chavies,  Ky. 
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DUFFY,  ABTHUB  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Scranton,  Pa.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Thomas  Peter  Duffy,  1434  Dorothy  Street,  Scranton, 

Pa. 
DUFFY,  CHAKLES  LEWIS,  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  14,  1917. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Duffy,  Vail,  Iowa. 

DUFFY,  JAMES  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force  (G.  C.  M.  P.). 

Enlisted :  Boston,  Mass.,  August  6,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Katherine  Duffy,  48  Salem  Street,  Boston,  Mass. 
DUFFY,  JOHN  MICHAEL,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  April  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Maiy  Newhl  Duffy,  Batavia,  111. 
DUFFY,  LEO  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  7,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  15,  1917. 

Cause :  Cerebro  spinal  fever. 

Next  of  kin :  Mother,  Cora  Duffy,  Armstrong,  Iowa. 
DUGAN,  JOSEPH  BERNARD,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Lowell,  Mass.,  July  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  22,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Patrick  Dugan,  51  Butler  Avenue,  Lowell,  Mass. 
DUGGAN,  THOMAS  FOSTEK,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  September  22,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Simeon  L.  Duggan,  Yazoo  City,  Miss. 
DUKE,  WILLIAM  CICERO,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  April  10,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  June  2?  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Brother,  Lemuel  Gip  Duke,  2513  Clara  Street,  New  Orleans, 

La. 
DUKK.  WILLIAM  H.,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted  :  Norfolk,  Va.,  May  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  J.  Duke,  309  Duncan  Avenue,  Norfolk,  Va. 
DUKES,  GEORGE  HARPER,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  October'!!,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  the  enemy  submarine. 

Next  of  kin:  Mother,  Alice  Elizabeth  Dukes,  Hendersonville,  N.  C. 
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1M  II.KK,  M. VITHKW  .loH.x,  seaman,  second  Hass.  N.  N.  V. 

Enlisted :  Chicago,  111.,  August  20,  1917. 

Died:  U.  S.  S.  .\nnai>olin,  April  5,  1918. 

Cause:  Killed  by  mob  in  Mexican  riot. 

Next  of  kin:   Father,  Louis  Duller.  1S.V>  \\Vst  Twenty-third  Street,  Chicago, 

111. 

DUMAR,  WM.I.IAM  KIUK.  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  San  Francisco,  Calif.,  June  28,  1918. 

Died:  Naval  hospital,  Mare  Island,  Calif..  July  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife.  Mary  Lurline  Duinar,  G40  Kddy  Street,  San  Francisco, 

Calif. 
DUNBAK,  NORMAN,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  January  21,  1916. 

Died:  U  S.  S.  Carola,  Navy  base  hospital' No.  5,  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Sarah  Dunbar,  1218  Market  Street,  Santa  Clara,  Calif. 
DUNCAN,  BKYAN  COI.MAN,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  November  8,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  January  21.  1918. 

Cause:  Poison,  formalin,  acute. 

Next  of  kin :  Mother,  Anna  Duncan,  La  Grance,  Ky. 
DUNCAN,  CLARKXCK  HOSCOE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  2,  1917. 

Died :  Naval  hospital.  Great  Lakes,  111.,  May  23,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Alley  Duncan,  Rose,  Okla. 
DUNCAN,  EARLE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  November  3,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  February  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rosie  Duncan,  Mount  Pleasant,  Tex. 
DUNCAN,  JAMES  BRADY,  blacksmith,  United  States  Navy. 

Enlisted :  Norfolk.  Va.,  September  28,  1916. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  December  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Stella  Duncan,  Dahlonega,  Ga. 
DUNCAN,  GEORGE  LAWSON,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  April  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Brother,  S.  D.  Duncan,  Columbia,  S.  C. 
DKNCAN,  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Des  Moines,  Iowa,  October  18,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  20,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eliza  Duncan,  Neponset,  111.,  R.  R.  1. 
DUNDES,  FRANCIS  ARTHUR,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  23,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  21,  1918. 

Cause:  Appendicitis. 

Next  of  kin  :  Father,  James  Dundes,  229  Bay  Street,  Jersey  City,  N.  J. 
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DUNHAM,  HARLIE  ELKVERTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  30,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30.  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Harley  Dunham,  3938  Vincent  Street.  Pittsburgh,  Pa. 
DUMCLE,  WILLIS  BLAIR,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  May  11,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Dunkle,  Kellettville,  Pa. 
DUNLAP,  FOREST  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  January  3,  1918.  , 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Meningitis  cerebrospinal. 

Next  of  kin:  Wife,  Mrs.  F.  J.  Dunlap,  Manchester,  Iowa. 
DUNLAP,  WADE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  October  19,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  November  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Francis  Millers,  Lake  City,  Route  C,  Box  107,  Fla. 
DUNLAP,  WILLIAM  FRED,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  April  16,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Carrie  Belle  Dunlap,  Winnebago,  Minn. 
DUNN,  BERNARD  CHRISTOPHER,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Dunn,  203  McDowell  Street,  Columbus,  Ohio. 
DUNN,  CHARLIE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  May  15,  1918. 

Died :  Naval  Reserve  training  camp,  San  Pedro.  Calif.,  November  4,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Sister,  Ruth  Dunn,  227  East  Whiting  Avenue,  Fullerton,  Calif. 
DUNN,  CLINTON,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause:  Influenza. 

Next    of   kin:  Brother,    Theodore    Dunn,    3024    Forrest    Avenue,    Kansas 

City.  Mo. 
DUNN,  DANIEL  LAWRENCE,  chief  water  tender,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  June  8,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Dunn.  4~9  Congress  Street,  Pawtucket,  R.  I. 
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DUNN,  HARRY,  boastwain's  mate,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  March  23,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  August  16,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Catherine  Smith,  63  Van  Raypen  Avenue,  Jersey  City, 
N.  J. 

DUNN,  JOHN  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Seattle,  June  28.  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  John  G.  Dunn,  Charlestown,  Mass. 

DUNN,    MARVIN    MADDEN,    mess    attendant,    third    class,    United    States   Naval 
Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  November  15,  1917. 

Died:  Army  base  hospital  No.  34,  October  28.  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin:   Mother,  Margaret  Teresa  Dunn,  730  Franklin   Street,   San 

Francisco,  Calif. 
DUNNING,  ANDREW  LEE,  coxswain,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  26,  1917. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Anna  Dunning,  Herrin,  111. 
DUNNING,  GEORGE,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Recalled  to  active  duty  April  7,  1917,  at  Boston,  Mass. 

Died:  Receiving  ship,  Boston,  Mass..  July  23,  1917. 

Cause:  Died  from  injuries  received  in  fall  and  drowning. 

Next  of  kin:  Wife,  Catherine  Dunning,   470  Medford   Street,   Somerville, 

Mass. 
DUNYHUE,  WILLIAM  ANUIE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  10,  1917. 

Died:  Naval  hospital.  Norfolk,  Va.,  December  17,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Polly  Ann  Dunyhue,  Satillo,  Miss. 
DUPONT,  ERNEST  JOSEPH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  27,  1917. 

Died :  U.  S.  A.  C.  T.  Ticortderoga,  September  30,  1918. 

Cause :  Member  of  crew  on  missing  Ticonderoga. 

Next  of  kin :  Father,  John  Dupont,  post  office  box  146,  Gorham,  N.  H. 
DUPUY,  ALBIN  EMRICK,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Orleans,  La.,  July  16,  1918. 

Died :  Naval  district  base,  naval  hospital,  New  London,  Conn.,  September  23, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Annie  Chaze  Dupuy,  Bunkie,  La. 

DUEANT,  ARTHUR  EDWARD,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  May  6,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5, 1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Malvinia  Durant,  R.  F.  D.  No.  1,  Massena,  N.  Y. 
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DUBGIN,  DENNIE  FBANCIS,  master  at  arms,  second  class,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  November  3,  1915. 
Died :  Naval  hospital,  Chelsea,  Mass.,  April  24, 1918. 
Cause :  Pneumonia,  lobar. 

Next  of  ki* :  Friend,  Edward  Byrenes,  2250  North  Fourth  Street,  Philadel- 
phia, Pa. 
DURHAM,  ULYSSES  JENY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  St.  Louis,  Mo.,  July  15,  1918. 
Died :  Camp  Logan,  111.,  October  1,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Wife,  Millie  Durham,  Bolivar,  Mo. 
DUBKEE,  WALTER  NORMAN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Kansas  City,  Mo.,  June  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  18,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  George  H.  Durkee,  612  West  Olive  Street,  Bolivar,  Mo. 
DUBKIN,  JOHN  JAMES,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  April  2,  1917. 
Died :  U.  S.  S.  Saturn,  April  19,  1917. 
Cause :  Killed  by  falling  into  hatch. 
Next  of  kin :  Brother,  Michel  Durkin,  Peabody,  Mass. 
DURKIN,  EDOUARD  FERNAND,  hospital  apprentice,  first  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  January  21,  1918. 
Died:  Naval  training  station,  Great  Lakes,  111.,  July  7,  1918. 
Cause :  Drowning. 

Next  of  kin :  Mother,  Emma  S.  Durkin,  Indianapolis,  Ind. 
DUROCHER,  CHARLES  Loms,  chief  pharmacist's  mate,  F.  N.  R. 
Enlisted :  Annapolis,  Md.,  April  27,  1917. 
Died :  Naval  hospital,  Annapolis,  Md.,  October  5,  1918. 
Cause :   Pneumonia. 
Next  of  kin:  Wife,  Kate  O'Neil  DuRocher,  123  Market  Street,  Annapolis, 

Md. 
DUBBETT;  FRANK,  landsman  for  electrician  (R),  United  States  Naval  Reserve 

Force. 

Enlisted :  Louisville,  Ky.,  May  31,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  8,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Pearl  Nicholls  Durrett,  Finchville,  Ky. 
DURRETT,  JOHN  AUSTIN,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  June  4,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  28,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Wood  Durrett,  2804  Meadow  Street,  Dallas,  Tex. 
DURST,  CLAUD  MICHAEL,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  April  30,  1917. 
Died:  Naval  hospital,  St.  Nazaire,  France,  October  11,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Isora  Durst,  Preston,  Minn. 
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DUSTEK,  RAYMOND  SYLVESTER,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Pittsburgh,  Pa.,  May  21,  1915. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  17,  1918. 
Cause :  Pleurisy,  suppuratlve. 

Next  of  kin :  Father,  John  Duster,  227  Wood  Street,  Tarentum,  Pa. 
DUVA,  AUGUST  ANTHONY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Sister,  Minnie  Duva,  402  Ocean  Avenue,  Jersey  City,  N.  J. 
DTJXBUBY,  LELAND  RAYMOND,  landsman  for  electrician  (R),  United  Sjtates  Naval 

Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  May  7,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  William  Duxbury,  Hixton,  Wis. 

DVORAK,  EMIL  M.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted  :  Minneapolis,  Minn.,  May  9, 1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28, 1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Jessie  Shore  Dvorak,  Adams,  N.  Dak. 
DwntE,  VINCENT  LEE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Providence,  R.  I.,  July  24,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  16,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Mary  Dwire,  Bridgeton,  R.  I. 

DWYEB,  DAVID  JAMES,  carpenter's  mate,  second  class  (A),  United  States  Navy. 
Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  April  4,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Father,  Thomas  Dwyer,  Belly  Facey,  Glenmore,  Waterford, 

Ireland. 

DWYER,  JOHN  HENRY,  engineman,  second  class,  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  July  12,  1918. 
Died :  U.  S.  S.  Mercy,  October  12,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Margaret  A.  Dwyer,  321  North  Main  Street,  Marion, 

Ohio. 

DYBDAHL,  BIRGEB,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted :  New  York,  N.  Y.,  July  6,  1918. 
Died :  Base  No.  6,  October  11,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Wife,  Arndora  E.  Dybdahl,  747  Forty-fifth  Street,  Brooklym 

N.  Y. 

DYE,  JAMES  WALTER,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  July  17,  3917. 
Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Fnther.  .Tamos  Oyo,  Omnlnskn.  Tox. 


249 

DYER,  ALBERT  AABON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  February  8,  1918. 

Died :  Naval  hospital,  Newport.  R.  I.,  April  5,  1918. 

Cause:  Pneumonia,  Ipbar. 

Next  of  kin :  Mother,  Lou  Dyer,  Bangor,  Ala. 
DYEB,  CUTLER,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  Galveston,  Tex.,  September  4,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.?  October  18,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Adalene  B.  Dyer,  919£  Elizabeth  Street.  Key  West,  Fla. 
DYKE,  LEE  HOWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  August  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Ellen  Dyke,  R.  F.  D.  No.  1,  Liverrnore  Falls,  Me. 
EADES,  LAWRENCE  HAEVEY,  water  tender,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  July  20,  1918. 

Died :  U.  S.  S.  Utah,  October  25.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Henry  Eades,  Elizabethtown,  Ky. 
EAGLE,  FRED,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  8,  1918. 

Died :  Sequoia  Hospital,  Eureka,  Calif.,  November  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Eagle,  220  Tucker  Street,  Healdsburg,  Calif. 
EAGLES,  JOHN  EDWARD,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :-J5oston,  Mass.,  August  8,  1918. 

Died :  Quarantine  station,  Gallups  Island,  Mass.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mary  Eagles,  10  Elliot  Street,  Cambridge,  Mass. 
BAKIN,   WILLIAM    FRANK,   apprentice    seaman,   United    States   Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harry  Eakin,  1106  South  Carson  Street,  Tulsa,  Okla. 
EAKINS,  KASH  THEODORE,  seaman, -second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  January  13,  1917. 

Died :  U.  S.  S.  Solace,  August  27,  1917. 

Cause:  Foreign  body  in  bronchus. 

Next  of  kin :  Mother,  Martha  Eakins,  Bourbon,  Ind. 

EAKINS,  WILLIAM  MADISON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111 ,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Laura  B.  Eakins,  Sciotoville,  Ohio. 
BALES,  JOHNSON  CLAY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  May  1,  1917. 

Died:  Navy  collier  Cyclops,  June- 14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  George  Bales,  335  Ross  Avenue,  Lexington,  Ky. 


250 

KANNUCCI,  JOHN,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  May  31, 1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1919. 
Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Father,  Tony  Ennnucci,  Trenton  Junction,  N.  J. 
EARL,  JOHN  EDEN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  June  4,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  14,  1918. 
Cause:  Influenza. 

Next  of  kin :  Sister,  Lydia  C.  Earl,  Allen,  Kans. 
EABL,  THOMAS  GILBERT,  landsman,  commissary  steward,  United  States  Navaj 

Reserve  Force. 

Enlisted :  New  London,  Conn.,  August  5,  1918. 

Died :  Quarantine  Station,  Gallups  Island,  Mass.,  September  27,  1918.  * 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Flora  Earl,  138  Banks  Street,  New  London,  Conn. 
EASLEY,  WILLIAM  JULIUS,  fireman,  first  class,  United  States  Navy. 
Enlisted:  Peoria,  111.,  June  1,  1917. 
Died :  U.  S.  S.  Pittsburgh,  October  23,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Drury  L.  Easley,  Low,  Mo. 
EASTERLING,  JAMES  EDWARD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Columbia,  S.  C.,  June  6,  1917.  \ 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Julious  C.  Easterling,  Bowman,  S.  C. 
EASTMAN,  WILLIAM  LAWRENCE,  ship's  coek,  fourth  class,  United  States  Naval 

Reserve  Force. 

Enlisted:  Toledo,  Ohio,  August  1,  1917. 
Died:  Naval  hospital,  Chelsea,  Mass.,  March  16,  1918. 
Cause:  Pleurisy. 

Next  of  kin :  Mother,  Jessie  Eastman,  729  Stickney  Avenue,  Toledo,  Ohio. 
EATON,  HOWARD  WALTER,  landsman  for  electrician   (R),  United  States  Naval 

Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  18,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Agnes  L.  Eaton,  53  Albion  Street,  Somerville,  Mass. 
EATON,  THOMAS   WINDAL,  chief  quartermaster,   United   States  Naval   Reserve 

Force. 

Enlisted :  Washington,  D.  C.,  October  3,  1917. 
Died :  Naval  air  station,  Key  West,  Fla.,  April  5,  1918. 
Cause :  Killed  in  collision  of  two  seaplanes. 

Next  of  kin :  Mother,  Jennie  Eaton,  Bellefonte  Route,  Wilmington,  Del. 
EBBITT,  JAMES  AUGUSTUS,  chief  water  tender,  United  States  Navy. 

Enlisted :  Newport,  R.  L,  May  6,  1918.  » 

Died:  At  home,  September  25,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Annie  B.  Ebbitt,  21  Green  Street,  Newport,  R.  I. 
EBERHART,  BERNIE,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  June  28,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 
Cause:  Pnemnon'a. 
Next  of  kin :  Mother,  Alice  Eberhart,  Alice,  Mo. 
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EBISCH,  CABL  G.,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  31,  1915. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917.  \ 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next   of   kin:  Mother,    Augusta   Ebisch,    1024   West   Twenty-first    Street, 

Erie,  Pa. 
EBNOTHER,  JAMES  RAYMOND,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  October  8,  1917. 

Died :  Navy  base  hospital  No.  3,  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Dr.  Charles  L.  Ebnother,  Downs,  Kans. 
EBORN,  WILLIAM  ROBERT,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Wilmington,  N.  C.,  July  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va..  October  22,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Mother,  Marcella  Eborn,  R.  F.  D.  No.  4,  Washington,  N.  C. 
ECHAGUE,  AMBROSIO,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Batangas,  P.  I.,  July  3,  1917; 

Died :  Naval  hospital,  Norfolk,  Va.,  December  26,  1917. 

Cause :  Intraspinal  injuries. 

Next  of  kin :  Mother,  Fernanda  Agato,  Batangas,  P."  I. 
ECKARD,  CARL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Parkersburg,  W.  Va.,  July  18,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  M.  Eckard,  Letart,  W.  Va. 
ECKART,  HERBERT  HERMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  3,  1917. 

Died :  Great  Lakes,  111.,  February  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Hedvig  Eckart.  611  Orange  Avenue,  Orange,  Tex. 
EDDS,  WILLIAM  W.,  fireman,  second  class,  United  States  Na'vy. 

Enlisted :  Dallas,  Tex.,  May  ,31,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Father,  George  Edds,  715  West  Pecan  Street,  Sherman,  Tex. 
EDDY,  GEORGE  ALFRED,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  27,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  16,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Eugene  D.  Eddy,  174  College  West  Street,  St.  Paul, 

Minn. 
EDEN,  FRANKLIN,  seaman,  N.  N.  V. 

Enlisted :  Staten  Island,  N.  Y.,  August  23,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowning. 

Next  of   kin :   Grandmother,   Mrs.   Mary   Lynch,   73   Fourth   Street,   New 

Brighton,  Long  Island,  N.  Y. 

EDMONDS,  ROBERT  LINDSAY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C..  Jnly  23,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  November  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  L.  Edmonds,  Rockville,  Md. 
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EDWARDS,  ALLEN  SETH,  seaman,  second  class,  United  States  Navy. 

Enlisted:   Norfolk,  Va.,  May  17,  1917. 

Died :  U.  S.  S.  Chincha,  March  21,  1918. 

Cause:  Gunshot  wound  In  abdomen. 

Next  of  kin :  Father,  Newton  Edwards,  Beach  Island  Lumber  Co.,  box  847. 

Augusta,  Ga. 
EDWABDS,  ALLEN  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  August  18,  1916. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :   Drowning. 

Next  of  kin :  Mother,  Lydia  M.  Edwards,  Jackson,  N.  C. 
EDWARDS,  AMOS  GRAY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  4,  1917. 

Died:  U.  S.  S.  Solace,  April  29,  1917. 

Cause:    Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  Dollie  G.  Edwards,  Nettleton,  Miss. 
EDWARDS,  COY,  seaman,  N.  N.  V. 

Enlisted :  Wilmington,  N.  C.,  June  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  24,  1917. 

Cause:   Pneumonia,  broncho. 

Next  of  kin :  Father,  J.  B.  Edwards,  Exum,  N.  C. 

EDWARDS,  GEORGE  CURTIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Williamsport,  Pa.,  May  22,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  24,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  John  W.  Edwards,  821  East  Dewart  Street,  Shamo- 

kin,   Pa. 
EDWARDS,  JAMES  SILAS,  boilermaker,  United  States  Navy. 

Enlisted:  Peorla,  111.,  June  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  29,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary.. 

Next  of  kin :  Mother,  Mrs.  Katherine  Burley,  307  Hurlburst  Street,  Peoria, 

111. 

EDWARDS,  JOHN  ALEXANDER,  baker,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Los  Angeles,  Calif.,  June  15,  1918. 

Died :  Naval  base,  San  Diego,  Calif.,  October  28,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Helen  A.  Edwards,  1012  West  Forty-second  Street,  Los 

Angeles,  Calif. 

EFINGER,  WILL  EDWARD,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wls.,  June  26,  1918. 

Died :  American  Army  Hospital,  No.  53,  October  27,  1918. 

Cause:   Pneumonia,  broncho. 

Next  of  kin:  Mother,  Augusta  Eflnger,  121  North  Ingersoll  Street,  Madi- 
son,   Wls. 
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E(,AN,  JAMES  JOSEPH,  chief  water  tender,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  July  22,  1915. 

Died :  U.  S.  S.  Philip,  October  13,  1918. 

Cause :    Syphilis. 

Next  of  kin :  Aunt,  Mary.  A.  Bowers,  90  West  Fifteenth  Street,  Bayonne, 

N.  J. 

EojiERT,  ABTHUB  STANLEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Staten  Island,  N.  Y.,  June  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  his  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  John  E.  Egbert,  1288  Richmond  Avenue,  Graniteville, 

N.  Y. 

EOKBTON,  JOHN  QEOBGE,  chief  electrician    (G),  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  April  23,  1917. 

Died:  League  Island,  Pa.,  January  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Julia  D.  Egerton,  California  Apartments,  Washing- 
ton, D.  C. 

EGGLESTON,  LYALL  GINN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  June  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  F.  Eggleston,  430  North  High  Street,  Galena, 

111. 
EHBENWOKTH,  MAX  ADOLPH,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Fannye  Ehrenworth,  419  Redgate  Avenue,  Norfolk,  Va. 
EICHELBEBGEB,  EDWARD  GABY,  quartermaster,  second  class   (A),  United  States 
Navy. 

Enlisted :  Baltimore,  Md.,  March  29,  1917. 

Died:  Naval  air  station,  Dunkirk,  February  26,  1918. 

Cause:  Killed  in  aeroplane  accident. 

Next  of  kin:  Mother,  Julia  H.  Eichelberger,  Baker  and  Eleventh  Streets, 

Baltimore,  Md. 
EICHKEBN,  HEBBEBT,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  April  16,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  8,  1918. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Father,  John  Eichkern,  782  Highland  Avenue,  Newark,  N.  J. 
EICK,  JOHN  WILLIAM,  painter,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Clara  B.  Eick,  927  Mound  Street,  Atchison,  Kans. 
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EISENBACH,  CLETUS  HENKY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  August  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Eisenbach,  Box  35,  St.  Paul,  Minn. 
ELBEBS,  RUDOLPH  FRANK,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  ¥.,  May  12,  1917. 

Died:  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Fred  Elbers,  505  Fourth  Street,  Brooklyn,  N.  Y. 
ELDER,  EDWIN  ELDON  GRAHAM,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Elder,  34  Elderon  Avenue,  Lansdowne,  Pa. 
ELDER,  JOHN  WALLACE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  23,  1917. 

Died :  U.  S.  A.  C.  T.  Ticomleroya,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  W.  Elder,  637  St.  Ann's  Avenue,  New  York,  N.  Y. 
ELDRID,  GERALD  GORDON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Ithaca,  N.  Y.,  October  8,  1918. 

Died:  Cornell  University,  Ithaca,  N.  Y.,  October  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Gordon  H.  Eldrid,  Gerard  Hotel,  New  York,  N.  Y. 
ELDRIDGE,  CHESTER  OSBORNE,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  28,  1917. 

Died :  U.  S.  A.  C.  T.  Montana-,  August  16,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Ruben  Eldridge,  325  Main  Street,  Jacksonville,  Fla. 
ELFSTROM,  GUSTAVE  WILLIAM  WALTER,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  January  9.  1915. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sarah  C.  Elfstrom,  36  West  Street,  Hartford,  Conn. 
ELLER,  WILLIAM  HERBERT,   apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cadse:  Influenza. 

Next  of  kin  :  Father,  Friend  W.  Eller,  1219  Fifth  Street,  Moundsville,  W.  Va. 
ELLINQWOOD,  HAROLD  THEODORE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  22,  1917. 

Died:  Naval  hospital,  Newport.  R.  I..  May  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  F.  Ellingwood,  Buckfield,  Me. 
ELLINGSWORTH,  DANIEL  MAURICE,  shipfitter,  first  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  14,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  October  21,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Ellingsworth,  315  Pool  Street,  Norfolk,  Va. 
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ELLIOTT.  AMASA,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  November  24,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  December  17,  1917. 
Cause :  Pneumonia,  lobar. 

•  Next  of  kin :  Mother,  Lillian  Elliott,  West  Townsend,  Mass. 
ELLIOTT,  HOLICE  CLINTON,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Nashville.  Tenn.,  December  11,  1917. 
Died :  Naval  hospital,  Norfolk,  Va..  January  11,  1918. 
Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Brother,  Emmett  Elliott,  3521  Park  Avenue,  Nashville,  Tenn. 
ELLIOTT.   LOSSIE  FRANK,  landsman  for  machinist's  mate    (A),   United   States 
Navy. 

Enlisted :  Portland,  Me.,  January  23,  1918. 
Died :  Naval  air  station,  Pensacola,  Fla.,  October  5.  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Mrs.  Roxie  L.  Elliott,  107  James  Street,  Danville, 

Va. 
ELLIOTT,   RALPH   GROVER,   fireman,   third   class,   United   States  Naval   Reserve 

Force. 

Enlisted :  Indianapolis.  Ind.,  July  30,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  Kin :  Father,  John  A.  Elliott,  R.  R.  1,  Vincennes,  Ind. 
ELLIOTT,  WILLIAM  WESLEY,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  September  20,  1916. 
Died :  U.  S.  S.  Pittsburgh,  October  24,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mrs.  Alice  Shynider,  610  Cass  Avenue,  San  Antonio,  Tex. 
ELLIS,    BENJAMIN    JAMES,    hospital    apprentice,    second    class,    United    States 

Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Ellsworth  E.  Ellis,  Cuzco,  Ind. 
ELLIS,  HARRY  CHANDLER,  fireman,   third  class,  United   States  Naval   Reserve 

Force. 

Enlisted :  Boston,  Mass.,  June  11,  1918. 
Died :  Boston,  Mass.,  October  1,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  James  Christopher  Ellis,  490  Mel  rose  Street,  Melrose, 

Mass. 
ELLIS,  JAMES  BEAMORE,  ship's  cook,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  April  24,  1918. 
Died :  Naval  hospital,  Gibraltar,  October  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Uncle,  James  Hood.  Box  83,  West  Grove,  Pa. 
ELLIS,  LELAND  SEARSON,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Columbia,  S.  C.,  May  13,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 
Next  of  kin :  Mother,  Mrs.  D.  H.  Ellis,  1015  Bryan  Street,  Columbia,  S.  C. 
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ELLIS,  \\II.I.I\M  AVKKV.  fireman,  third  class,  I'nited  States  Navy. 

Enlisted  :  Dallas,  Tex.,  June  3,  1917. 

Died:  Dallas,  Tex.,  June  6,  1917. 

Cause:  Poisoning  by  strychnine. 

Noxt  of  kin:  Mother,  Mallessa  Ellis,  Chniuller,  Tex. 
ELWELL,  GEORGE  MAHLON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  George  Elwell,  197  Irving  Avenue,  Bridgeton,  N.  .1. 
ELWELL,  GOLIAH  ERNEST,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  January  3,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  24,  1918. 

Cause:  Tuberculosis,  acute  and  pulmonary. 

Next  of  kin :  Father,  Siuie  Elwell,  Monroe,  Wash. 

ELWOOD,  SAMUEL  WEBSTER,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  12,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Charles  O.  Elwood,  3  Millikeu  Place,  Decatur.  111. 
ELY,  EARNEST,  water  tender,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  August  11,  1915. 

Died :  U.  S.  S.  Dale,  May  30,  1917. 

Cause:  Attack  by  shark. 

Next  of  kin:  Mother,  Harriet  Ely,  723  West  Cumberland  Avenue,  Knox- 

ville,  Tenn. 
EMBRETSON,  ARTHUB  BERNARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Marie  Embretsou,  11.  2,  box  28,  Zimmerman,  Minn. 
EMERSON,  HAROLD  RAY,   seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  March  6,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nellie  J.  Emerson,  box  48,  New  Boston,  N.  H. 
EMERSON,   JACK   LORENTZ,  yeoman,  third  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  August  5,  1918. 

Pied:  San  Francisco,  Calif.,  November  1,  1918. 

Cause:  Influenza. 

Next    of   kin:    Mother,    Olivette   M.    Emerson,    156   Wadsworth    Avenue, 

Ocean  Park,  Calif. 

EMERY,  ERNEST  WILLIAM,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Washington,  D.  C.,  June  26,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alice  E.  Emery,  26  Carroll  Avenue,  Tacoma  Park,  Md. 
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EMMETT,  ROBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  12,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Friend,  Lester  Truex,  317  River  Road,  Edgewater.  N.  J. 
EMMITT,  CHESTER  BERNARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  4,  1917. 

Died :  Naval  station.  Mare  Island,  Calif.  .January  24,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin  :  Mother,  Myrtilla  Emmitt,  Umpqua,  Oreg. 

EMMONS,  HENRY  ALPHONSE,  landsman  for  quartermaster   (A.),  United  Stairs 
Navy. 

Enlisted :  Boston,  Mass.,  January  22,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Elizabeth  M.  Chabot,  84  Madison  Street,  Worcester. 

Mass. 

EMPEY,   SIDNEY  MCKILLOP,  apprentice  seaman,  United   States   Naval   Reserve 
Force. 

Enlisted :  Oklahoma  City,  Okla.,  April  26, 1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Sidney  G.  Empey,  618  South  Williams  Street.  El  Rono. 

Okla. 
EMPY,  WESLEY  ARNOLD,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  June  1,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Sarah  Vandine,  1516  East  Adler  Street,  Walla  Wallu. 

Wash. 
END,  GEORGE  LEWIS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  March  19,  1918. 

Died  :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Louis  R.  End,  25  Hart  Street.  Rochester,  N.  Y. 
ENGEN,  GTLMAN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis.  Minn.,  January  18,  1918. 

Died  :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  June  11,  1918. 

Cause:  Diphtheria. 

Next  of  kin  :  Mother,  Mrs.  Mary  Engen,  R.  R.  4,  Wnukon.  Iowa. 
ENGESSER,  Louis  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Brooklyn,  N.  Y.,  June  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29. 1918. 

Cause :  Missing  from  motor  boat  while  returning  from  liberty. 

Next  of  kin:  Father,  William  Engesser,  11  Dysen  Street,  Maspeth,  Long 

Island,  N.  Y. 

ENGLAND,  FOREST  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  June  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29, 1918. 

Cnuse:  Influen7,n. 

Next  of  kin :  Mother,  Matilda  England,  St.  Francisville,  111. 
174483—20 17 
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ENGLEDOW,  ALFRED  JOHN,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Boston,  Mass.,  April  6, 1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  18, 1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Annie  J.  Engledow,  47  Hammond  Street,  suite  3,  Boston, 

•Mass. 
ENGLERT,  HOWARD  KASPER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  July  13,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Englert,  452  Shiller  Street,  Elizabeth,  N.  J. 
ENGSTROM,  CARL  GUSTAF,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  Haven,  Conn.,  May  28,  1918. 

Died :  At  home,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Engstrom,  Norra  Unnaryd,  Sweden. 
ENOCHSON,  VICTOR  HUGO,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Omaha,  Nebr.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Holver  Enochson,  Schuyler,  Nebr. 
ENOS,  GEORGE  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Maggie  Enos,  Brownsville,  Minn. 
ENOS,  JOSEPH  VICTOR,  musician,  first  class,  United  States  Navy. 

Enlisted :  New  London,  Conn.,  February  9,  1918. 

'Med :  At  home,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Bertha  Enos,  55  Eastern  Avenue,  New  London,  Conn. 
ENRIGHT,   THOMAS   JOSEPH,   seaman,   second   class,   United   States  Naval   Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  Sydney,  N.  S.,  November  11,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Hannah  Enright,  117  Varick  Street,  New  York,  N.  Y. 
ENSOR,  RICHARD  MORRIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.',  May  5,  1917. 

Died :  U.  S.  S.  Itasca  Estelle,  September  22,  1917. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Carrie  E.  Ensor,  801  Woodley  Street,  Baltimore,  Md. 
ENTROP,  FRANK  JOSEPH,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  December  4,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  E.  Entrop,  11103  Superior  Avenue,  Cleve- 
land, Ohio. 
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ENTY,  EMERSON  TOBIAS,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  May  18,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  May  E.  Enty,  Kittanning,  Pa. 
EOPOLUCCI,  JOHN  ISADORE,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Rosebank,  N.  Y.,  May  7,  1915. 

Died:  Steamship  Aztec,  April  1,  1917. 

Cause :  Lost  when  the  steamship  Aztec  was  sunk  by  the  enemy  on  April 
1,  1917.  He  was  serving  as  a  member  of  the  armed  guard,  and  was 
the  first  enlisted  man  to  lose  his  life  in  the  World  War. 

Next  of  kin:  Mother,  Annie  M.  Eopolucci,  649  L  Street  SE.,  Washing- 
ton, D.  C. 

EPPEHIMER,  WALTER  HERBERT,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Philadelphia,  Pa.,  July  29,  1918. 

Died:  Philadelphia,  Pa.,  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Wife,  Mary  M.  Eppehimer,  250  Adelphi  Street,  Brooklyn,  N.  Y. 
EPPERSON,  IVAN  HOLLIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  5,  1917. 

Died :  U.  S.  S.  George  Washington,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  O.  Epperson,  Macon,  Mo. 

EPRIGHT,  HOWARD  KULP,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  May  6,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,   Louise   S.  Epright,  45  North  Main   Street,  Spring 

City,  Pa. 
ERBE,  CHARLES  AMIAL,  baker,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.-,  June  1,  1918. 

Died:  U.  S.  S.  OMoan,  November  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Erbe,  317  Orwigsburg  Street,  Tamaqua,  Pa. 
ERDMAN,  JOHN  EDWIN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  13,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  May  6,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  W.  Erdman,  2036  East  Thirtieth  Street,  Baltimore, 

Md. 
ERLANDSEN,  HAROLD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  July  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Serena  Erlandsen,  1476  St.  Lawrence  Avenue,  New 
York,  N.  Y. 
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ERLANDSON,  RANDOLPH  O..  machinist's  nmtc,  second  class,  United  States  \.-iv  i. 

Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  12,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  June  16,  1917. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Amanda  Erlandson,  R.  F.  D.  52,  South  Dartmouth, 

Mass. 

ERI.BECK,  LEO  JOSEPH,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  July  19,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Aunt,  Mary  McDermott,  1139  Valley  Street,  Baltimore,  Md. 
ERNA,  COENEI.IO,  native  seaman,  second  class,  United  States  Navy- 
Enlisted :  Cavite,  I'.  I.,  August  24,  1917. 
Died :  Naval  hospital,  Canacao,  P.  I.,  February  9,  1918. 
Cause:  Appendicitis,  acute. 

Next  of  kin :  Wife,  Paz  Antonio,  62  P  Zamore,  Cavite,  P.  I. 
EBRETT,  JACOB  DAVIDSON,  landsman  for  machinist's  mate   (A),   United  States 

Naval  Reserve  Force. 
En  isted :  Pittsburgh,  Pa.,  June  4,  1918. 
Died:  Naval  hospital.  Gulfport,  Miss.,  October  21,  1918. 
Cause:  Pneumonia,  broucho. 
Next  of  kin :  Father,  David  Errett,  Madison.  Pa. 
EBWIN,   JOHN   HAMILTON,   apprentice  seaman,   United   States   Naval   Reserve 

Force. 

Enlisted:  Los  Angeles.  Calif.,  October  11,  1918. 
Died :  Elysinn  Hospital,  Los  Angeles,  Calif.,  October  25,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Dallas  Cynthia  Erwin,  3947  Wall  Street.  Los  Angeles, 

Calif. 

ESCAVAGE,  GEORGE  HARRY,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Buffalo.  N.  Y.,  January  23.  1917. 
Died :  U.  S.  S.  Solace,  August  31,  1917. 
Cause :  Cerebrosplnal  fever. 

Next  of  kin :  Father,  Geofil  Escavage,  58  Rejtan  Street,  Buffalo,  N.  Y. 
ESCOFFIER.  JOHN,  fireman,  third  class.  United  States  Navy. 
Enlisted:  Newark.  N.  J..  January  7.  1918. 
Died:  U.  S.  S.  Salem,  September  29.  1918. 
Cause:  Lost  when  motor  boat  capsized  returning  from  liberty. 
Next  of  kin:  Mother,  Alice  Escoffier,  515  Highpoint  Avenue.  West  Ho- 

boken.  N.  J. 
ESTAND.  TONY  RICHARD,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Minneapolis,  Minn.,  July  11.  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Emiline  Estand,  433   Sherburn   Avenue,   St.    Pnul. 

Minn. 

ESTEP,  JAMES  VASCO,  seaman,  second  class.  United  States  Navy. 
Enlisted:  Da'las,  Tex.,  December  6.  1917. 
Died:  Naval  training  station.  Great  Lakes,  111.,  March  1,  1018. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Father,  John  Estep,  Anna.  Tex. 
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ESTES,  JAMES  BBOWN,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  31,  1915. 

Died:  U.  S.  S.  Westover,  July  11.  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Drucie  B.  Estes,  Hartwell,  Ga. 

ESTES,   LEROY  CHARLES,   seaman,   second  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  Providence,  R.  I.,  May  7,  1917. 

Died :  Naval  hospital.  New  York,  N.  Y.,  October  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Estes,  97  Bogman  Street,  Providence,  R.  I. 
ESTES,  MAURICE  WALDO,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass..  June  1,  1918. 

Died :  Boston,  Mass.,  September  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :    Father,  Eugene  E.  Estes,  322  East  Foster  Street,  Melrose, 

Mass. 
ESTES,  SIMON  ALTON,  landsman  electrician  (R),  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  January  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 

Cause :  Influe:  za. 

Next  of  kin :  Father,  Alton  Estes,  box  1,  Sidnaw,  Mich. 
ESTILL,  LEONIDAS  ROBERT,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  July  14,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  A.  Estill,  Electria,  Tex. 
ESTRIDGE,  JAMES  HENKY,  apprentice  seaman,  Ui  ited  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  10,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Jane  Estridge,  Ashland  City,  Tenn. 
ETTEB.  JACK  HARRELL.  appre:  tice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  J.  R.  Etter,  614  North  J  Street,  Fort  Smith,  Ark. 
ETZOLD.  ERNEST  WALTER,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlistt-d :  New  York,  N.  Y.,  April  11,  1917. 

Died:  U.  S   S.  Buena  Ventura,  September  16,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  ereniy  submarine. 

Next  of  kin :  Father,  Ernest  W.  Etzold,  171  East  Ninety-first  Street,  New 

York,  N.  Y. 

ETJSTICE,  RAYMOND  GEORGE,  plumber  and  fitter,  United  States  Naval  Reserve 
Force. 

Enlisted:  San  Francisco,  Calif.,  May  1,  1918. 

Died :  Naval  station,  Mare  Island,  Calif.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Eustice,  3412  San  Pablo  Avenue,  Oakland, 
Calif. 
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EVANS,  CHARLES  HART,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  April  16,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  18,  1917. 

Cause :  Killed  in  collision. 

Next  of  kin  :  Father,  John  Fred  Evans,  33  Colgate  Street,  Rochester,  N.  Y. 
EVANS,  CLARENCE  SINGLES,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  10,  1917. 

Died:  Submarine  chaser  No.  209,  August  29,  3918. 

Cause:  Result  of  wounds  received  on  board  ship. 

Next  of  kin :  Father,  John  K.  Evans,  M.  D.,  Malvern,  Pa. 
EVANS,  FLOYD,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  November  19,  1917. 

Died:  Naval  hospital,  Norfolk,  Vn.,  January  4,  1918. 

Cause:  Pi  eumonia. 

Next  of  kin :  Wife,  Lillie  L.  Evans,  Salem,  Ohio. 
EVANS,  GEORGE  NEWTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  30,  1917. 

Died:  Naval  hospital,  Chel  ea,  Mass.,  February  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mr--.  Eula  Thummond,  Bertram,  Tex. 
EVANS,  GEOKGE  STOKER,  seaman,  second  class,  United  States  Navy. 

Enlisted  :•  Jackson,  Miss.,  March  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Chronic  cardiac  valvular  disease. 

Next  of  kin:  Father,  Albert  J.  Evans,  337  Forty-first  Avenue.  Meridian, 

Miss. 
EVANS,  GOMER  JENKINS,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Solace,  January  23,  1918. 

Cause :  Cerebro  pinal  fever. 

Next  of  kin :  Father,  Reese  J.  Evans,  65  Seneca  Street,  Pittsburgh,  Pa. 
EVANS,  HUDSON  CLAY,  apprentice  seaman,  United  States  Navy. 

Eiili  ted :  Houston,  Tex.,  August  7,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  E.  Evans,  box  27,  Butto,  Tex. 
EVANS,   IRVINE   LIONEL,   yeoman,   second   class,   United    States  Naval   Re.  erve 
Force. 

Enlisted:  Boston,  Mass.,  May  2,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  16.  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Evan"",  Stockton,  111. 
EVANS,  JOEL  L.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  12,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Nettie  V.  Evans,  Vernon,  Fla. 
EVANS,  LUTHER  MARION,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lake  ,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  U^  ses  Grant  Evans,  R.  F.  D.  1,  Conneaut,  Ohio. 
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EVANS,  OSCAR  LLOYD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  March  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  14,  1917. 

Cause:  Cerebro  pinal  fever. 

Next  of  kin :  Mother,  May  Relker,  2123  D  Summit  Street,  Kansas  City,  Mo. 
EVANS,  OTTO  HARRISON,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  February  12,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  s-hip. 

Next  of  kin:  Father,  R.  J.  Evans,  1504  Carolina  Avenue,  Springfield,  111. 
EVANS,  THOMAS  ALVA,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Louisa  Evans,  route  2,  Hillsboro,  Tenn. 
EVANS,  WIXBERN  LAMBERT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  6,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Benjamin  F.  Evans,  Vernon,  Fla. 
EVANS,  WILLIAM  RAY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Birmingham,  Ala.,  August  5,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  20,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Elie  W.  Evans,  route  2,  Black,  Ala. 

EVERETT,  JOHN  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass,  May  1,  1918. 

Died :  Submarine  base,  New  London,  Conn.,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Wife,  Margaret  Everett,  6  Lexington   Street,  Charlestown, 

Mass. 
EVERTS,  ALONZO  JULIUS,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  8,  1917. 

Died :  U.  S.  S.  Hancock,  November  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sanna  E.  Times,  3047  West  Seventieth  Street,  Seat- 
tle, Wash. 
EWALD,  MICHAEL,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  May  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  15,  1917. 

Cause:  Enteritis,  acute. 

Next  of  kin :  Niece,  Elizabeth  Anderson,  434  Madison  Street,  Portsmouth, 

Va. 
EWART,  JOSEPH  SHARP,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  February  4,  1915. 

Died:  U.  S.  S.  Ghauncey,  November  19,  1917. 

Cause:  Lost  on  the  Chauncey. 

Next  of  kin :  Father,  William  L.  Ewart,  54  Second  Street,  Newport,  R.  I. 
EWELL,  EULAS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  November  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  12,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Father,  William  H.  Ewell,  Mappsville,  Va. 
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EWING,  WILLIAM  VANCE,  warrant  officer's  steward,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  July  19,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Friend,  Rosella  Rumley,  Litchford  Hotel,  Columbus,  Ohio. 
ETTCHISON,  ORVILLE  GLENN,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Steve  A.  Eytchison,  Onaga,  Kans. 
EZELL,  EARL  PRATT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  29,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  August  12,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  John  C.  Ezell,  Ward,  Ala. 
FAAS,  CLAUDE  TAYLOR,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  9,  1918. 

Cause:  Tuberculosis,  chronic. 

Next  of  kin :  Mother,  Edna  Faas,  Williamsburg,  Iowa. 

FAHRBACH,  CLARENCE  GEORGE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Navnl  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Fahrbach,  636  First  Street,  Menasha,  Wis. 
FAITH,  GEORGE  ALBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  February  27,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Berdena  Doerler,  3119  Durbin  Place,  Cincinnati,  Ohio. 
FAI.K,  CECIL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  October  20,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  March  7,  1918. 

Cause:  Diphtheria. 

Next  of  kin  :  Brother,  Francis  Falk,  Odd  Fellows'  Home,  Jackson,  Mich. 
FALLETT.  ERNEST  LINWOOD,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  May  31,  1917. 

Died:  Naval  hospital.  Norfolk,  Va.,  May  30,  1918. 

C.MUFe:  Encephalitis,  acute. 

Next  of  kin:  Mother,  Zina  Clara  Fallett,  Virginia  Beach,  Va. 
FALLON.  HARRY  BRUCE,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Cleveland,  Ohio,  January  29,  1917. 

Died:  Naval  hospital.  Great  Lakes,  111.,  February  21,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lena  Fallen,  904  Gorsuch  Avenue,  Baltimore,  Md. 
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FARLESS,  RUBY  HENRY,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  August  9,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  William  Farless,  217  South  Maine  Street,  Henderson, 

Ky. 
FARLEY,   ELMER  CLIFTON,   fireman,   third  class, '  United   States  Naval   Reserve 

Force. 

Enlisted :  Kansas  City,  Mo.,  June  13,  1918. 
Died :  St.  Peter's  Hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  Eli  Farley,  Akron,  Colo. 
FARLEY,  JOHN  WILLIAM,  seaman;  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  April  27,  1917. 
Died :  U.  S.  S.  Seattle,  March  6,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  George  W.  Farley,  Atkinson,  Nebr. 
FARLEY,  JOSEPH  MILTON,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  September  19,  1917. 
Died:  U.  S.  S.  Wakiva,  May  22,  1918. 
Cause :  Lost  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Johanna  Farley,  2712  North   Racine  Avenue,  Chi- 
cago, 111. 
FARNSWORTH,  HAROLD  FRANKLIN,  machinist's  mate,  second  class,  United  States 

Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  December  11,  1917. 
Died :  Naval  hospital,  Mare  Island,  Calif.,  November  11,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Alice  Farnsworth,  Colusa,  Calif. 
FARRAR,  GEORGE  FREDERICK,  apprentice  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  7,  1917. 

Died :  Navy  recruiting  station,  New  York,  N.  Y.,  May  9,  1917. 
Cause:  Drowned. 
Next  of  kin :  Mother,  Margaret  Fluggs,  230  West  One  hundred  and  eighth 

Street,  New  York,  N.  Y. 
FARRELL,  FLOYD  RAYMOND,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Portland,  Oreg.,  April  6,  1917. 
Died :  U.  S.  S.  Old  Colony,  February  3,  1918. 
Cause:  Mastoiditis. 

Next  of  kin :  Alice  Farrell,  319  Hill  Street,  Roseville,  Calif. 
FARRELL,  JAMES  SIMON,  chief  commissary  steward,  United  States  Naval  Reserve 

Force. 

Enlisted :  Boston,  Mass.,  June  1,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  December  23,  1917. 
Cause:  Tuberculosis. 
Next   of  kin :  Estate,   James   S.    Farrell,   Marines   House,   North    Square, 

Boston,  Mass. 
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FARRKLI.,  WIU.IAM  HKXKY,  inaehiuist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  22,  1918. 
Died :  Naval  hospital,  New  London,  Conn.,  October  1,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Margaret  Farrell,  901  Atwelle  Avenue,  Providence, 

R.  I. 

FARRINGTON,  FRANK  VERNAL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  April  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  H.  Farrington,  Franklinville,  N.  Y. 
FARRIS,  HENRY  LEROY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  17,  1917. 

Died :  Naval  hospital,  New  port,  R.  I.,  March  31,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,   Alice   Fan-is,   5   Union    Street,   care   of  Mrs.   Etta 

Doblin,  Rockland,  Me. 
FAUCHEUX,  MAURICE  CLETRAIT,  apprentice  seaman,,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  11,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  June  6,  1917. 
. ....  Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Emmer  Lapeze  Faucheux,  Wallace,  La. 
FAUST,  LEON  LESHER,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  19,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  January  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Faust,  11  Holland  Avenue,  Ardmore,  Pa. 
FAUX,  NATHAN,  Jr.,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Salt  Lake  City,  Utah,  January  12,  1918. 

Died :  Moroni,  Utah,  March  19,  1918. 

Cause :  Suicide,  strangulation. 

Next  of  kin :  Mother,  Dorothea  Faux,  Moroni,  Utah. 
FAVIER,  ARTHUR  HOLTON,  chief  electrician  (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  1,  1918. 

Died :  Boston,  Mass.,  October  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  E.  Favier,  27  Rockville  Park,  Roxbury,  Mass. 
FAVORS,  JOHN  HENRY,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  February  17,  1918. 

Died  :  Charleston,  S.  C.,  April  7,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  M.  Favors,  R.  F.  D.  1,  Charleston,  Mo. 
FAVRE,  SYLVAN  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  February  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  10,  1917. 

Cause:  Measles  (pneumonia). 

Next  of  kin :  Mother,  Laura  Favre,  Bay  Street,  St.  Louis,  Miss. 
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FAVKEAU,  HENRY  PHILIPPE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  4,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Wife,  Anna  Favreau,  1241  Lemon  Street,  Camden,  N.  J. 
FAY,  CHARLES  BEVANS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  July  16,  1918. 

Died :  Naval  hospital,  Newport,  II.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  F.  Fay,  152  Fifth  Street,  Syracuse,  N.  Y. 
FAY,  JOHN  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  3,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Sadie  Fay,  490  Boulevard,  Bayonne,  N.  J. 
FAZIO,  CHARLES  JOHN,  machinist's  mate,  second  class  (A),  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  3,  1917. 

Died :  Pensacola,  Fla.,  March  9,  1918. 

Cause:  Killed  in  airplane  accident. 

Next  of  kin:  Mother,  Elizabeth  Fazio,  109  Lawrence  Street,  Rome,  N.  Y. 
FEAGIN,  RICHARD  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  3,  1918. 

Died :  U.  S.  S.  Comfort,  September  23,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Andrew  Feagin,  702  Harvard,  Houston,  Tex. 
FEASEL,  EVERETT  VIRGEL,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  13,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  11,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin :  Mother,  Roena  Feasel,  Walkerville,  Mich. 
FEENEY,  JOHN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Raleigh,  N.  C.,  July  18,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause:    Pneumonia. 

Next  of  kin :  Grandmother,  Rosanna  McCaskin,  Hemp,  N.  C. 
FEGAN,  FRANCIS  JEROME,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  May  18,  1918. 

Cause :   pneumonia,   lobar. 

Next  of  kin :  Father,  Paul  C.  Fegan,  250  Hamilton  Avenue,  Brooklyn,  N.  Y. 
FEHLER,  HARRY  GEORGE,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  June  10,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Michael  Fehler,  route  4,  Elizabeth,  111. 
FEHR,  WARREN  RUSSEL,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  20,  1918. 

Died:  Naval  training  station,  naval  operating  base,  Hampton  Roads,  Va., 
November   11,    1918. 

Cause:  Shot  by  unknown  negro. 

Next  of  kin :  Father,  John  B.  Fetir,  430  North  Twelfth  Street,  Reading,  Pa. 
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FELDER,  HENRY  SOLOMONS,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  April  9,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Bessie  Felder,  Banberg,  S.  C. 
FELLOWS,  DAVID,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  March  9,  1914. 

Died :  Receiving  ship  at  New  York,  N.  Y.f  April  21,  1918. 

Cause:    Cerebral  .hemorrhage. 

Next  of  kin :  Mrs.  John  Nico,  63  Schrock  Avenue,  Buffalo,  N.  Y. 
FELSEMTHAL,  HAROLD  STANFORD,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  30,  1918. 

Died:  At  home,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Lee  Felseruthal,  5200  Ingleside  Avenue,  Chicago,  111. 
FELTER,  Ross  VERNON,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  June  28,  1918. 

Died :  Dunwoody  Naval  Training  Schools,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Millie  T.  Cole,  Woonsocket,  S.  Dak. 
FELTON,  FOSTER  CABERT,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Carrie  Felton,  920  Euclid  Street  NW.,  Washington,  D.  C. 
FELTS,  JESSE  NERI,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapalis,  Ind.,  August  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Margaret  E.  Felts,  1855  West  Morris  Street,  Indianapo- 
lis, Ind. 

FENDEB,  HENRY  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Pittsburgh,  Pa.,  May  2,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Eugene  Fender,  3626  Mellwood  Avenue,  Pittsburgh, 

Pa. 
FENLEY,  DAVID  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Ruth  Day,  R.  R.  2,  box  34,  Gilbert,  S.  O. 
FENNER,  CARL,  fireman,  third  clsiss,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  20,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Motha  Fenner,  Geyersville,  Calif. 
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FENTON,  JOHN  LEE,  storekeeper,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  22,  1918. 

Died :  Navy  Yard,  Philadelphia,  Pa.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mary  Agnes  Fenton,  614   South  Fifty-first  Street, 

Philadelphia,  Pa. 
FENTON,  JOSEPH  JOHN,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  28,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  13,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin  :  Father,  Joseph  J.  Fenton,  Bellows  Falls,  Vt 
FEKGUSON,  DEVOE,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  December  12,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  7,  1918. 

Cause:  Meningitis,  cerebrospinal  (pneumococcus). 

Next  of  kin :  Father,  Jesse  A.  Ferguson,  Joaquin,  Tex. 
FERGUSON,  HARRY  AQUILLA,  seaman,  second  class,  United  tSates  Navy. 

Enlisted :  Little  Rock.  Ark.,  April  20,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  September  23,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father.  Aquilla  Ferguson,  Heavener,  Okla. 
FERGUSON,  HAROLD  MUNCEY,  chief  boatswain's  mate,  United  States  Navy. 

Enliste:! :  Salt  Lake  City,  Utah,  June  29,  1915. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Albert  L.  Ferguson,  427  Twenty-fourth  Street,  Ogden, 

Utah. 
FERGUSON,  JAMES  DOUGLASS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  22,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  28,  1917. 

Cause:  Diabetes  mellitus. 

Next  of  kin:  Father,   Orba   Ferguson,   3050   Madison   Road,   Cincinnati, 

Ohio. 
FERGUSON,  JAMES  GAKD,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  12,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  7,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Edna  Card  Ferguson,  671  West  Ferry  Street,  Buf- 
falo, N.  Y. 

FERGUSON,  JOSEPH  CASWELL,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky..  July  18,  191S. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Amanda  James  Ferguson,  Flippin,  Ky. 
FERGUSON,  JOSHUA,  apprentice  seaman,  United   States  Naval  Reserve  Force. 

Enliste;! :  Key  West,  Flu.,  February  12,  1917. 

Died :  Naval  station.  Key  West,  Fla.,  November  12,  1917. 

Cause:  Nephritis,  chronic. 

Next  of  kin:  Wife,  Alecia  Ferguson,  810  Thomas  Street,  Key  West,  Fla. 
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KOBEKT,  electrician,  thinl  class,  Hiked  States  Navy. 
Enlisted:  Detroit,  Mich..  October  26,  1916. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
NVxt  of  kin:  Mother,  Effle  Bloom,  Curwensville,  Pa. 
I'KKtii  sox,  WILLIAM  ARTHUR,  hospital  apprentice,  second  class,  United  States 

Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  May  28,  1918. 
Died:  Naval  Hospital.  Great  Lakes,  111.,  October  15,  1918. 
Cause :  Influenza. 

Next  of  kin:  Mother,  Bertha  Ferguson,  802  East  Worden  Avenue,  Lady- 
•  smith.  Wis. 

FERGUSON,  WILLIAM  BERTIL,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Richmond.  Va.,  December  11,  1917. 
Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 
Cause:  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Father,  Francis  E.  Ferguson,  101  Dennison  Avenue.,  Roan- 

oke,  Va. 

FEBNANDZ,  JUAN  MONET,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted:  New  York,  N.  Y.,  October  10,  1917. 
Died :  U.  S.  S.  JJolus,  May  18,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Juan  Fernanda,  Culebra,  P.  R. 
FERRAND  SANDY  GEORGE,  machinist's  mate,  second  class,  United  States  Nuval 

Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  16,  1917. 
Died :  U.  S.  S.  President  Grant,  October  3,  1917. 
Cause :  Poisoned  by  illuminating  gas. 
Next  of  kin:  Father,  Paul  A.  Ferrand,  112  Ocean  Avenue,  South  Beach, 

Staten  Island. 
FERRARO,  ANTHONY  ANTONIO,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enlisted :  New  London,  Conn.,  July  29,  1918. 
Died :  Naval  hospital,  Newport,  R.  -I.,  September  18,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Dominaca  Ferraro,  96  Albert  Street,  Westerly,  R.  I. 
FERRELL,  EDWARD  WASHINGTON,  machinist's  mate,  second  class,  United  States 

Naval  Reserve  Force. 
Enlisted :  Cleveland,  Ohio,  May  4,  1918. 
Died :  Naval  aviation  forces,  foreign  service,  July  11,  1918. 
Cause:  Compound  fracture  of  skull. 

Next  of  kin:  Wife,  Bertha  Ferrell,  2253  East  Sixty-eighth  Street,  Cleve- 
land, Ohio. 
FERRELL,  JOHN  HYDE,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Meridian,  Miss.,  June  24,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  John  H.  Ferrell,  sr.,  Enterprise,  Miss. 
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FERRIS,  ALBERT  HENRY,  ship  fitter,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Des  Moines,  Iowa,  August  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  F.  Ferris,  56  Almond  Street,  Dubuque,  Iowa. 
FERRIS,  THOMAS  BERNARD,  hospital  apprentice,  second  class,  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  May  6,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Thomas  Ferris,  321  North  Eleventh  Street,  La  Crosse, 

Wis. 

FERRY,  WILLIAM,  seaman,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  April  29,  1918. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Molly  Ferry,  929  Beatty  Street,  Trenton,  N.  J. 
FESSENDEN,  EDGAR  HORACE,  electrician,  third  class,  NNV. 
Enlisted:  New  York,  N.  Y.,  March  2,  1917. 

Died :  Flushing  hospital,  Flushing,  Long  Island,  X.  Y.,  March  15,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Eliza  Jane  Fessenden,  820  Putnam  Avenue,  Brooklyn, 

N.  Y. 
FETTERLING,  HARRY  JOHN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Kansas  City,  Mo.,  July  2,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Ethel  May  Fetterling,  Belleville,  Kans. 
FIDDES,  RALPH  DOUGLAS,  fireman,  second  class,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  January  25,  1918. 
Died :  Naval  hospital,  Key  West,  Fla.,  October  19,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Wife,  Gladys  Fiddes,   1533  Ninth  Avenue,   San  Francisco, 

Calif. 
FIELD,  FRANK  JAY,  machinist's  mate,  first  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  San  Francisco,  Calif.,  February  23,  1918. 
Died:  Naval  hospital,  New  London,  Conn.,   September  21,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lottie  Field,  3768  Piedmont  Avenue,  Oakland,  Calif. 
FIELD,  MILLARD,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  19,  1917. 
Died :  Naval  station,  Norfolk,  Va.,  January  20,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Susie  Fields,  Cuba  Landing,  Tenn. 
FIGUEIREDO,  JOSEPH  Louis,  apprentice  seaman,  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  February  15,  1918. 
Died :  Naval  station,  San  Francisco,  Calif.,  February  23,  1918. 
Cause:  Appendicitis,  acute. 

Next  of  kin:  Father,  Victor  L.  Figueiredo,  1715  Green  Street,  San  Fran- 
cisco, Calif. 
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FII.SON  HAKKY  CURTISS,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  January  10,  1916. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Ciiu.se :  Broncho-pneumonia. 

Next  of  kin  :  Father,  James  It.  Filson,  box  261,  Paonia,  Colo. 
FILE,  CHARLES,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Eva  Filz,  1268  Elsie  Street,  Appleton,  Wis. 
FINAN,  BKRNAKD  THOMAS,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlished:  Milwaukee,   Wis.,   May   22,  1918. 

Died:  U.  S.  S.  Louisville,  September  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Bernard  Finan,  sr.,  Kentou,  Mich. 
FINCH,  WILLIAM  HAMILTON,  seaman,  second  cl  ss,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Ida  McC.irroll,  Plainville,  Kans. 
FINCHER,  JESSE  CUBTIS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  6,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Missing  on  Cyclops. 

Next  of  kin :  Mrs.  Laura  Fincher,  Newman,  Ga. 
FINDLAY,  CHARLEY  THOMAS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  25,  1918. 

Died,  Navy  yr rd,  Mare  Island,  Calif.,  July  21,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Frances  J.  Findlay,  R.  F.  D.,  Springfield,  Mo. 
FINE,  JACK  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Spokane,  Wash.,  June  7,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  John  Levey  Fine,  Peck,  Idaho. 
FINE,  JOSEPH,  fireman,  second  cl;:ss,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  January  11,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  29,  1018. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Fine,  1352  Marion  Street,  Denver,  Colo. 
FINEAR,  WILLIAM  PATRICK,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Brffnlo,  N.  Y.  D?cemrer.3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

C;ui:e:  Pi  eumo  ia,  lubar. 

Next  of  kin :  Father,  Edward  Finear.  R.  F.  D.  3,  Victor,  N.  Y. 
FiNGERi.iNo,  FRANK  WILLIAM,  fireman,  second  class,  United  States  Navy. 

Enlisted,  Newark,  N.  J.f  May  £>,  1917. 

Died:  U.  S.  S.  Alt-cdo,  November  5,  1917. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Catherine  Tamburin,  250  Pacific  Street,  Jersey  City, 
N.  J. 
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FINKKLSTEIN,  SAMUEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  12,  1918. 

Died :  Sayville,  Long  Island,  N.  Y.,  May  28,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Abraham  Finkelstein,  60  Second  Street,  New  York. 
FINLAYSON,  ALBERT  ALEXANDER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  10,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Sister,  Edith  Finlayson,  4028  Stewart  Street,  Omaha,  Nebr. 
FINNEGAN,  JOHN  MICHAEL,  chief  boatswain's  mate,  United   States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  February  27,  1918. 

Died :  Naval  hospital,  Cai*>  May,  N.  J.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,   Mary   Fiuuegan,  878  North  Tanney   Street,  Phila- 
delphia. 

FINNEGAN,  THOMAS,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  May  22,  1917. 

Died :  U.  S.  S.  Solace,  September  2,  1918. 

Cause:  Burns. 

Next  of  kin:   Mother,   Elizabeth   Finnegan,.  17  Fort   Street,   South  Man- 
chester, Conn. 

FIRNETT,   PETER   JOSEPH,   fireman,   third   class,   United   States   Naval   Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Firnett,  29  West  Acker  Street,  St.  Paul,  Minn. 
FISCHER,  CHARLES  JOHN,  coxswain,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  11,  1913. 

Died :  S.  S.  Vacuum,  April  28,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Romas  Fischer,  2247  West  Somerset  Street,  Phila- 
delphia, Pa. 
FISCHER,  ERNEST,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Christiana  Stahl,  224  McDougal  Street,  Brooklyn,  N.  Y. 
FISCHER,  HENRY  GEORGE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  15,  1918. 

Died  :  At  home  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Josephine  Fischer,  15  Roosevelt  Avenue,  Troy,  N.  Y. 
FISCHER,  WALTER  HENRY,  coxswain,  United  States  Navy. 

Enlisted :  Chicago,  III.,  February  3,  1915. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  Henry  J.  Fischer,  2515  Cortland  Street,  Chicago,  III. 
174483—20 18 
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FISH,  COBNIE  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  25,  1917. 

Died :  Naval  Station,  Mare  Island,  Calif.,  December  25,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Hannah  M.  Merrill,  Wedderburn,  Oreg. 
FISH,  WAYNE  WALTER,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  Oklahoma  City,  Okla.,  June  22, 1918. 

Died :  St.  Vincent's  Hospital,  New  York,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Jesse  Fish,  Helena,  Okla. 
FISH,  WILBUR,  chief  turret  captain,  United  States  Navy. 

Enlisted  Philadelphia,  Pa.,  April  20,  1915. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Edna  Harriet  Fish,  2727  South  Smedley  Street,  Phila- 
delphia, Pa. 
FISH,  FERNALD  JEFFERSON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  July  5,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  April  18,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Wife,  Sadie  M.  Fish,  Waterville,  Me. 
FISHER,  CHARLES  HENRY,  fireman,  first  class,  United.  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  8,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Brother,  Frank  Fisher,  Fresno,  Calif. 
FISHER,  EARL  MANNING,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Belle  Fisher,  Cleveland,  Mo. 
FISHER,  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Helen  Fisher  McGonigal,  59  Good  Street,  Philadel- 
phia, Pa. 

FISHER,  LESTER  ELMER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  June  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1919. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  W.  Fisher,  802  East  Iowa  Street,  Evansville, 

Ind. 

FISHER,   LORIN   HERBERT,   chief  quartermaster,   United   States  Naval  Reserve 
Force  (A). 

Enlisted :  San  Francisco,  Calif.,  June  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Herbert  Hamilton  Fisher,  3268  Briggs  Avenue,  Ala- 
meda,  Calif. 
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FISHEB,  MASON  GILBEBT,  water  tender,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  May  5,  1916. 

Died :  Naval  station,  Cavite,  P.  I.,  June  23,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Cora  Fisher,  Pawnee  City,  Nebr. 
FISHEB,  RALPH  CLINTON,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  June  15,  1917. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Meningitis,  cerebral  spinal. 

Next:  of  kin :  Mother,  Julia  Fisher,  Bonners  Ferry,  Idaho. 
FISHEB,  RAYMOND  GEOBGE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  9,  1917. 

Died:  Naval  forces  operating  in  European  waters,  October  28,  1918. 

Cause :  Lost  life  in  seaplane  accident. 

Next  of  kin :  Father,  Charles  P.  Fisher,  Hepburn,  Iowa. 
FISHEB,  REGINALD  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  8,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  by  submarine. 

Next  of  kin :  Father,  Fred  W.  Fisher,  R.  R.  3,  Connersville,  Ind. 
FISK,  EDWIN  ELICK,  seaman,  United  States  Navy. 

Enlisted :  Oklahoma,  Okla.,  April  30,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Julia  Fisk,  Ramona,  Okla. 
FISKE,  GEOBGE  EDWIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Providence,  R.  L,  June  18,  1917. 

Died :  U.  S.  S.  Wisconsin,  August  31,  1917. 

Cause:  Drowning. 

Next  of  kin  :  Father,  George  Fiske,  Post-office  box  35,  Summit,  R.  I. 
FISSE,  VICTOR,  ship  fitter,  first  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  December  10,  1917. 

Died :  U.  S.  S.  Leonidas.  February  11,  1918. 

Cause :  Acute  alcoholic  poisoning. 

Next  of  kin :  Nephew,  William  H.  Fisse,  691  East  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
FITILIAN,  ARAM,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  August  21,  3917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Uncle,  S.  K.  Jorjorian,  3951  Sheridan  Road,  Chicago,  111. 
FITZGERALD,  EDWARD  ALOYSIUS,   apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  August  14,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Fitzgerald,  270  Mount  Pleasant  Avenue, 

Newark,  N.  J. 
FITZGERALD,  JAMES  STEPHEN,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  17,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin:  Father,  P.  R.  Fitzgerald,  25  West  Crescent  Street,  Augusta, 
Me. 
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Force. 

Knllsted:  Chicago,  III..  July  8,  1918. 

xDted :  New  York,  N.  Y.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Elizabeth  Fitzgerald,  008  West  Fifty-fourth   Street, 

Chicago,  111. 
Fi  TZGKRALD.  JOHN  JOSEPH,  first  musician.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  17,  1914. 

Died:  U.  S.  S.  Y<xt<,l,  January  3.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Sister,  Mrs.  Edward  F.  lingers,  8  I  Street  South.  Boston,  Mass. 
FITZGERALD,  MAIIRTCK  CHRISTOPHER,  quartermaster,  second  class.  Tinted  States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  14,  1917. 

Died:  U.  S.  S.  .U/xjw>?/n,  January  4,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father.  Maurice  Fitzgerald,  30  Summer   Stivet,   Somerville, 

Mass. 
FITZGERALD.  THOMAS  EDWARD,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Boston,  Mass.,  March  17,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  May  4.  1917. 

Cause:  Tuberculosis,  acute  pneumonia. 

Next  of  kin  :  Father,  Thomas  F.  Fitzgerald,  3  Minton  Street,  Dorchester, 

Mass. 
FITZGERALD,  VANCE  ORD..  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Philadelphia,  1'a.,  August  29,  1917. 

Died:  U.  S.  S.  l-'nirimmt,  April  3,  1918. 

Cause:  Enteritis,  acute  tubercular. 

Next  of  kin:  Wife,  Marie  Annie  Fitzgerald,  918  Fail-mount  Avenue.  Phila- 
delphia, Pa. 
FITZHENRY,  JOHN,  blacksmith,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  December  22,  1915. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin:  Sister,  Delia  Coyne,  506  Cemetery  Street,  Minooka.  Pa. 
Fri /PATRICK.  ELMER  JOHN,  chief  quartermaster   (A).  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cincinnati.  Ohio,  July  31,  1918. 

Died:  City  Hospital,  Minneapolis,  Minn.,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Andrew  Fitzpatrick,  Uadcliff,  Ohio. 

FITZPATRIOK.  WnxTAAr.  mess  attendant,  third   class,  United   States  Naval    He- 
serve  Force. 

Enlisted:  Newport.  R.  I.,  December  31,  1917. 

Died:  Naval  hospital,  Newi>ort,  R.  I.,  March  3,  1918. 

<'anse:  Pleurisy,  suppurative. 

Next  of  kin:   Aunt.  Helen  Mannion,  SO  Palmer  Street.  Fall   River.   Mass. 
FITZSIMMONS.  WIU.IAM  HKNRY.  hospital  apprentice,  second  class,  Unileil  Stales 
Naval  Reserve  Force. 

Enlisted:  Buffalo.  N.  Y..  May  20,  1918. 

Died:  Naval  hospital.  Orent  Lakes,  111..  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:   Father.  Jerry  Fitxsimmons.  40  Fraley  Street.  Kane.  Pa. 
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FI.AHEKTY,  JOHN  JAMES,  machinist's  unite,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  January  18,  1917. 

Died :  U.  S.  S.  Jacob  Jone*,  December  C,  1917. 

Cause:  Lost  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Mother,  Margaret  Flaherty,  23  Bath  Street,  Bath,  Me. 
FLAHEBTY,  JOSEPH  TIMOTHY,  seaman,   second  class,  United  States  Naval   Re- 
serve Force. 

Enlisted:  Peoria,  111.,  May  20,  1918. 

• 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918.  < 

Cause:  Influenza. 

Next    of   kin :    Mother,    Bridget    Donlan    Flaherty,    315    Oakland    Avenue, 

Peoria,  111. 

FLAK;,  JOSEPH  WKXDEI.IX.  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Baltimore,  Md.,  June  3,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoj/a,  September  30,  1918. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Mother,  Agatha  Flaig,  315  South  Payson  Street,  Baltimore, 

Md. 
FLANAGAN,  JOHN  DEWEY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago.  111.,  February  15,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin. :  Father,  Joseph  Flanagan,  4850  North  Paulina  Street,  Chicago, 

111. 
FI.AXAG.VA,  THOMAS  HENKY,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Newport,  R.  I.,  October  13,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next   of   kin :    Aunt,   Katherine    Flanagan,    69   Telegraph,    South    Boston, 

Mass. 
Fi-AXAOAx,  TIMOTHY  BEXAKD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Sophia  Flanagan,  R.  F.  D.  5,  Buffalo,  Minn. 
FLAXIGAX,  ALBKBT  F.,  seaman,  second  class,  United  States  Navy  (G.  C.  M.  P.). 

Enlisted :  Chicago,  111.,  October  11,  1917. 

I  >ii'd  :  Naval  prison,  Portsmouth,  N.  H,,  September  22,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Catherine  Flauigan,  2029  Congress  Street,  Chicago,  III. 
FT.ATHKRS,  JAMES,  coxswain,  United  States  Navy. 

Enlisted  :  Philadelphia,  Pa.,  June  13,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  March  5,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin  :  Mother.  Cecile  Flathers,  5208  Constance  Street,  New  Orleans, 

La. 

FI.KISCHEK.   ROUKKT,   litiidsmaii   for  electrician    (R),   United    States  Naval   Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,-  111.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Fleischer,  1614  Concord  Avenue,  Detroit,  Mich. 
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FLEISCHMANN,  CHARLES,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  25,  1917. 

Died:  Naval  air  station,  Bayshore,  Long  Island,  August  2,  1917. 

Cause:  Seaplane  accident. 

Next  of  kin:   Father,  Julius  Fleischmann,  701   Washington   Street,  Now 

York,  N.  Y. 
FLEMING,  ALLEN,  Jr.,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  September  22,  1915. 

Died:  U.  S.  S.  Mnnleij,  March  19,  1918. 

Cause :  Killed  by  explosion. 

Next  of  kin :  Father,  Allen  Fleming,  Athens,  Ga. 

FLEMING,  GEORGE  PATBICK,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Raleigh,  N.  C.,  August  9,  1918. 

Died :  Naval  hospital,  naval  base,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Benjamin  F.  Fleming,  R.  F.  D.  No.  1,  Manson,  N.  C. 
FLEMING,   ROBERT,  quartermaster,  second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  August  9,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  4,  1918. 

Cause:  Died  from  poison  salvarsan,  acute. 

Next  of  kin :  Mother.  Margaret  Fleming,  2340  West  Ohio  Street,  Chicago, 

111. 
FLENIKEN,  SAMUEL  ALOYSIUS,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  30,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin :    Mother,   Ada   Arbour   Fleniken,    1528   Main    Street,    Baton 

Rouge,  La. 

FLETCHER,  ARNALDO  NALLIE,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  London,  Conn.,  July  25,  1917. 

Died :  United  States  submarine  base,  New  London,  Conn.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Rose  Fletcher,  Yorkvllle,  111. 

FLETCHER,  CHARLES  CLARES,  landsman  for  electrician,  United  States  Naval  Re- 
serve' Force. 

Enlisted:  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Victoria  Fletcher,  Nickelsville,  Va. 

FLETCHER,  ERNEST  FRANKLIN,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Kansas  City,  Mo.,  May  7,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  September  28,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Father,  John  K.  Fletcher,  Orrick,  Mo. 
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FLETCHER,  FRANKLIN  EDWAKD,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Washington,  D.  C.,  May  2,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  19,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Annie  Elizabeth  Fletcher,  3046  N  Street  NW.,  Wash- 
ington, D.  G. 
FLETCHER,  GEORGE  D.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  March  21,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  23,  1917. 

Cause:   Pneumonia,  broncho. 

Next  of  kin :  Sister,  Lillian  Stansell,  Omar,  W.  Va. 

FLETCHER,  GEORGE  WELLS,  landsman  for  machinist's  mate  (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  11,  1918. 

Dit-d:  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Edwin  Fletcher,  410  Ninth  Avenue,  Menomonie,  Wis. 
FLETCHER,  LLOYD  VERNON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Ella  Fletcher,  Mi  Hard  Avenue,  Portland.  Oreg. 
FLINN,  VALENTINE  PATRICK,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  30,  1917. 

Died :  New  York,  N.  Y.,  October  10,  1917. 

Cause :  Abscess  of  brain. 

Next  of  kin  :  Wife,  Beatrice  Mary  Agnes  Flinn,  240  Clinton  Street,  Brooklyn, 

N.  Y. 

FLITCEOFT,  THOMAS  HARRY,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Milwaukee,  Wis.,  June  4.  1918. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  Flitcroft,  R.  F.  D.  1,  Delecan,  Wis. 
FLOOD,  ELMER  MERTON,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Me.,  June  26.  1918. 

Died :  Naval  training  camp,  Bunikin  Island,  Mass.,  September  28,  1918. 

Cause:  Influenza  and  secondary  tironchial  pneumonia. 

Next  of  kin :  Mother,  Susie  Flood,  R.  F.  D.  1,  Intervale,  Me. 
FLOOD,  FRANCIS  ROBERTS,  yeoman,  third  class,  United  States  Navy- 
Enlisted:  St.  Louis,  Mo.,  December  15,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  in  sinking  of  vessel. 

Next  of  kin :  Mother.  Hetta  M.  Flood,  701  Main  Street,  South  Hannibal,  Mo. 
FLOOD,  NATHANIEL  BAILEY,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  May  24.  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Shirley  Flood,  Blackwell,  Ky. 
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FLOW.  AKTIU  it  AI.KXANUEK,  seaman,  second  Hsiss.  United  States  Nu\y. 

Enlisted :  Raleigh,  N.  C.,  July  6,  1917. 

I)ie<l:  U.  S.  S.  ;i//v/m/«/if  October  30,  1017. 

( 'si use:  Drowning. 

Next  of  kin :  father,  James  C.  Flow,  Matthews,  N.  C. 
l'\.\  NN,  FRANK,  lireiimn,  second  class,  United  States  Navy. 

Enlisted  :  Han  Francisco,  Calif.,  February  26,  1917. 

Died:  Naval  hospital,  Norfolk.  V:;.,  December  29,  1917. 

Cause:  Fracture  of  skull. 

Next  of  kin  :  Mother,  Mary  Burns,  925  West  Sixth  Street,  Los  Angeles,  Calif. 
I "i  i  \.\,  JOHN  FRANCIS,  chief  master  at  arms,  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  January  13,  1916. 

Died :  At  home,  November  28,  1917. 

Cause:  Angina  pectoris  (heart). 

Next  of  kin:  Wife,  Charlotte  Frances  Flynn,  51  Richard  Avenue,    Ports- 
mouth, N.  H. 

FLYNN,  MAURICK  J.  C.,  electrician,   first   class,   United  States   Naval    Reserve 
Force. 

Enlisted :  Newport,  K.  I.,  March  22,  1918. 

Died :  Wlllard  Parker  Hospital,  New  York,  N.  Y.,  October  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  E.  Flynn,  15  Barton  Street,  Taunton,  Mass. 
FLYNN,  MICHAEL  JOSEPH,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  5,  1918. 

Died :  Charlestown,  Mass.,  September  30,  1918. 

Cause :  Suicide. 

Next  of  kin :  Sister,  Belinda  Flyun,  224  Thirteenth  Street,  Scran  ton,  Pa. 
FLYNN,  WILLIAM  PATRICK,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  June  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  William  Flynn,  212  Green  Street,  Cambridge,  Mass. 
FLYTK,  Charles  Francis,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  8,  1914. 

Died :  Naval  hospital,  Washington,  D.  C.,  October  25,  1917. 

Cause:  Sarcoma. 

Next  of  kin :  Father,  Samuel  Flyte,  Lehighton,  Pa. 
FOEGLEY,  WALTER  Louis,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Chicago,  111.,  August  24,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Sister,  Mildres  Foegley,  1143  South  Lafayette  Street,  South 

Bend,  Ind. 
FOLCKOMER,  JAMES  C.,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  December  29,  1915. 

Died:  U.  S.  S.  Laicrcnce,  October  29,  1918. 

Cause:  Drowning. 

Next   of   kin:    Wife,   Clotien    Folckomer,    120   West   Philadelphia    Street, 
York,    Pa. 
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FOLEY.  JAMES  KKAN<  i;s.  boatswain's  mate,  first  flass.  t"nit«il  States  Navy. 
Enlisted  :  Boston,  Mass.,  July  6,  1917. 
I>ied:  Naval  hospital,  Chelsea.  Mass..  September  6,  1918. 
<  'ause  :  Influenza. 
Next  of  kin  :  Mother.  Ellen  Foley,  723  Dorchester  Avenue,  South  Boston, 


FOLWELL.  LA  \VREXCE.  apprentice  seaman.  United  States  Navy. 

Kn  listed:  Rochester,  N.  Y.,  April  16,  1917. 

Died  :  Naval  hospital,  Newport,  R.  I.,  January  28,  1918. 

Cause:  Meningitis,  cerebrospinal   (pneumococcus). 

Next  of  kin  :  Mother.  Laura  Ragerty,  Romolus,  N.  Y. 
FOLZ,  WAITER  HEXBY,  apprentice  seaman.  United  States  Navy. 

Enlisted:  Indianapolis.  Ind.,  April  23.  1917. 

Died  :  Naval  hospital,  Great  Lakes,  111..  May  25,  1917. 

Cause:  Pneumonia,  hroncho. 

Next  of  kin  :  Father,  John  Folz,  R.  R.  7,  Evansville,  Ind. 
Foxc,  AH,  warrant  officer's  steward,  United  States  Navy. 

Enlisted  :  Cavite,  P.  L,  June  12.  1917. 

Died  :  Naval  hospital,  Canacao,  P.  I.,  August  20,  1917. 

<  'ause  :  Dysentery  entamebic,  with  mycortlatls,  acute. 

Next  of  kin  :  Wife.  Ah  Foo.  26  Ying  Fong,  Hongkong,  China. 
FOXGEB,  NEAL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Grand  Rapids,  Mich.,  July  27,  1917. 

Died  :  Naval  hospital,  Norfolk.  Va.,  February  28,  1918. 

Cause:  Meningitis. 

Next  of  kin  :  Father,  J.  E.  Fonger,  R.  R.  1,  Grandville,  Mich. 
FOORD,  J.  S.,  apprentice  seaman.  United  States  Naval  Reserve  Force. 

Enlisted  :  Chicago,  111.,  July  5,  1917. 

Died  :  Naval  hospital.  Great  Lakes,  111.,  December  14,  1917. 

Cause:  Died  from  frostbite. 

Next  of  kin  :  Father,  James  L.  Foord,  5413  Dorchester  Avenue,  Chicago,  111. 
FORBUSH,  FREDERIC  MOORE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  April  7,  1917. 

Died  :  Hotel  Walton.  Philadelphia.  Pa.,  October  6.  1918. 

Cause:  Influenza. 

Next  of  kin:  Father.  Frank  D.   Forbusn,  315  Seminole  Avenue,   Detroit, 

Mich. 

FORD,   AMBROSE  CLARK,   fireman,   second  class,   United    States   Naval   Reserve 
Force. 

Enlisted  :  Boston.  Mass..  May  23,  1917. 

Died  :  U.  S.  S.  Cvrington.  July  1,  1918. 

Cause  :  Lost  in  sinking  of  vessel. 

Next  of  kin  :  Mother.  Elizabeth  Ford.  Somerville,  Mass. 
FORD,  CHARLEY,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Houston.  Tex.,  January  2,  1918. 

Died  :  Naval  hospital.  Norfolk.  Va.,  April  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Ed  Ford,  Trinity.  Mass. 
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FORD,  ERNEST  BOYD,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlistod :  Meridian,  Miss.,  May  22,  1918. 

Died :  Naval  hospital,  Newport,  II.  I.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Green  W.  Ford,  619  Locus  Street,  Vicksburg,  Miss. 
FORD,  IRVING  JENNER,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Charlotte  Ford,  146  North  College  Avenue,  Grand 
Rapids,  Mich. 

FOED,  JOHN  EMMETT,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  14,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  9,  1918. 

Cause :  Pneumonia,  lobar. 

Nv  xt  of  kin :  Father,  M.  Ford,  Greenbrier,  Ark. 
FORD,  JOHN  THOMAS,  ship's  cook,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Provincetown,  Mass.,  April  19,  1918. 

Died :  Naval  section  base,  Provincetown,  Mass.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Margaret  Elizabeth  Ford,  6  Atwood  Avenue,  Province- 
town,  Mass. 
FORD,  KENT  WAITE,  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Aunt,  Maria  Fifer,  1108  West  Fifteenth  Street,  Fort  Worth, 

Tex. 

FORD,  MERRILL  WALTER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  5,  1918. 

Died :  United  States  Navy  rifle  range,  Camp  Logan,  111.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  E.  Ford,  Bryant,  Ind. 
FORD,  THOMAS  WALKER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted  :  Philadelphia,  Pa.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Caus?:  Appendicitis,  acute. 

Next  of  kin  :  Mother,  Kate  Hallowel  Ford,  5511  Bloyed  Street,  Germantown, 

Philadelphia,  Pa. 
FORE,  ELLIE  ELBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  4,  1917. 

•Dit  d :  U.  S.  S.  Solace,  December  7,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin  :  Father.  Daniel  Thomas  Fore,  Watson,  La. 
FOREMAN,  FRANK  PALARAN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  November  27,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Oinah  Foreman,  1212  West  Tenth  Street,  Los  Angeles, 
Calif. 
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FORREST,  SAMUEL  ADOLHUS.  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  May  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  24,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Joseph  R.  Forrest,  Francisco,  N.  C. 
FORRESTER,  EDWARD  AUGUST,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  5,  1915. 

Died :  Naval  hospital,  Las  Animas.  Colo.,  April  10,  1917. 

Cause:  Tub?rculosis,  chronic,  pulmonary. 

Next  of  k!n :   Mother,  Catherine  Forrester,  18  Richileu  Apartments,  In- 
dianapolis, Ind. 
FORSTER,  Louis  GEORGE,  ensrineman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  November  13,  1916. 

Died:  U.  S.  S.  Carola  IV;  died  at  Hospital  5,  France,  May  20,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Father,  Louis  Forster,  3134  O'Donnell  Street,  Baltimore,  Md. 
Foss,  ARNOLD  OLE,  landsman  for  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin : ,  Mother,  Marie  Thoried  Foss,  2118  North  Hamlin  Avenue, 

Chicago,  111. 
FOSTER,  ARTHUR,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  21,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Sampson  Foster,  general  delivery,  Topeka,  Kans. 
FOSTER,  HARVEY  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  29,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Daniel  Foster,  13  South  Forty-third  Street,  Pliila- 

delphia,  Pa. 
FOSTER,  JOHN  EDWARD,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Chicago,  111.,  January  25,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Feathers  Foster,  5464  West  Madison  Street, 

Chicago,  111. 
FOURNIER,  WILLIAM  JAMES,  fireman,  third  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  July  10,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  September  17,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father.  Antoine  Fourniei ,  Mariposa  County,  Calif. 
;FouT,  OID,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  13,  1917. 

Died :  Navy  Base  Hospital  No.  5,  France,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Minnie  Fout,  216  North  Rural  Street,  Indianapolis, 
Ind. 
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FOYM.KK,    CKCII.    Aium  K.    seaman,    second    class,    United    Stales    Naval    Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  .Inly  2,'i,   HH8. 

Died:   ,\c\v  York.  N.  V.,  September  L'l,  1918. 

Cause:  Pneumonia. 

Next    of   kin  :    Father,   Alfred    Fowler,   900    .North    Pine    Street,    Isli]RMinng, 

Mich. 
FOWJ.KR,  FKKD  VINCK.NT.  electrician,  third  class   (K),  United  States  Navy. 

Enlisted:  Wilkes-Barre,  Pa.,  April  12,  1917. 

Died:  Key  West,  Flu.,  March  20,  1918. 

( 'ansc  :   Fracture. 

Next  of  kin:  Mother,  Annie  Fowler,  River  Koad,  Plainesville,  I'a. 
Fowi.Kii.  WILLIAM  WALLACE,  seaman,  second  class,  Fnited  States  Navy. 

Enlisted:  Columbia,  S.  C.,  Din-ember   15.  1917. 

Died:   T.  S.  S.  1'rhn-cxg  Mntinkii,  October  5.  1!MN. 

Cause:   I'neumonia,  broncho. 

Next  of  kin:  Sister,  Mrs.  A.  H.  Holt.  L'l'li  Webster  Street.  Greenville.  S.  C. 
Fox,  CHARLES  WESLEY,  tireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  September  25,  1917. 

Died:  Marine  hospital,  Baltimore,  Md.,  February  14,   HMX. 

Cause:  Tuberculosis. 

Next  of  kin:  Mother,  Sarah  Fox,  Graphite.  N.  Y'. 

Fox,   EDWARD  WILLIAM,   seaman,   secon  1    cla<s,   Unit<d    States    Naval    Keserve 
Force. 

Enlisted  :  IndianajKdis,  Ind.,  -Tune  17,  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  October  ,*{.  isiis. 

Cause :  Influenza. 

Next  of  kin:  Father,  George  F.  Fox,  H.  11.  2,  G  nil  ford.  Fnd. 
Fox,  (Jii.KKKT  MARION,  seaman,  second  class.  United  Slates  Naval  Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  July  0,  191S. 

Died:  Navy  rifle  range,  Camp  Lou'an,  111..  September  :!(».  liiis. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Willa.'d  A.  Fox.  :?0±J  Harvey  Avenue,  Cin-innatl,  Ohio. 
Fox,  JOHN  HARRY,  Seaman,  Unital  States  Navy. 

Enlisted  :  St.  Louis,  Mo.,  October  19,  191G. 

1  >ied  :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  ('t>clops. 

Next  of   kin:   Father,   Adolph   II.    Fox,   OIH   North    Nineteenth   Street,   St. 

Louis,  Mo. 
Fox,  KKNNETH  ALBERT,  seaman,  second  class.  United  Stiites  Naval  Reserve  Force. 

Enlisted :  Binghaniton,  N.  Y.,  June  4,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  G,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Emma  Fox,  K.  F.  D.  2,  Nichols,  N.  Y. 
Fox,  WILLIAM,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  June  25,  1917. 

Died:  Naval  air  station.  Miami,  Fla..  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Brother,  Alexander  Liset/ky.  Odessa.  Russia. 


Fox,    WII.UAM    FKANKLIN,    apprentice    seaman,    United    Slates   Naval    Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  July  23,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  22,  10JS. 

Cause:  Influenza. 

Next  of  kin :  Father.  Jerry  M.  Fox,  II.  F.  I).  2,  Slate  Springs,  Miss. 
FRAI.KY,    (Jrv    BARS-TOW,    chief    quartermaster,    United    States    Naval    Reserve 
Force. 

Enlisted:  Boston,  Mass.,  April  16,  1917. 

Died :  Naval  air  station,  Pensaeola,  Fla.,  August  12,  1918. 

Cause:  Killed  in  airplane  accident. 

Next  of  kin  :  Father,  Charles  J.  Fraley,  Geneseo,  N.  Y. 
FBAI.EY,  HOPPY  KEFXKY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  28,  1917. 

Died :  Naval  base  hospital  No.  5.  April  15, 1918. 

Cause:  Cerebrospinal  mneingitis. 

Next  of  kin  :  Sister,  Mary  Fraley,  617  East  Cherry  Street,  Columbus,  Ohio. 
FKAME,  JOHN  ROY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  Frame,  R.  R.  No.  5,  Zenia,  Ohio. 

FRAME,  Ross  HOWARD,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22, 1918. 

Cause: Influenza. 

Next  of  kin:  Mother.  Lottie  Storey  Frame,  548  Highland  Avenue,  Indian- 
apolis, Ind. 
FRANCE,  FERDINAND  JOHN,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Albany.  N.  Y.,  November,  15,  1915, 

Died :  U.  S.  S.  Birminffham,  September  23,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Kathryn  Zellmer,  427  Paige  Street,  Schenectady,  N.  Y. 
FRANCIS,  ERNEST  MEDEIROS,  musician,  first  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  January  7,  1918. 

Died :  U.  S.  S.  Solace,  October  23,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin  :  Mother,  Lea  Medeiros  Francis.  133  Willis  Street,  New  Bedford, 

Mass. 
FRANCIS,  JAMES  ALVA,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  September  29,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin:  Wife,  Clara  Francis,  Osgood,  Ind. 
FRANK,  GEORGE  ELLISON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Dallas,  Tex.,  October  1,  1918. 

Died  :  Baylor  University,  Waco,  Tex.,  naval  unit,  October  15, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  James  D.  Frank,  Onalaska,  Tex. 
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FKANK,  GUSTAVE,  chief  master  at  arms,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  12,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  March  19,  1918. 

Cause :  Rupture  of  aorta. 

Next  of  kin:  Wife,  Agnes  Mary  Frank,  1537  South  Marston  Street,  Phila- 
delphia, Pa. 
FHANK,  WILLIAM  VINCENT,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  November  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  J.  Frank,  121  Humboldt  Street,  Detroit,  Mich. 
FBANKE,  RHRINHOLD  ARMIEN  OTTO,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted :  Brooklyn,  N.  Y.,  March  30,  1915. 

Died :  U.  S.  S.  Lakcmoor,  April  11,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Richard  Franke,  1549  South  Eleventh  Street,   She- 

boygnn,  Wis. 
FRANKLIN,  IRVING,  electrician,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Fall  River,  Mass.,  March  28,  1917. 

Died :  U.  S.  S.  Kearsarge,  September  19,  1918.    Died  while  on  leave  at  home. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Wife,  Mable  Franklin,  77  Eastern  Avenue,  Fall  River,  Mass. 
FRANKLIN,  MCDONALD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  July  31,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  E.  Franklin,  Crossnore,  N.  C. 
FRANTZ,  GEORGK.  so.- man,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Scranton,  Pa.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  IiiftnenKn. 

Next  of  kin :  Mother,  Lizzie  Frantzt  R.  F.  D.  3,  Stroud'-hurg,  Pa. 
FRANTZ  SELIM  DEFORREST,  seaman,  second  class,  United  Slates  Naval  Reserve 
Force. 

Enlisted :  New  York  City,  N.  Y.,  June  12,  1918. 

Died :  West  Reading,  Pa.,  August  8,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Mrs.  Milton  G.  Hummel,  R.  F.  D.  1,  Sinking  Springs, 

Pa. 
FRANZ,  FREDERICK,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  5,  1915. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C.,  May  30,  1918. 

Cause :  Syphilis  and  dementia  paralytus. 

Next  of  kin :  Sister,  Pauline  Blum,  9  Lotus  Avenue,  Evergreen,  Long  Island, 

N.  Y. 

FRAKY,  FAY  Juosox,  chief  quartermaster    (A),   United   States   Naval   Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  August  19,  1918. 

Died:  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  10, 
1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Frank  J.  Frary,  Medina,  N.  V. 
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FRANSOZIE,  CESAKE  JOHN,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  8,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Theresa  Fransozie,  26  Clark  Street,  Somerville,  Mass. 
FRATUS,  FRANK,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Provincetown,  Mass.,  April  6,  1917. 

Died :  U.  S.  S.  Michigan,  July  29,  1918. 

Cause:  Hemorrhage. 

Next  of  kin :  Mother,  Mary  Rose  Fratus,  19  Tremont  Street,  Provincetown, 

Mass. 

FKAZES,  EDNA  MAY,  landsman  for  yeoman   (F),  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  September  10,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Catherine  Frazes,  446  Ninth  Street,  Brooklyn,  N.  Y. 
FBAZIEB,  FRANCIS  LEEROY,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Hugh  Frazier,  R.  R.  38,  Union  City,  Ind. 
FBAZIER,  HUGH  ARTHUR,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va..  December  15.  1917. 
|    Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Charles  R.  Frazier,  Bonaml,  La. 
FREADER,  GEORGE  FRANCIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1918. 

Died :  U.  S.  S,  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action  by  enemy  submarine. 

Next  of  kin :  Anna  Freader,  573  Boulevard,  Bayonne,  N.  J. 
FREAS,   ARTHUR  WILLIAM,   yeoman,  first   class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  11,  1918. 

Died :  Navy  yard,  Philadelphia,  Pa.,  October  10,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother.  Sarah  Millner  Freas,  2112  East  Haines  Street,  Phila- 
delphia, Pa. 

FRECHETTE,  ALPHONSE  F..  painter,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Georgianna   Frechette,   363   Bay    Street,   Taunton, 

Mass. 
FREDENBUBO,  BENJAMIN  FULLER,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  December  20,  1917. 

Died :  U.  S.  S.  Herman  jFVascV  October  4,  1918. 

Cause:  Lost  life  in  collision. 

Next  of  kin :  Father,  George  Fredenburg,  185  Carpenter  Street.  Providence, 
R.  I. 
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FI:KI>K.KK  K.  CHAKI.KS  HK/.KKIAH.  hospital  apprentice,  S^M-MIH!  class,  United  States 
Navy. 

KnlistiMl  :   Birmingham.  Ala.,  May  !»,  15(17. 

Pied:  Naval  hospital,  NewjM»rt.  11.  I.,  June  4,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Robert  M.  Frederick,  Hacklehnrg,  Ala. 
FKKDLINK.  JOHN  .MOKKIS,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  July  11,  1914. 

Pied:  Mendocino  State  hospital.  Mare  Island,  Calif.,  October  12,  1918. 

Cause:  Dementia  paralytics. 

Next  of  kin  :  Sister.  Margie.   Brunt,  r>4S  North  Wanamaker  Street,  Phila- 
delphia, Pa. 
FKEIHUCKSKN,  Loins,  sen  man,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  16,  1917. 

Died:  U.  S.  S.  Southern,  June  11,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin  :  Father.  Ralph  Fredricksen,  340  Fifty-seventh  Street.  Br(K>k- 

lyn,  N.  Y. 
FRKKRURG,  FRANK,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  4,  1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 

Cause:  Myelitis  traverse. 

Next  of  kin :  Mother,  Minnie  Freeburg,  Grand  Forks,  N.  Dak. 
FHKKMAN,  ALFRED  RAY,  fireman,  third  class,  United  States  Naval  Reserve  Foret . 

Enlisted  :  Cincinnati,  Ohio,  August  12,  1918. 

Died:  Naval  hospital.  Hampton  Roads,  Va.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Eva  Dell  James,  Owens,  Ohio. 
FRKKMAX.  EMMKTT  ARLINGTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  5,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause,  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Hannah  E.  Freeman,  R.  3,  Norman,  Okla. 
FRKKMAN,  ROBKKT  JENNINGS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  November  14,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Brother,  John  E.  Freeman,  box  162.  West  Brownsville,  Pa. 
FRKNCH,  CHARLKS,  fireman,  first  class,  Fleet  Reserve. 

Enlisted  :  New  York,  N.  Y.,  October  26,  1916. 

Died :  U.  S.  S.  Javob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Nora  French.  240  East  Fourteenth  Street,  New  York, 

N.  Y. 

FRKNCH,    RALPH   WAI. no,   fireman,   second   class,   United    States  Naval    Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  August  1,  1918. 

Died :  Naval  hospital,  Pelhnin  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Nora  French,  238  East  Fourteenth  Street,  New  York, 
N.  Y. 
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FBENCH,  RAY  MELCOH,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  November  21,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  February  5,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Elmer  French,  North  Haverhill,  N.  H. 
FBENCH,  ULYSSES  GRANT,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Poughkeepsie,  N.  Y.,  June  4,  1917. 
Died :  U.  S.  S.  Leviathan,  March  27,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Mother,  Mrs.  W.  W.  French,  126  Franklin  Street,  Kingston, 

N.  Y. 
FKETTEB,  VIRGEL  OLIVER,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Detroit,  Mich.,  July  1,  1918. 

Died :  St.  Joseph's  Hospital,  Providence,  R.  I.,  September  23,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Rouch  Fretter,  Saginaw,  West  Side,  Mich. 
FBEY,  FELIX  FESTXJS,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Meridian,  Miss.,  April  30,  1918. 
Died :  Boston,  Mass.,  September  26,  1918. 
Cause :  Influenza  pneumonia. 

Next  of  kin :  Father,  William  Frey,  Mangham,  La. 
FRIDD,  LEE  FRANKLIN,  storekeeper,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Buffalo,  N.  Y.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Christine  Wynona  Fridd,  Lavonia,  N.  Y. 
FBIED,  FRANK  CARL,  landsman  for  electrician  (R),  United  States  Naval  Reserve 

Force. 

Enlisted:  Kansas  City,  Mo.,  November  15,  1917. 
Died :  Great  Lakes,  111.,  February  5,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Father,  Frank  Fried,  Mena,  Ark. 
FBIEDMAN,  MYRON  SAMUEL,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  San  Diego,  Calif.,  July  5,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  10,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  Samuel  Friedman,  1575  West  Vernon  Avenue,  Los 

Angeles.  Calif. 
FBIEDRICH,  ARTHUR,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  24,  1917.  - 

Died:  Naval  hospital,  Newport,  R.  I.,  May  14,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Arthur  Friedrich,  202  Grove  Street,  Brooklyn,  N.  Y. 
FRIEND,   OSBORNE  PROCTOR,  quartermaster,  second  class,  United   States  Naval 

Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  22,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29.  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Florence  B.  Friend,  34  School  Street.  Claremont.  N.  H. 
174483—20 19 
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FBISBIE,  FRANK  INGOLDSBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  17,  1918. 

Died  :  Cumberland  Street  Hospital,  New  York,  N.  Y.,  September  28,  1918. 

Cuuse:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Alva  Frisbie,  203  East  Thirty -eighth  Street,  Coving- 
ton,  Ky. 
FBITTS,  WILLIAM  TALMAGE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  21,  1915. 

Died:  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lula  Fritts,  Conasauga,  Tenn. 

FBOHNEB,  RAYMOND  ASHTON,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Helen  Frohner,  2314  North  Van  Pelt  Street,  Philadel- 
phia, Pa. 
FROST,  ERNEST  MAHLON,  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  April  10,  1917. 

Died:  U.  S.  S.  Missouri,  November  7,  1918. 

Cause :  Died  from  shock  after  being  hit  by  street  car  in  Philadelphia. 

Next  of  kin :  Brother,  George  Edward  Densmore,  Washington,  Vt. 
FBOST,  LEON  LYCUBGUS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  3,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  24,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Edward  H.  Frost,  R.  F.  D.  2,  Guilford,  Me. 
FBOST,  MARK  W.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  4,  1917. 

Died :  Boston,  Mass.,  October  3,  1917. 

Cause:  Typhoid  fever. 

Next  of  kin :  Wife,  Annie  M.  Frost,  East  Hampstead,  N.  H. 
FROST,  WILLIAM  RICHARD,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  29,  1915. 

Died :  U.  S.  S.  Ozark,  July  4,  1917. 

Cause:  Acute  peritonitis  and  intestinal  obstruction. 

Next  of  kin :  Father,  George  Francis  Frost,  375  Washington  Avenue,  New- 
ark, N.  J. 
FROST,  WYATT  BENJAMIN,  fireman,  second  class,  United  States  Navy. 

Enlisted  j  El  Paso,  Tex.,  June  20,  1917. 

Died:  Hospital,  Vladivostok,  March  20,  1918. 

Cause:  Smallpox. 

Next  of  kin :  Mother,  Mrs.  L.  A.  Frost,  Roscoe,  Tex. 

FRUSH,  DAVID  KENNETH,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Peter  B.  Frush,  713  West  Broadway,  Logansport, 
Ind. 
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FETE,  DOCK  BENJAMIN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  January  28,  1918. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  by  enemy  submarine. 

Next  of  kin  :  Sister,  Minnie  May  Frye,  Conway,  S.  C. 
FUCHS,  JULIUS  ARNOLD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  12,  1917. 

Died:  U.  S.  S.  Neptune,  February  21,  1918. 

Cause:  Struck  by  coal  bucket. 

Next  of  kin :  Father,  Arnold  A.  Fuchs,  4549  Wichita  Avenue,  St.  Louis,  Mo. 
FUEBY,  LEO  MICHAEL,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Fuery,  Middleport,  N.  Y. 
FUGITA,  Ko,  cabin  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  31,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  May  10,  1918. 

Cause:  Nephritis. 

Next  of  kin:  Wife,  Margaret  Fugita,  2643  South  Watt  Street,  Philadel- 
phia, Pa. 
FULLEK,  DONALD  PBESTON,  electrician,  second  class   (R.),  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  14,  1917. 

Died:  Naval  hospital,  St.  Nazaire,  France,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Elizabeth  Halcomb,  Ponds  Creek,  Okla. 
FULLER,  EBNEST  DAVIS,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  June  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Caure :  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Elmore  Fuller,  Springport,  Mich. 
FULLER,  FRED  HOLLISTEB,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  1,  1917. 
•    Died :  Naval  hospital,  Great  Lakes,  111.,  June  27,  1917. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Frank  Fuller,  R.  R.  8,  South  Bend,  Ind. 
FULTON,  HAROLD  CAMPBELL,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  24,  1917. 

Died:  Naval  Proving  Grounds,  Indianhead,  Md.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Dean  Fulton,  174  Vanderveer  Place,  Woodhaven, 

Long  Island. 

FUNK,  HAROLD  CONRAD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cleveland,  Ohio,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause:  Pneumonia. 

Next   of  kin :  Father,   George  -Funk,   1542  Highland   Avenue,   Lakewood, 
Ohio. 
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FUNK,  JESSIE  CLEON,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  June  19,  1918. 

Died:  U.  S.  S.  Solace,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Allie  Rose,  Quapaw,  Okla. 
FUNK,  RALPH  HARRY,  blacksmith  for  rnolder,  United  -States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  11,  1917. 

Died:  U.  S.  S.  De  Kalb,  November  30,  1917. 

Cause:  Self-inflicted  wound. 

Next  of  kin:  Mother,  Dore  E.  Funk,  118  North  Church  Street,  VVaynes- 
boro,  Pa. 

FUBBER,  JACOB  CHAKI.KS.  seaman,  :  econd  class.  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  30,  1917. 

Died :  Navy  collier  Ci/clops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Louisa  Furrer,  2526  Seventh  Avenue,  Altooua,  Pa. 
GADBERRY,  WILLIAM  DAKOTA,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  18,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  8,  1917. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Gadberry,  Wilmington,  111. 
GADDIS,  HERMON  CARLISLE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  May  17,  %1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Augie  B.  Gaddis,  Pleasant  Hill,  La. 

GADROW,  ALFRED  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Gadrow,  Peacedale,  R.  I. 
GADROW,  HENRY  ARTHUR,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  July  27,  1917. 

Died :  Steamship  Rochester,  September  27,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Alfred  Gadrow,  Manchester  Street,  Crompton,  R.  I. 
GAFNEB,  CHRIS,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Gafner,  934  Garfield  Street,  Springfield,  Mo. 
GAGE,  GLEN  ARBOR,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  N.  Y.,  May  14,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Jennie  Vera  Gage,  Jackson  Street,  Greene,  N.  Y. 
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GAHDE,  JOHN  JAY,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:   Wife,  Frida  INI.  Gahde,  32  West  Sixty-eighth   Street,  New 

York,  N.  Y. 

GAILLOUX,  FRED  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  May  4,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Phillip  Gailloux,  1310  First   Street,  Prince  Albert, 

Canada. 

GAIN,  THOMAS  EDWARD,  seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Michael  Gain,  234  Fremont  Street,  Peekskill,  N.  Y. 
GAINER,  AUSTIN  EDWARD,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  4,  1918. 

Died :  At  home,  October  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Anne  Gainer,  1511  Hatch  Avenue,  Ozone  Park,  Long 

Island,  N.  Y. 
GAINES,  WILLIAM  THOMAS,  enginenian,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  September  17,  1915. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  S.  Gaines,  R.  R.  1,  Bowling  Green,  Ky. 
GALATZ,  JOSEPH,  seaman,  United  States  Navy. 

Enlisted :  Milwaukee,  WTis.,  August  3,  1917. 

Died :  Barry  Accident  Hospital,  Cardiff,  October  14,  1918. 

Cause :  Fractured  skull. 

Next  of  kin:  Father,  Mandal  Galatz,  Marinette,  Wis. 

GALBRAITH,  CHARLES  CLIFFORD,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted:  Kansas  City,  Mo.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Samuel  O.  Galbraith,  Platte  City,  Mo. 
GALENTINE,  CHESTER  FRANCIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  9,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Annie  Galentine,  Skiatook,  Okla. 
GALINDEZ,  ANGEL,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Naval  station,  Olongapo,  P.  I.,  February  11,  1918. 

Died:  U.  S.  S.  S.  R.  Jones,  May  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Amelia  Filancer,  San  Felipe,  P.  I. 
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GALLAGHER,   ANDREW   JACKSON   TOWN,   landsman   for   machinist's   mate    (A), 
United  States  Navy. 

Enlisted:  Philadelphia,  Pa.f  December  31,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  14,  1918. 

Cause:  Intestinal  obstruction. 

Next  of  kin :  Mother,  Elizabeth  T.  Gallagher,  Philadelphia,  Pa. 
GALLAGHER,  FRANCIS  MICHAEL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  27,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  May  10,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Father,  Patrick  Gallagher,  426  East  Fifty-seventh  Street,  New 

York,  N.  Y. 
GALLAGHER,  JAMES  ALOYSIUS,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  11,  1917. 

Died:  At  home,  October  16,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  J.  Gallagher,  380  Sackett  Street,  Brooklyn,  N.  Y. 
GALLAGHER,  JAMES  HENRY,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  26,  1917. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  J.  Gallagher,  789  Comunipaw  Avenue,  Jersey 

City,  N.  J. 
GALLENE,  LLEWELLYN  MADISON,  Jr.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  December  3,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Llewellyn  M.  Calient,  sr.,  Ariel,  Miss. 
GALLMAN,  RICHARD  EDWOOD,  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  April  19,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  16,  1918. 

Cause:  Gangrene. 

Next  of  kin :  Mother,  Jane  Gallman,  R.  8,  Gaffney,  S.  C. 

GALLUP,   RAYMOND  MANCHA,   machinist's   mate,   second   class,   United   States 
Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  November  23,  1917. 

Died:  Naval  hospital,  New  London,  Conn.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  L.  Gallup,  Fayetteville,  N.  C. 
GALVEZ,  ALFREDO,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  30,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Maxino  Galvez,  239  Marteriz  Street,  Cebu,  P.  I. 
GALVIN,  ELLA  M.,  yeoman    (F),  second  class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  July  23,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  November  11,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Mother,  Julia  Galvin,  103  Covel  Street,  Fall  River,  Mass. 
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GAMBBELL,  JOHN  LEAVELL,  geaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  14,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  17,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ola  O.  Gambrell,  Drew,  Miss. 
GAMES,  FRANK  LOBNE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Peoria,  111.,  November  22,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  Lynch  Games,  Latham,  111. 
GANDER,  HAROLD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  July  30,  1918. 

Died:  Naval  hospital,  Naval  Base,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Gander,  R.  F.  D.  7,  Cumberland,  Ohio. 
GANSTEB,  JOHN,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  27,  1917. 

Died:  Naval  air  station,  Dunkirk,  France,  May  18,  1918. 

Cause:  Result  of  injuries  received  i«  aeroplane  accident. 

Next  of  kin :  Father,  Harry  W.  Ganster,  Lenox  Avenue,  Govanstown,  Md. 
GANT,  ALLEN,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Orleans,  La.,  January  23,  1918. 

Died :  New  Orleans,  La.,  October  17,  1918. 

Cause :   Influenza. 

Next  of  kin:  Wife,  Mrs.  Sadie  N.  Gant,  2333  Valence  Street,  New  Or- 
leans,  La. 
GANTT,  JAIIES  ROBERT  S.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  7,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  29,  1917. 

Cause:    Cerebrospinal  fever. 

Next  of  kin :  Father,  Mart  C.  Gantt,  Princeton,  Tex. 
GAPINSKI,  MICHAEL,  Jr.,  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  21,  1914. 

Died :  U.  S.  S.  Fanning,  September  22,  1918. 

Cause:  Shot  by  a  shipmate. 

Next  of  kin :  Father,  Michael  Gapinski,  sr.,  1130  Atlantic  Avenue,  Cam- 
den,  N.  J. 
GAEBER,  ALBERT  MILTON,  seaman,  second  class,  United  States  Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Fred  Garber,  737  Church  Street,  Berlin,  Wis. 
GARBER,  ERNEST  EUGENE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918.  ' 

Cause :  Influenza. 

Next  of  kin :  Mother,  Clara  F.  Garber,  R.  R.  2,  North  Manchester,  Ind. 
GABBER,  MICHAEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Wilkes-Barre,  Pa.,  May  2,  1918. 

Died:  Naval  hospital,  Norfolk,  ya.,  October  5,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Brother,  Harry  Garber,  Glen-Lyon,  Pa. 
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GARCIA,  LKOPOLDO  ESTEBAN,  coxswain,  United  States  Navy. 

Enlisted:  Galveston,  Tex.,  February  11,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Brother,  Julio  Garcia,  San  Diego,  Tex. 
GABD,  ALLYN  JASON,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Minneapolis,  Minn.,  May  20,  1918. 

Died :  Royal  hospital,  South  Queensferry,  Scotland,  November  6,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Mother,  Effie  Gard,  513  East  Miller  Street,  Springfield,  111. 
GARDNER,  EARL  FREDERICK*  RUDOLPH,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  14,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Dortliia  Gardner,  210  Garden  Street,  Edwardsville,  111. 
GARDNER,  LIONEL  HILES,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Grand  Rapids,  Mich.,  April  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  1, 1918. 

Cause:  Undetermined. 

Next  of  kin :  Mother,  H.  T.  Baldwin,  1028  Fairmount  Street,  Grand  Rapids, 

Mich. 

GARDNER,  RAYMOND  HAROLD,  landsman  for  electrician  (R),  United  tSates  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  May  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :     Mother,   Amelia   Gardner,  902  West   Twenty-sixth   Street, 

Minneapolis,  Minn. 
GABICK,  CABLIS  JAMES,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  June  21, 1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  19, 1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Mary  Garick,  Branchville,  S.  C. 

GARLAND,  EDWARD  BOWDEN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Parkersburg,  W.  Va.,  June  12,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  28, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edward  S.  Bowden,  Santifee,  W.  Va. 
GARLIN,  HELMUTH  ADOLPH,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  5,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Amanda  Garlin,  Fayetteville,  Tex. 

GARLINGHOUSE,  FRED  JERRY,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  29,  1918. 

Died :  U.  S.  S.  Solace,  October  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Rhoda  F.  Garlinghouse,  514  North  Twelfth  Street,  Inde- 
pendence, Kans. 
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GAELOCK,  ARTHUR  HERMAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  6,  1918. 

Died :  U.  S.  S.  Chattanooga,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charles  H.  Garlock,  720  Fourth  Avenue,  Clinton,  Iowa. 
GABMES,  JOHN,  engineman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  23,  1910. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Christiana  Garmes,  Peteluma,  Calif. 
GARNER,  ERNEST  OVEVION,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  November  26,  1917. 

Died  :  Naval  hospital,  New  York,  N.  Y.,  January  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  H.  Garner,  Naylor,  Md. 
GARNER,  MACK  ELMA,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  July  27,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  B.  B*.  Garner,  R.  F.  D.  1,  Beebe,  Ark. 

GARRIGUS,  CHARLES  BYFORD,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  Orleans,  La.,  May  28,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Alii.<e  F.  Garrigus,  Marion,  111. 
GARRITY,  JAMES  ORSEN,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Detroit,  Mich.,  December  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  20,  1918. 

Cause :  Broncho-pneumonia.  . 

Next  of  kin :  Mother,  Vernie  Garrity,  Gladwin,  Mich. 
GARSAU,  CARL  EIUGENE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Syracuse,  N.  Y.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mina  Garsau,  Philadelphia,  N.  Y. 
GABSIA,  JOSE  MANUEL,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  San  Juan,  P.  R.,  June  20,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  6,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Half  brother,  Benito  Florez,  Company  F,  Porto  Rico  Regiment. 
GARSIDE,  HARRY  MELVIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  June  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Ollie  Garside,  398  Washington  Avenue,  Belleville,  N.  J. 
GARSIDE.  RALPH  HILL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Hattie  Garside,  342  Maine  Street,  Calais,  Me. 
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GABTLAND,  ROBEBT  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  April  8,  1918: 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Gartland,  12  Cloraine  Street,  Providence,  R.  I. 
GABVEY,  JOHN  LEO,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  October  23,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Garvey,  Oelwein,  Iowa. 
GASH,  ANDREW  JACKSON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  16,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  22,  1917. 

Cause :  Drowning. 

Next  of  kin :  Father,  Lewis  Gash,  R.  R.  4,  Clinton,  111. 
GASKILL,  DAVID  M.,  commissary  steward,  United  States  Naval  Reserve  Force. 

Enlisted :  Bar  Harbor,  Me.,  April  23,  1917. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  D.  W.  Gaskill,  Blackstone,  Mass. 
GASS,  HOWARD  LEVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  IndM  April  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  L.  D.  Gass,  119  Pine  Street,  Danville,  111. 
GATES,  HORATIO  DWIGHT,  chief  pharmacist's  mate,  Fleet  Naval  Reserve. 

Enlisted :  Milwaukee,  Wis.,  June  18,  1917. 

Died :  Navy  base  hospital  No.  1,  October  27, 1918. 

Cause:  Peritonitis. 

Next  of  kin :  Father,  Horatio  Gates,  355  Oakland  Avenue,  Milwaukee,  Wls. 
GATES,  IRVIN  O'NEAL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  October  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  1,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  V.  C.  Gates,  Edgewood,  S.  C. 
GATES,  JAMES  LEWIS,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  December  4,  1914. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  31,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Brother,  Clark  Gates,  608  South  Vallejo  Street,  Stockton, 

Calif. 

GATES,  PHINEAS  COLLIFLOWEB,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  V.  Gates,  908  South  Second  Street,  Springfield, 
111. 
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<JATO,  HABOLD  FRANCIS,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  November  2,  1915. 

Died :  U.  S.  S.  Virginia,  May  21,  1918. 

Cause:  Abscess  of  lung. 

Next  of  kin :  Father,  William  Gato,  38  Maple  Street,  Portland,  Me. 
•GATJDIAN,  BENJAMIN  FEBDINAND,  wardroom  steward,  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Pedro,  Calif.,  March  15,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Dorothy  F.  Gaudian,  105  West  Sixth  Street,  Los  Angeles, 

Calif. 
•GATJS,  CHARLES  FREDERICK,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  10,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Oscar  F.  Gaus,  65  Longfellow  Avenue,  Jamaica,  Long 

Island,  N.  Y. 

GATJTHIER,  WILLIAM  DANIEL,  ship's  cook,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  May  29,  1918. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Emma  Gauthier,  165  Dexter  Street,  Pawtucket,  R.  I. 
•GAVIGAN,    WILLIAM   JOHN,    seaman,    United    States   Naval   Reserve    Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  March  19,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Gavigan,  519  West  One  hundred  and  fifty-first 

Street,  New  York,  N.  Y. 

GAVIN,  WILLIAM  PHILLIP,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  April  23,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Gavin,  15  Washburn  Avenue,  Franklinville, 

N.  Y. 
GAVITT,  LESLIE  FRANK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  May  3,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Winnie  Cavitt,  Main  Street,  Niantic,  Conn. 
GEAR,  THOMAS  FRANCIS,  printer,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  8,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Margaret  Gear,  125  Grand  Street,  Hoboken,  N.  J. 
GEARY,  JAMES,  chief  water  tender,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  6,  1918. 

Died:  Naval  hospital,  Norfolk,  $>.,  September  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Maria  Geary,  17  Clinton  Avenue,  Middletown,  Conn. 
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GEE,  CHABLEY  BURBICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  May  24,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  31, 1917. 

Cause:  Poison   (salvarsan). 

Next  of  kin :  Father,  W.  J.  Gee,  Canfield,  Ohio. 
GEEBTSEN,  CLARENCE  EUGENE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  26,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  W.  Geertsen,  Union,  Oreg. 
GEHM,  HARRY  LEONARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  21,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  2,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:   Father,   Harry   Gehm,  417  West  Thirty-sixth   Street,   New 

York,  N.  Y. 

GEIGER,  CARL  ANTHONY,  landsman  for  machinist's  mate    (A),   United   States- 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  9,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Geiger,  New  Washington,  Ohio. 
GEISEN,   HARRY   JACOB,    seaman,   second   class.    United    States   Naval    Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Albert  Geisen,  Minneapolis,  Kans. 

GEISLER,  ARNOLD  JULIUS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  2,  1918. 

Died :  Naval  Academy,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :   Mother,  Mrs.  Minnie  Geisler,  532  Forest  Avenue,  Wausau, 

Wis. 
GELLER,  MEYER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Isaac  Geller,  007  Church  Street,  Wilmington,  Del. 
GEMBERLING,  LAMAR  EVERET,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  August  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother.  Elsie  Gemberling,  220  North  Francis  Street,  South 

Bend,  Ind. 
GENDRON,  HORMIDAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  18,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Father,   Ozevile  Gendron,   63  Hicks   Street.   New   Bedford, 
Mass. 
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GENTRY,  MUKDOCK,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  1,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Frances  Gentry,  Buchanan,  Ga. 

GENTRY,  DILLARD,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  L.  Gentry,  R.  F.  D.  3,  Winchester,  Ky. 

GENTRY,  HOMER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted:  Athens,  Ga.,  October  1,  1918. 
Died :  University  of  Georgia,  Athens,  Ga.,  October  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  C.  A.  Gentry,  R.  F.  D.  7,  Newnan,  Ga. 
GEOGHEGAN,  DALE  ALLEN,  landsman  for  musician,  United  States  Naval  Reserve 

Force. 

Enlisted :  Kansas  City,  Mo.,  July  10,  1918. 
Died :  Chippewa  Falls,  Wis.,  September  22,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Wife,  Bessie  B.  Geoghegan,  1737  Summit  Street,   Kansas 

City,  Mo. 

GEORGE,  ALBERT  HENRY,  engineman,  second  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  April  25,  1917. 
Died :  Naval  Hospital,  Key  West,  Fla.,  October  19,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Effie  M.  George,  R.  F.  D.  1,  Ellensburg,  Wash. 
GEORGE,  CHARLES,  gunner's  mate,  second  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  December  4,  1916. 
Died :  Naval  hospital,  Fort  Lyon,  Colo.,  August  11,  1918. 
Cause:  Tuberculosis. 
Next  of  kin :  Wife,  Stella  A.  George,  1800  North  Bethel  Street,  Baltimore, 

Md. 

GEORGE,  COST,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enlisted :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  Mitchell  George,  Peretasas,  Turkey. 
GEORGE,  GARNETT  FRANK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Ed.  K.  George,  Belton,  Mo. 

GERDON,   EDWARD   LEROY,   apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enlisted :  Bellingham,  Wash.,  July  16,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  .Tuanita  Gerdon,  Sedro-Woolley,  Wash. 
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GEBKEN,  CLABENCE  JOHN,  chief  machinist's  mate,  United  States  Naval  Reserve- 
Force. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  March  30,  1918. 

Cause:  Dilatation,  acute  cardiac. 

Next  of  kin :  Father,  John  Gerken,  900  Kings  Highway,  Brooklyn,  N.  Y. 
GERRITY,  HENRY  EDWABD,  chief  printer,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  15,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Lawrence  Gerrity,  73  Irving  Street,  South  Framing- 
ham,  Mass. 
GETMAN,  CLABENCE  ASHLEY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  14,  1917. 

Died:  Paterson,  N.  J.f  September  18,  1918. 

Cause:  Poisoning. 

Next  of  kin:  Wife,  Hazel  M.  Getman,  117  North  Fifth  Street,  Paterson, 

N.  J. 

GIBBONS,  JOSEPH  KENT,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  October  25,  1917. 

Died :  Navy  yard,  Boston,  Mass.,  January  20, 1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Mary  E.  Gibbons,  66  L  Street,  South  Boston,  Mass. 
GIBBS,  NELSON  AMOS,  shipfitter,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  6,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  April  28,  1918. 

Cause:  Abscess  of  liver. 

Next  of  kin :  Mother,  Sarah  T.  Gibbs,  Highland  Avenue,  Monticello,  N.  Y. 
GIBBS,  ROBERT,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  11,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Lost  his  life  when  vessel  was  foundered. 

Next  of  kin:  Father,  George  E.  Gibbs,  48  Madison  Avenue,  Greenwood, 

Mass. 
GIBERSON,  CHARLES  MILLARD,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  November  3,  1917. 

Died :  Philadelphia,  Pa.,  November  9,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Mother,  Mary  L.  Giberson,  305  West  Grand  Boulevard,  Detroit, 

Mich. 

GIBLIN,  THOMAS  JEFFERSON,  quartermaster,  first  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  August  7,  1917. 

Died :  Royal  naval  hospital,  Plymouth,  England,  October  23, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Elizabeth  Giblin,  103  Princeton  Street,  East  Boston, 

Mass. 

GIBNEY,  JOHN  LEWIS,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  January  2,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ida  R.  Gibney,  81  Kenilworth  Place,  Brooklyn,  N.  Y. 
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GIBSON,  BARNIE  HAGUE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  11,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Tempa  Gibson,  R.  No.  2,  Box  88,  Texarkana,  Tex. 
GIBSON,  CHARLES  EDWARD,  apprentice  seaman,   United   States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  January  18,  1918. 

Died :  U.  S.  S.  St .  Louis,  June  6,  1918. 

Cause :  Abscess  of  brain. 

Next  of  kin :  Mother,  Elizabeth  Gibson,  220  Ivanhoe  Street,  Emsworth,  Pa. 
GIBSON,  GEORGE  Dow,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  August  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Christine  G.  Gibson,  523  Fifty-ninth  Street,  Brooklyn, 

N.  Y. 
GIBSONJ  JUKD  ROY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Kate  Gibson,  Maryville,  Tenn. 
GIDEL,  DON  OTIS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  9,  1918. 

Cause :  Result  of  burns. 

Next  of  kin :  Mother,  Mary  A.  Gidel,  Rockwell,  Iowa. 
GIDEON,  OSCAR  WESLEY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  R.  F.  Gideon,  Granbury,  Tex. 

GIESEMAN,  WALTER  Louis,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  W.  Gieseman,  R.  F.  D.  1,  Williamstown,  Kans. 
GIFFIN,  BERNARD  VANCE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  10,  1917. 

Died :  Naval  hospital  No.  5,  Brest,  France,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Giffin,  413  Montrose  Street,  Salina,  Kans. 
GIFFIN,  GEORGE  LESTER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  June  4,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Elbridge  N-.  Giflin,  Monson,  Mass, 
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GIFFORU,  JULIAN  WILLIS,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  7,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Disease. 

Next  of  kin :  Grandmother,  Emily  Gifford,  137  Chestnut  Street,  New  Bed- 
ford, Mass. 

GIFFOBD,  LEONARD  HENRY,  electrician,  third  class,  United  States  Naval  Reserve 
Force  (G). 

Enlisted:  Tuckerton  Radio  Station,  N.  J.,  November  21,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  July  24,  1918. 

Cause:  Fracture,  left  illium. 

Next  of  kin :  Mother,  Esther  Gifford,  Tuckerton,  N.  J. 
GIFFORD,  WILLIAM  THOMAS,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  July  16,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Cousin,  Etta  Williamson,  Vicksburg,  Miss. 
GIL,  ANTONIO,  musician,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  October  14,  1915. 

Died :  Naval  hospital,  Canacao,  P.  I.,  February  23,  1918. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Wife,  Dorothea  Gil,  Santa  Cruz,  P.  I. 
GILBERT,  ALEX,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Fannie  Gilbert,  208  East  One  hundred  and  second 

Street,  New  York,  N.  Y. 
GILBERT,  GEORGE  ERNEST,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  E.  Gilbert,  744  McDonough  Street,  Brooklyn, 

N.  Y. 
GILES,  CODA  LON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Nashville,  Tenn.,  May  4,  1918. 

Died:  New  Orleans,  La.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Giles,  Route  1,  Edgemoor,  Tenu. 
GILES,  ELIGE  MONROE,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex\,  May  31,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Giles,  R.  R.  2,  Malakoff,  Tex. 
GILFILLAN,  HARLEY  JEROME,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  15,  1917. 

Died :  U.  S.  submarine  chaser  No.  219,  October  9,  1918. 

Cause :  Explosion  on  board  ship. 

Next  of  kin :  Mother,  Minnie  B.  Gilfillan,  Wyoming,  111. 
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GILL,  DAVID,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  31,  1917. 

Died :  U.  S.  S.  Mercy,  October  6,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  Robert  Gill,  1059  East  Twenty -second  Street,  Paterson, 

N.  J. 
GILL,  GOLDSBY  KING,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Birmingham,  Aln.,  June  26,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  March  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Uncle,  Robert  D.  Mills,  R.  3,  Birmingham,  Ala. 
GILL,  JAMES,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  12,  191S. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  15,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin:   Father,  Richard   F.   Gill,   200  Madison   Avenue,    Flushing, 

Long  Island,  N.  Y. 
GILLAN,  HUGH  MICHEL,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Gillan,  2550  Ann  Street,  Philadelphia,  Pa, 
GILLANE,  HUBERT  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  10,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  John  Gillane,  637  South  Carrollton  Avenue,  New 

Orleans,  La. 
GILLESPIE,  CLAUDE  LOKELY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Ellen  Gillespie,  Sinton,  Tex. 
GHXESPIE,  JOHN  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  November  23,  1917. 

Died :  U.  S.  S.  Alabama,  August  8,  1918. 

Cause :  Result  of  injuries. 

Next  of  kin  :  Mother,  Mary  E.  Gillespie,  3231  Perry  Avenue,  Kansas  City,  Mo. 
GILLESPIE,  LOEING,  quartermaster,   first  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  November  9,  1917. 

Died:  Naval  hospital,  Charleston,  S.  G,  October  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Pauline  Gilleppie,  Valparaiso,  Ind. 
GILLESPIE,  WILLIAM  JAMES,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  February  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Pneumonia,  lob:<r. 

Next  of  kin :  Mother,  Louise  Gilfcspie  Ott,  2252  Ogden  Avenue,  Chicago,  111. 
174483—20 20 
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GILLETT,  BUKTON  CHESLEY,  baker,  second  class,  United  States  Naval  Reserve 
Force. 

Enlistfd :  Peorla,  111.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lukes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Fred  B.  Gillett,  904J  Rogers  Street,  Danville,  111. 
GILLIES,  RUSSELL  HABVABD,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  E.  Gillies,  Cass  City,  Mich. 

GILLILAND,  GORDON  OLivEB,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Burnell  V.  Gilliland,  Cleveland,  Ala. 
GILLILAN,  WILLIAM  VERNON,  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  October  22,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Gillilan,  Station  G,  Columbus,  Ohio. 
GILLISPIE,  ALVIN  ELMO,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cedio  S.  Gillispie,  R.  31,  Middleton,  Ga. 
GILLISPIE,  ELCANA  JOHNSTON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  January  9,  1918. 

Died:  U.  S.  S.  Utah,  March  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  David  Gillispie,  Goodwins  Ferry,  Va. 
GILLISPIE,  EUGENE  FBANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  26,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  Frank  Gillispie,  330  East  One  hundred  and  fiftieth 

Street,  New  York,  N.  Y. 
GILMEB,  IRA  WHITFIELD,  seaman,  second  class,  United  Stated  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  August  3,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  29,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Sister,  Carrie  Farrar,  Haynesville,  La. 

GILMORE,  ROBERT  GATCHALL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  February  27,  1918. 

Died :  Naval  training  station,  Pelham  Bay  Park,  N.  Y.,  May  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Rev.  F.  A.  Gilmore,  Elizabeth,  N.  J. 
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GILMORE,  WILLIAM  ELLSWORTH,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  August  9,  1918. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause  :  Influenza. 

Next  of  kin  :  Wife,  Sarah  Gilmore,  R.  F.  D.  2,  Monroe,  Mich. 
GINTHER,  FREDERICK  GEORGE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  14,  1918. 

Died  :  Cherrystone  Naval  Hospital,  Cape  Charles,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Father,    George   C.    Ginther,   925    Pottsville    Street,    Potts- 

ville,  Pa. 
GIORNO,  RALPH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  London,  Conn.,  April  26,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Rose  Giorno,  22  Pearl  Street,  Westerly,  R.  I. 
GIRARDEAU,  HAMLIN  TOWNEY,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  Charleston,  S.  C.,  July  27,  1917. 

Died  :  Receiving  ship  at  New  York,  September  24,  1918. 

Cause  :  Appendicitis  and  pneumonia. 

Next  of  kin:  Mother,  Margaret  M.   Walker,  1832  Pearl   Street,  Jackson- 

ville, Fla. 

GIRONDA,  GIOVANNI,  mess  attendant,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Navy  yard,  Boston,  Mass.,  December  10,  1917. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  January  31,  1918. 

Cause  :  Cerebrospinal  fever. 

Next  of  kin  :    Dominick  Gironda,  Messina,  Italy. 

GIVENS,  SAMUEL  FITZMAURICE,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Naval  Home,  Philadelphia,  Pa.,  April  2,  1918. 

Died  :  Naval  hospital,  Cape  May,  N.  J.,  April  27,  1918. 

Cause  :  Consolidation  at  base  of  both  lungs. 

Next  of  kin:  Wife,  Sally  E.  Givens,  2013  North  Broad  Street,  Philadel- 

phia, Pa.  , 

GJERTSEN,  BENJAMIN,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Chicago,  111.,  May  11,  1917. 

Died  :  U.  S.  S.  Perry,  November  13,  1917. 

Cause:  Fell  overboard  and  drowned. 

Next  of  kin  :  Father,  Knudt  Gjertsen,  4310  Drake  Avenue,  Chicago,  111. 
GLANDER,  Louis  ARTHUR  WILLIAM,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted  :  Albany,  N.  Y.,  May  17,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause  :  Pneumonia,  broncho. 

Next  of  kin  :  Wife,  Anna  C.  Glander,  258  Wahconah  Street,  Pittsfield,  Mass. 
GLASCOCK,  WILLIAM  MAHONE,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted  :  Washington,  D.  C.,  December  11,  1917. 

Died  :  Naval  hospital,  naval  base,H~irginia,  October,  24,  1918. 

Cause  :  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Abner  L.  Glascock,  Millwood,  Va. 
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GLAU,  JOSEPH  HAIIKV  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Los  Angeles,  Calif.,  June  8,  1918. 
Died:  Naval  hospital,  New  London,  Conn.,  September  28,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rosa  Glau,  519  East  Yampa  Street,  Colorado  Springs, 
Colo. 

GLEASON,  ARTHUR  HENRY,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  13,  1918. 

Died:  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife.  Marion  A.  Gleason,  271  Sixth  Avenue,  Brooklyn,  N.  Y. 
GLEICH,  RICHARD  NORMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  14,  1917. 

Died :  U.  S.  S.  Cuyama,  December  11, 1917. 

Cause :  Fell  from  foremast. 

Next  of  kin :  Father,  Jacob  Gleich,  558  City  Park  Avenue,  Columbus,  Ohio. 
GLENNON,  JOHN,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  February  6,  1917. 

Died :  U.  S.  S.  Cherokee.  February  26,  1918. 

Cause :  Lost  his  life  when  vessel  was  foundered. 

Next  of  kin :  Sister,  Elizabeth  Cope,  345  Rivington  Street,  New  York,  N.  Y. 
GLENNON,  PERCY  VICTOR,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Benton  Harbor,  Mich.,  February  17,  1918. 

Died  :  Naval  hospital,  Norfolk,  Va.,  March  4, 1918. 

Cause:  Pleurisy. 

Next  of  kin :  Aaron  J.  Glennon,  841  Odgen  Avenue,  Benton  Harbor,  Mich. 
GLOVER,  GEORGE  CREECY,  seaman,  United  States  Navy    (general  court-martial 
prisoner). 

Enlisted:  New  York,  N.  Y.,  July  24, 1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  25, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Cecelia  Glover,  124  One  hundred  and  twenty-seventh 

Street,  New  York,  N.  Y. 
GLOWKA,  ANTHONY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  20, 1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  Steven  Glowka,  2919  Belfrade  Street,  Philadelphia, 

Pa. 
GLYNN,  JOHN  JOSEPH,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  June  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21, 1918. 

Cause:  Influenza. 

"Next  of  kin :  Father,  John  P.  Glynn,  210  Eleventh  Street,  Cairo,  111. 
GLYNN,  JOHN  MATHEW,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  14,  1917. 
*  Died :  U.  S.  A.  C.  T.  Ticonrleroga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Sister,  Ellen  Hoeck,  2119  Scott  Street,  Davenport,  Iowa. 
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GOBELET,  OBED  DUBABT,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Golda  G.  Gobelet,  407  Long  Street,  Jackson,  Tenn. 
GODDUHN,  ARNOLD  WALTER,  coxswain,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  18,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  George  A.  Godduhn,  Kaplan  and  DeGraw  Avenues,. 

Jamaica,  N.  Y. 
GODSHALL,  FRED,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  November  7,  1917. 

Died:  Philadelphia,  Pa.,  April  15,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Adda  Godshall,  4646  Hazel  Avenue,  Philadelphia,  Pa. 
GODWIN,  HENRY  CUKTIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  11,  1917. 

Died :  Naval  hopsital,  Norfolk,  Va.,  February  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  H.  Godwin,  Ozark,  Ala. 

GOEHMANN,  CLARENCE  A.,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Cleveland,  Ohio,  December  10,  1917. 

Died :  Limon  Hospital,  Puerto  Limon,  March  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  Goehmann,  513  East  Sixth  Street,  Erie,  Pa. 
GOERZ,  FREDERICK  CHARLES,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  6,  1917. 

Died :  U.  S.  S.  Casco,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Otto  Goerz,  3505  Broadway,  New  York,  N.  Y. 
GOETTING,  ROBERT  CARL,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  August  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lilly  Revell  Goetting,  Buena  Vista,  Ga. 
GOETZ,  GAEL,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  October  14,  1914. 

Died :  U.  S.  S.  Pentucket,  December  30,  1917. 

Cause:  Fell  overboard  and  was  drowned. 

Next  of  kin :  Father,  Fred  Goetz,  24  Lindhurst  Street,  Rochester,  N.  Y. 
GOETZ,  Louis,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  19,  1915. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Explosion  on  board  ship. 

Next  of  kin :  Wife,  Emma  T.  Goetz,  9  Beverly  Road,  Buffalo,  N.  Y. 
GOFF,  WILLIAM  ALEXANDER,  oiler,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  18,  1915. 

Died :  U.  S.  S.  Brooklyn,  September  2,  1917. 

Cause :  Drowned. 

Next  of  kin :  Son  and  daughter,  William  M.  Goff  and  Margruett  E.  Goff, 
Nashville,  Tenn. 
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GOCGINS,  JAMES  LAWRENCE,  landsman  for  quartermaster    (A.),  United  States 
Navy. 

Enlisted:  New  Haven,  Conn.,  April  5,  1917. 

Died :  Naval  air  station,  Porto  Corsino,  Italy,  August  11,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin:  Father,  John  Joseph  Goggins,  9  Cottage  Street,  New  Haven, 

Conn. 
GOING,  FRED  MALLOY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  L.  Going,  Dennis,  Okla. 
GOINS,  MILTON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  31,  3917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eugenia  Goins,  Lawrenceburg,  Tenn. 
GOLDEN,  PATBICK  BERNARD,  chief  master  at  arms,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  28,  1913. 

Died :  Naval  training  station,  Great  Lakes,  111.,  November  10,  1917. 

Cause :  Suicide. 

Next  of  kin :  Brother,  Mitchell  J.  Golden,  43  West  Street,  Fitchburg,  Mass. 
GOLDING,  FREDERICK  BURKNER,  storekeeper,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  23,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  boarding  missing  ship. 

Next  of  kin :  Father,  Robert  Golding,  Silver  City,  N.  Mex. 
GOLDKLANG,  JACK  DANIEL,  landsman  for  electrician  (G.),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Maurice  Goldklang,  264  Vernon  Avenue,  Brooklyn, 

N.  Y. 
GOLDMAN,  PHILIP,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  4,  1917. 

Died :  Off  coast  of  Belgium,  July  7,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Julius  Goldman,  234  East  One  hundred  and  sixteenth 

Street,  New  York,  N.  Y. 
GOLDSTEIN,  ARTHUR,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Me.,  April  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  24, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Goldie  L.  Goldstein,  183  Thurber  Avenue,  Providence 

R.  I. 
GOLDSTEIN,  NATHAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mayer  Goldstein,  42  Washington  Avenue,  Pleasantville, 
N.  Y. 
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GOLDSTEIN,  SAMUEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Yetta  Goldstein,  641  Jackson  Street,  Philadelphia,  Pa. 
GOLDSTINE,  MORRIS  Louis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  10.  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  7,  1918. 

Cause:  Fractured  skull. 

Next  of  kin  :  Father,  Abe  Goldstine,  1338  South  Springfield  Avenue,  Chicago, 

111. 
GOLDSTOFF,  JACOB,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  4,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Sarah  Goldstoff,  187  Manhattan  Avenue,  Brooklyn, 

N.  Y. 
GOLDTHWAITE,  EDWARD,  seaman,  signalman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  19,  1917. 

Died :  Steamship  Dicinsk,  June  18,  1918. 

Cause:  Lost  when  boat  was  torpedoed  and  sunk. 

Next  of  kin  :  Mother,  Margaret  Golthwaite,  Jeffrys  Court,  Manchester,  Mass. 
GOLDWATER,  SAMUEL  BARCLAY,  chief  electrician  (R.),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  18,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Hulda  G.  Black,  2260  Eighty-third  Street,  Brooklyn, 

N.  Y. 
GOLLE,  WILLIAM  JOHN,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  October  18,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Julius  Golle,  118  South  Twenty-fourth  Street,  Camden, 

N.  J. 
GOLPHIN,  EUGENE  PRINCE,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  19,  1917. 

Died :  U.  S.  S.  Manchuria,  May  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Ellen  Oolphin,  1539  South  Nineteenth  Street,  Philadel- 
phia, Pa. 
GONZALES,  QUINTIN  Z.,  musician,  first  class,  United  States  Navy. 

Enlisted:  Santo  Domingo  City,  Dominican  Republic,  August  11,  1916. 

Died :  U.  S.  S.  Texas,  November  23,  1917. 

Cause:  Myocarditis,  acute. 

Next  of  kin :  Wife,  Dicenta  de  Lara,  143  L  Jaena  Street,  Carridaa,  Philip- 
pine Islands. 
GOOD,  JOHN  STEWABT,  apprentice  seaman,  United  States  Naval  Reserve  .Force. 

Enlisted:  Nashville,  Tenn.,  June  18,  1918. 

Died :  New  Orleans,  La.,  November  4,  1918. 

Cause:  Accidentally  drowned  in  Mississippi  River. 

Next  of  kin :  Mother,  Annie  L.  Good,  Hotel  Good,  Morristown,  Tenn. 
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GOODE,  LORNE  ALEXANDER,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  August  6,  1915. 

Died :  U.  S.  S.  Tjisenbang,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Nest  of  kin :  Mother,  Bertha  Eldredge,  San  Antonio,  Tex. 

GOODING,  JAMES  WOLCOTT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital,  Cape  May,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Grace  K.  Gooding,  Millersburg,  Pa. 
GOODMAN,  CLAYTON  MARSELLE,  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  March  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Jessie  Wright,  Hancock  Street,  Rockford,  111. 
GOODMAN,  VICTOR  SHERMAN,  gunner's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  December  10,  1917. 

Died :  At  home,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  J.  Goodman,  18  Spring  Garden  Street,  Paw- 
tucket,  R.  I. 
GOODRICH,  CHARLES  A.,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  24,  1913. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  J.  M.  Goodrich,  Ottawa,  Kans. 
GOODROW,  WILLIS  MARTIN,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  22,  1915. 

Died :  U.  S.  S.  Rowan,  January  13,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Joseph  Goodrow,  287  Ellsworth  Street,  Bridgeport, 

Conn. 

GOODSON,  JOHN  LATHAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Diego,  Calif.,  June  12,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  August  10,  1918. 

Cause :  Result  of  gunshot  wound. 

Next  of  kin :  Mother,  1111  West  Adams  Street,  Phoenix,  Ariz. 
GOODSPEED,  JAMES  PEARSON,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  June  12,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  7,  1918. 

Cause:  Meningitis,  cerebrospiual. 

Next  of  kin :  Mother,  Jane  P.  Goodspeed,  344  West  Seventy-second  Street, 

New  York,  N.  Y. 

GOODWIN,  KENNETH  MADDOCKS,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Johnstown,  Pa.,  July  4,  1918. 

Died :  Cambria  Hospital,  Johnstown,  Pa.,  September  2, 1918. 

Cause :  Killed  in  railroad  accident. 

Next  of  kin :  Father,  Edward  P.  Goodwin,  115  South  Walnut  Street,  Blairs- 
ville,  Pa. 
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GOONAN,  JAMES,  chief  gunners'  mate,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  July  25,  1916. 

Died :  U.  S.  S.  F-l,  December  17, 1917. 

Cause:  Drowned  at  sea. 

Next  of  kin:  Mother,  Mrs.  Minnie  McClain,  735  Atlantic  Avenue,  Lima, 

Ohio. 

GOKDHAMER,  FRANCIS  MARIAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  10,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Sigrig  Gordhamer,  Kerkhoven,  Minn. 
GORDON,   EDWARD  CARL,   seaman,   second   class.   United   States  Naval   Reserve 
Force. 

Enlisted :  Los  Angeles,  Calif.,  June  21,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  13,  1918. 

Cause :  Syphilis. 

Next  of  kin :  Mother,  Anna  Gordon,  3948  Clay  Street,  San  Francisco,  Calif. 
GORDON,  EDWARD  LEROY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Bellingham,  Wash.,  July  16,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Juanita  Gordon,  Sedro-Wooley,  Wash. 
GORDON,  GEORGE  ALLEN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Gordon,  Cross  Plains,  Ind. 
GORDON,  GRANT  WILSON,  landsman  for  machinist's  mate   (A),  United  States 
Navy. 

Enlisted:  Detroit,  Mich.,  December  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  13,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mary  E.  Gordon,  Courtisville,  Mich. 

GORDON,  JAMES  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Williamsport,  Pa.,  May  27,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  O'Hara  Gordon,  Locust  Gap,  Pa. 
GORDON,  RAYMOND  LYDANE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  20,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Elmer  E.  Gordon,  115  E  Street  SE.,  Washington,  D.  C. 
GORDON,  WILLIAM  REIF,  mess  attendant,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  November  22,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Amelia  Gordon,  2835  Pratt  Street,  Philadelphia,  Pa. 
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GOBMAN,  JOHN  FRANCIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  June  5,  1917. 

Died :  U.  S.  S.  South  Carolina,  February  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Peter  J.  Gorman,  59  Grand  Street,  Jersey  City,  N.  J. 
GORMAN,   LOYD   JEFFERSON,   seaman,   second   class,   United   States   Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  March  22,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  23,  1918. 

Cause:  Endocarditis,  chronic. 

Next  of  kin :  Father,  Thomas  J.  Gorman,  39  West  One  hundred  and  twenty- 
ninth  Street,  New  York,  N.  Y. 
GORNY,  JOHN  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Buffalo,  N.  Y.,  April  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.   Stanlslowa  Gorny,  354  Lovejoy  Street,  Buf- 
falo, N.  Y. 

GORTON,  HOBABT,  carpenter's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  May  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Laurantine  Gorton,  box  56,  Jim  Falls,  Wis. 
Goss,  JOSEPH  OTTO,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Goss,  1134  Mulberry  Street,  Louisville,  Ky. 

GOTTLIEB,  IKE  HAHN,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 
Force. 

Enlisted :  New  Orleans,  La.,  June  3,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rebecca  H.  Gottlieb,  Baton  Rouge,  La. 
GOUGH,  EARNEST  MARVIN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  November  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  9,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elsie  J.  Gough,  Gladys,  Va. 
GOULD,  ELLIS  ELLIACE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  20,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  T.  Gould,  Park  Lane,  Mich. 
GOTTLD,  RAY  EMET,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Gould,  609  First  Street,  Merrill,  Wis. 
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•GOULD,  WALTER  JAY,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  24,  1917. 

Died:  Naval  base  hospital,  Brest,  France,  March  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  Gould,  Boulder,  Colo. 
GOUVEIA,  MANUEL,  Jr.,  seaman,  second  class,  United. States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  April  28,  1917. 

Died :  U.  S.  S.  ScJiurz,  June  12,  1918. 

Cause:  Killed  in  collision. 

Next  of  kin :  Father,  Manuel  Gouveia,  Honolulu,  Hawaii. 
GOVE,  HAROLD  FREDERICK,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  18,  1918. 

Died:  U.  S.  S.  Pensacola,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Archie  O.  Gove,  Mount  Sunapee,  N.  H. 
GOVE,  WILLIAM  FRANKLIN,  apprentice  seaman,  United  States  Navy- 
Enlisted :  Kansas  City,  Mo.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  A.  Gove,  4440  Genesee  Street,  Kansas  City,  Mo. 
GOZZETT,  EDWARD  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
\    Enlisted :  New  York,  N.  Y.,  April  12,  1917. 
.     Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Edward  J.  Gozzett,  100  Van  Deventer  Avenue,  Astoria, 

Long  Island,  N.  Y. 
GRACE,  JOHN  MICHAEL,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Michael  J.  Grace,  150  Smith  Street,  Brooklyn,  N.  Y. 
GEACE,  THEODORE  NICHOLIS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Thomas  R.  Grace,  85  West  Fifth  Street,  Dunkirk, 

N.  Y. 
GBACE,  WILLIAM  RICHARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Grace,  217  Fulton  Street,  Union  Hill,  N.  J. 
GRADDY,  CLIVE  DEWY,  seaman.  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Lillie  Graddy,  Bartow,  Fla. 
GRADEN,  JAMES  WALLACE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  30,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillie  Graden,  'route  2,  Bridgewater,  Iowa. 
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GBADNITZER,  RUDOLPH  E.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  30,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Gradnitzer,  9  Elliott  Street,  Easthampton,  Mass. 
GBADY,  JOSEPH  ALOVSIUS,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  4,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  October  7, 1918. 

Cause:  Dilation,  acute  cardiac. 

Next  of  kin :  Father,  Michael  J.  Grady,  1053  Oehler  Street,  Cincinnati,  Ohio. 
GBADY,  JOSEPH  FRANCIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  April  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Grady,  R.  F.  D.  33,  Union  Springs,  N.  Y. 
GRAEF,  CARL  RUDOLPH,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Erie,  Pa.,  May  29,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Margaret  Graef,  2906  Myrtle  Street,  Erie,  Pa. 
GRAFF,  CARL  FRED,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Elizabeth  Graff,  5342  South  Aberdeen  Street,  Chi- 
cago, 111. 
GRAFF,  EDWIN  WALTER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  30,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  L.  Graff,  239  Lancaster  Avenue,  Lancaster,  Pa 
GRAFF,  PETER,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  November  8,  1916. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  July  22,  1918. 

Cause:  Hemorrhage. 

Next  of  kin:  Mother,  Carolina  Graff,  114  Kingsland  Avenue,  Brooklyn, 

N.  Y. 
GRAFIUS,  EUGENE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Williamsport,  Pa.,  May  15,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderogn,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Van  Grafius,  Montoursville,  Pa. 
GBAGO,  ERNEST  H.,  seaman,  United  Statrs  Navy. 

Enlisted:  Houston,  Tex.,  February  20,  1917. 

Died:  S.  S.  Rochester,  November  3,  1917. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  U  boat. 

Next  of  kin :  Mother,  Geng  Gragg,  515  Gragg  Street,  Corpus  Christ!,  Tex. 
GRAHAM,  EARL  RANSOM,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  Milner,  Baraboo,  Wis. 
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•GRAHAM,  ELLIOTT  ESMOND,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Des  Moines,  Iowa,  July  18,  1918. 
Died :  New  York,  N.  Y.,  September  20,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Carrie  E.  Graham,  R.  1,  Manchester,  Iowa. 
•GRAHAM,  GERALD  GEORGE,  yeoman,  first  class,  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  May  3,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Father,  George  F.  Graham,  376  LaFayette  Place,  Milwaukee, 

Wis. 
-GRAHAM,  GUT  WARREN,  hospital  apprentice,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  27,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Anna  May  Graham,  Millington,  Mich. 
GBAHAM,  HARRY,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  January  26,  1916. 
Died :  U.  S.  S.  George  Washington,  January  3,  1918. 
Cause:  Drowned. 

Next  of  kin :  Father,  Edward  Graham,  Cincinnati,  Ohio. 

GRAHAM,  JACK  DAVIS,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Meridian,  Miss.,  June  12,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  M.  Graham,  R.  F.  D.  2,  box  38,  Chunky,  Miss. 
GRAHAM,   JOSEPH   BENSON,   quartermaster,   first   class,   United    States   Naval 

Reserve  Force. 

Enlisted:  Newport,  R.  I.,  April  28,  1917. 
Died :  U.  S.  S.  Muscatine,  August  20,  1918. 
Cause:  Meningitis. 
Next  of  kin :  Father,  William  T.  Graham,  30  East  Forty-second  Street,  New 

York,  N.  Y. 
GRAHAM,  JOSEPH  WILSON,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  July  22,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Catherine  L.  Graham,  2928  Petty  Street,  Philadel- 
phia, Pa. 
GRAHAM,  ROSCOE  WOODERD,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Denver.  Colo.,  May  17,  1918. 
Died :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Fay  M.  Graham,  2715  California  Street,  Denver,  Colo. 
GRAHAM,  WALTER  RILEY,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Roanoke,  Va.,  June  18,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  29, 1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Mary  J.  Graham,  Lucasville,  Ohio. 
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GRAHAM,  WILLIAM  CURTIS,  pharmacist's  mate,  second  class,  United  States  Navy, 

Enlisted:  Jackson,  Miss.,  May  15,  1917. 

Died :  In  France,  October  4,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  John  C.  Graham,  R.  F.  D.  7,  Quitman,  Miss. 
GRAHS,  HARRY  ADAMS,  water  tender,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  November  4,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Matilda  H.  Grahs,  1728  North  Street,  Logansport,  Ind 
GRAINGER,  WALTER,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  9,  1917. 

Died :  U.  S.  S.  Prometheus,  July  18,  1917. , 

Cause:  Drowned. 

Next  of  kin :  Father,  W.  F.  Grainger,  box  89,  R.  6,  Birmingham,  Ala. 
GRANDER,  FREDERICK  RUSSELL,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  10,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Grander,  455  Church  Street,  Royersford,  Pa. 
GRANDKOWSKI,  ALE  DAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wis.,  June  25,  1918. 

Died :  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Anton  Grandkowski,  Grand  Rapids,  Wis. 
GRANGER,  EDWIN  STEWART,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Richmond,  Va.,  April  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Emily  Granger,  309  North  Meadow  Street,  Rich- 
mond, Va. 

GRANNIS,  JAMES  KIDWELL,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  July  20,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Kate  Grannis,  R.  F.  D.  5,  Fayetteville,  N.  C. 
GRANTHAM,  JAMES  HOWELL,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  May  15,  1917. 

Died :  In  France,  November  1,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  John  F.  Grantham,  Lucedale,  Miss. 
GRANTHAM,  JOHN  LIKENS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  7,  1918. 

Died :  U.  S.  S.  Comfort,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Garry  L.  Grantham,  Indiahoma,  Okla. 
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GBANTZ,  EMIL  CARL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  Grantz,  Daggett,  Mich. 
GRAUIIAN,  JULIUS  ERNEST,  seaman,  United  States  Navy. 

Enlisted :  New  York.  N.  Y.,  December  28,  1914. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Grauman,  Asbury,  N.  J. 
GRAVES,  CHARLES  GABNETT,  water  tender,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  16,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Samuel  Graves,  Carrollton,  111. 

GRAVES,  CHARLES  JOSEPH,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  13.  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  Graves,  53  Clay  Street,  Worcester,  Mass. 
GRAVES,  CLARENCE  MARTIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  30.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Harriet  Graves,  route  2,  Bay  Port,  Mich. 
GRAVES,  EDGAR  EARL,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  26,  1916. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Robert  E.  Graves,  box  13,  Abbott.  Ark. 
GRAVES,  HENRY  HUGH,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  January  12,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  K.  Graves,  222  Minerva  Street,  Jackson,  Misa, 
GRAVES,  MICHAEL  CHARLES,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  26,  1918. 

Died :  U.  S.  S.  Solace,  October  10, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,   Orlando   C.   Graves,   526   South   Vine   Street,    Sey- 
mour, Ind. 
GRAVES,  RUSSELL  CHESTER,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Irene  K.  Graves,  Bay  Port,  Mich. 
GRAY,  ARCHIBALD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Archibald  Gray,  645  West  One  hundred  seventy-first 
Street,  New  York,  N.  Y. 
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GBAY,  LAWRENCE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  20,  1917. 

Died :  Navy  yard,  Mara  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  A.  Gray,  818  D  Street,  Marysville,  Calif. 
GBAY,  OTTO  BENTON,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  26,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  March  10  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Dora  Gray,  Marva,  111. 
GBAY,  PETER  JOSEPH,  seaman,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  7,  1916. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  Mary  W.  Bowers,  85  Whittenton  Street,  Taunton, 

Mass. 
GRAY,  RICHARD  JAMES,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  29,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Frances  Gray,  1324  North  Crawford  Avenue,  Chi- 
cago, 111. 
GBAY,  WALTER  S.,  engineman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  Walter  Gray,  418  Thirty-first  Street,  Norfolk,  Va. 
GREASLEY,  MAKK  WINFIEI.D,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  5, 1914. 

Died :  U.  S.  S.  Baltimore,  May  22,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Edmond  Greasley,  1518  Page  Street,  Philadelphia, 

Pa. 
GBEATHOUSE,  LLOYD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  2,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  21,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nettie  Greathouse,  R.  F.  D.  1,  Oakland,  Ky. 
GREEN,  BENJAMIN,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  'Cherokee,  February  26,  1918. 

Cause :  Lost  when  vessel  was  foundered. 

Next  of  kin :  Brother,  Charles  Green,  219  Sands  Street,  Brooklyn,  N.  Y. 
GREEN,  CARL  E.,  blacksmith,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  July  12,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19, 1918. 

Cause,  Influenza. 

Next  of  kin :  Mother,  Clarica  G.  Brunson,  Woodcross,  Utah. 
GBEEN,  CLIFTON  PARSONS,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Frances  P.  Green,  16  Auburn  Street,  Waltham,  Mass. 
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GREEN,  FLEM,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Washington,  D.  C.,  April  13,  1918. 

Died:  Naval  hospital,  Washington,  D.  C.,  October  22,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin  :  Father,  Clem  Green,  Hurt,  Va. 
GBEEN,  GUSTAF  OSCAR,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  May  21,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin:  Mother,  'Amanda   Green,  254  Girard  Avenue,   Minneapolis, 

Minn. 

GREEN,  HENRY  EUGENE,  seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Lassie  G.  Deweese,  Emberton,  Ky. 

GREEN,   LAWRENCE  ASA,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted  :  Salt  Lake  City,  Utah,  June  3,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Ethel  M.  Green,  2100  South  First  West,  Salt  Lake 

City,  Utah. 
GREENBERG,  SIMON,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  19,  1915. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned  at  sea. 

Next  of  kin :  Mother,  Sophia  Greenberg,  358  Cypress  Avenue,  Bronx,  N.  Y. 
GREENE,  CLIFTON  EUGENE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dalles,  Tex.,  July  10, 1917. 

Died :  U.  S.  S.  Brooklyn,  March  20,  1918. 

Cause :  Pneumonia. 

•  Next  of  kin  :  Father,  Charles  Greene,  Mount  Calm,  Tex. 
GREENE,  DAVID  HARRIS,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Atlanta,  Ga.,  August  13,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Lyda  J.  Greene,  822  Eleventh  Street,  Augusta,  Ga. 
GREENE,  GEORGE  LEONARD,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Portland,  Me.,  April  23,  1917. 

Died :  Kingston  Hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bertha  W.  Greene,  South  Brewer,  Me. 
GREENE,  WALTER  MAURICE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  January  7,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lillie  H.  Greene,  Ratcliff,  Tex. 
174483—20 21 
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GBEENGRASS,   RAYMOND,  seaman,   second  class,  United   States  Naval  Reserve 

Force. 

Enlisted :  Buffalo,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  13,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Earl  Greengrass,  Addison,  Ky. 
GREEN  WELL,  GEORGE  HOBE,  painter,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Louisville,  Ky.,  July  9,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 
Next  of  kin:  Sister,  Josephine  Burnett,  1316  Preston  Street,  Louisville, 

Ky. 

GKEEB,  AUSTIN  CHARLES,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  April  9,  1917. 
.Died:  U.  S.  S.  Warden,  January  14, 1918. 
Cause :  Nephritis,  acute. 
Next  of  kin:  Father,  Austin  Greer,  Woodside  Avenue,  Elmhurst,  Long 

Island,  N.  Y. 
GREGORY,  EDWARD  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Kansas  City,  Mo.,  July  17, 1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin  :  Mother,  Mabel  S.  Gregory,  Alton,  Kana 
GREGORY,  JAMES  RICHARD,  baker,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Boston,  Mass.,  June  15,  1918. 
Died:  Machias,  Me.,  September  28,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Wife,  Annie  E.  Gregory,  1761  Washington  Street,  Boston, 

Mass. 

GREGORY,  SCHUYLER,  coppersmith,  United  States  Navy. 
Enlisted:  Indianapolis,  Ind.,  March  30,  1917. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action  with  enemy  submarine. 
Next  ef  kin:  Wife,  Alma  Gregory,  185i  Eighth  Avenue  North,  Nashville, 

Tenn. 

GRFIG,  WILLIAM  BRIEN,  landsman  for  electrician,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  May  15,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  June  9,  1917. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Sarah  T.  Greig,  641  Cookman  Avenue,  Asbury  Park, 

N.  J. 
GRESHAM,  PAUL  EDWIN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  St.  Louis,  Mo.,  July  10,  1918. 
Died :  Great  Lakes,  111.,  October  5,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Louise  B.  Gresham,  R.  F.  D.  4,  Hartville,  Mo. 
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GEIDER,  ROY  ULRICK,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  9,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  U-boat. 

Next  of  kin :  Father,  Charles  B.  Grider,  Bridgeport,  Ala. 
GBIEP,  BEKTENS  AUGUST,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted:  Great  Lakes,  111.,  February  7,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  16,  1918. 

Cause:  Influenza.  , 

Next  of  kin :  Mother,  Mathilda  Griep,  2348  Roscoe  Street,  Chicago,  111. 
GRIFFIN,  EDWARD  LENWOOD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  14,  1917. 

Died:  U.  S.  S.  Westover,  July  11,  1918. 

Cause:  Lost  when  ship  was  torpedoed  and  sunk. 

Next  of  kin :  Mother,  Rosa  Griffin,  Fowler,  Calif. 
GBIFFIN,  GEOEGE  ALEX,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  4,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  17,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  W.  A.  Griffin,  Marietta,  Tex. 
GBIFFIN,  HOWARD  JAMES,  yeoman,  second  class,  United  States  Navy. 
*  Enlisted:  Staten  Island,  N.  Y.,  March  28,  1918. 

Died:  U.  S.  S.  Comfort,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:   Mother,  Ellen  C.  Griffin,  701  McMillan  Street,  Cincinnati, 

Ohio. 

GRIFFIN,  JAMES  LAWRENCE,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cleveland,  Ohio,  July  11,  1918. 

Died :  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Griffin,  113  Washington  Avenue,  Niles,  Ohio. 
GRIFFIN,  JEREMIAH,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  October  28,  1917. 

Died :  Naval  hospital  Hampton  Roads,  Va.,  August  16,  1918. 

Cause:  Nephritis. 

Next  of  kin :  Wife,  Marie  Griffin,  355  East  Bute  Street,  Norfolk,  Va. 
GRIFFIN,  LEANDER  CLIFTON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  18,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Daniel  Griffin,  Lafourche,  La. 
GRIFFIN,  OSCAR  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Brother,  G.  E.  Griffin,  Montalba,  Tex. 

GRIFFITH,  DAVID  BRUCE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Diego,  Calif.,  July  26,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  November  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ernestine  R.  Griffith,  R.  D.  2,  Tucson,  Ariz. 
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GRIFFITH,  MARK  AMOS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  2,  1917. 

Died :  U.  S.  S.  Utah,  October  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  Burlison,  Route  1,  Olustee,  Okla. 
GRIFITH,  ROBERT  RIDGLEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  February  27,  1917. 

Died :  U.  S.  S.  Kansas,  February  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  A.  Griflth,  916  Fifth  Street  SE.,  Washing- 
ton, D.  C. 
GBISGBY,  EARL,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Amanda  Grigsby,  New  Palestine,  Ind. 
GRIGSBY,  MEBANE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  July  30,  1918. 

Died :  Los  Angeles,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jim  O.  Grigsby,  R.  2,  Thompson  Station,  Tenn. 
GBILLO,  JIMMY  MIKE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  April  27,  1917. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  October  4,  1918. 

Cause :  Atrophy  of  liver,  acute,  yellow. 

Next  of  kin:  Mother,  Grace  Grille,  P.  O.  Box  284,  Pittsburg,  Calif. 
GRIMES,  FRANCIS,  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  12,  1916. 

Died :  Steamship  Pawnee,  April  7,  1918. 

Cause:  Accidental  shooting. 

Next  of  kin :  Father,  William  Grimes,  Rood  House,  111. 

GRIMM,  HERMAN  CHARLES,  electrician  third  class   (G),  United  States  Naval 
Reserve  Force. 

Enlisted:  Newark,  N.  J.,  June  1,  1918. 

Died:  Naval  Hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next   of   kin:  Father,   Herman   Grimm,   123  Nineteenth   Avenue,   Irving- 
ton,  N.  J. 
GBINNELL,  CLIFTON  STEPHENS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  20,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next   of  kin:   Father,   George   B.    Grinnell,   192   Fountain    Street,   Paw- 
tucket,  R.  I. 
GRISAK,  MARTIN  JOHN,  fireman,  second  class,  United  States  Navy.- 

Enlisted:  Pittsburgh.  Pa.,  May  5,  1917. 

Died :  U.  S.  S.  Von  Steuben,  April  17,  1918. 

Cause:  Blood  poisoning. 

Next  of  kin :  Anna  Mary  Grisak,  Dubois,  Pa. 
GRISWOLD,  WILLIAM  HENBY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  May  11,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  June  10,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Griswold,  Southold,  Long  Island,  N.  T. 
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GBIZZEIX,  WADE  CLEAVA,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  February  6,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Victoria  Grizzell,  Vickery,  Tex. 

GEOAT,   JOHN   ELLEBY,   seaman,   second   class,   United    States   Naval    Reserve 
Force. 

Enlisted:  Syracuse,  N.  Y.,  March  15,  1918. 

Died:  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Cora  Groat,  37  Guy  Park  Avenue,  Amsterdam,  N.  Y. 
GBOBENGIESER,  FBANK  JOHN,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  St.  Louis,  Mo.,  May  13,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  August  Val  Grobengieser,  Altamont,  111. 
GEOFF,  IBVIN  WALTEB,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  July  30,  1918. 

Died:  Puget  Sound,  Wash.,  October  7,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Anna  L.  Groff,  239  Lancaster  Avenue,  Lancaster,  Pa. 
GBOH,  HEBBEBT  ELMER,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  May  9,  1917. 

Died :  Naval  air  station,  Cape  May,  N.  J.,  October  8,  1918. 

Cause:  Lost  at  sea  in  a  seaplane. 

Next  of  kin :  Mother,  Margaret  A.  Groh,  Pasadena,  Md. 

GBOMBACHEB,  EDWARD  ASHES,  seaman,  second  class,  United  States  Naval  Re- 
serve  Force. 

Enlisted :  New  York,  N.  Y.,  May  12,  1917. 

Died :  U.  S.  submarine  chaser  No.  2/5,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Caroline  M.  Grombacher,  28  Bloomfield  Avenue,  Pas- 

saic,    N.    J. 

GBOOMS,  GORDON  PERCY,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Charleston,  S.  C.,  April  19,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  February  9,  1918. 

Cause:  Infaret  of  lung. 

Next  of  kin :  Uncle,  Robert  Grooms,  167  Cummings  Street,  Charleston,  S.  C. 
GROSBOLL,  HABBY  PAUL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  27,  1918. 

Died:  U.  S.  S.  Comfort,  October  14,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Peter  P.  Grosboll,  Petersburg,  111. 
GROSS,  ALFRED  HENBY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  11,  1917. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :   Pneumonia,   broncho. 

Next  of  kin:  Father,  William  O.  Gross,  1181  Cleveland  Street,  Baltimore, 
Md. 
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GROSS.  FBANK  ANTHONY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Buffalo,  N.  Y.,  June  15,  3918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Anthony  F.  Gross,  114  Dodge  Street,  Buffalo,  N.  Y. 
GBOTE,  EDWARD  AUGUST,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  14,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  Fred  H.  W.  Grote,  1400  West  Fourth  Street,  Sedalia, 

Mo. 
ABOUNDS,  GEORGE  LESTER,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:    Influenza. 

Next  of  kin :  Aunt,  Mrs.  Martha  E.  Carr,  Pimento,  Ind. 
GBOVER,  FRANK  BELL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  19,  1917. 

Died:  Naval  hospital,  New  York,  N.  Y.,  March  27,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin:  Mother,  Sadie  Grover,  Spokane,  Wash. 
GBOVER,  LEO  WILLIAM,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  November  6,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Peter  Grover,  32  Watts  Street,  Maiden,  Mass. 
GROVES,  BENJAMIN  H.,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  3,  1915. 

Died:  Steamship  Nyanza,  April  16,  1918. 

Cause:  Result  of  explosion  of  shell. 

Next  to  kin:  Father,  David  Groves,  199  Dean  Street,  New  Bedford,  Mass. 
GBOVES,  GORDON  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  17,  1917. 

Died  :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Died  when  submarine  chaser  No.  209  was  fired  upon  by  mistake. 

Next  of  kin :  Mother,  Joanna  Hynson,  421  Queen  Street,  Alexandria,  Va. 
GBOVES,  ROBEBT  PETTUS,  yeoman,  third  class,  United   States  Naval  Reserve 
Force. 

Enlisted:  Charleston,  S.  C.,  April  17,  1917. 

Died:  Naval  hospital,  Philadalphia,  Pa.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Cousin,  Watkins  M.  Vaughn,  190  Queens  Street,  Charleston, 

S.  C. 
GBOW,  GERALD  BBANCH,  landsman  for  yeoman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  17,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  27,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lou  Grow,  Colquitt,  Ga. 
GROZIER,  EDGAR  SNOW,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  12,  1917. 

Died:  U.  S.  S.  Georgia,  December  9,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  F.  Grozier,  North  Truso,  Mass. 
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GBUBB,  RICHARD  URIAH,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Mare  Island,  Calif.,  May  4,  1917. 

Died:  In  France,  July  20,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Elizabeth  Grubb,  2309  San  Jose  Avenue,  Alameda, 

Calif. 

GBUDOWSKI,  STANLEY  ANTON,  fireman,  third  class,  United  States  Naval  Reserve 
Force.  • 

Enlisted:  Chicago,  111.,  July  24,  1918. 

Died:  U.  S.  S.  Mercy,  September  28,  1918. 

Cause:  Pneumonia. 

Next   of   kin :    Mother,    Josephine   Grudowski,   2227   North   Robey   Street, 

Chicago,  111. 
GBUMAN,  WILLIAM,  fireman,  first  class  United  States  Navy. 

Enlisted :  Marinette,  Wis.,  May  6,  1916. 

Died :  Base  No.  20  Military  Hospital,  Bayonne,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Adolph  Gruman,  1817  Tenth  Street,  Marinette,  Wis. 
GUANGA,  EMILIO,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  December  14,  1914. 

Died :  Olongapo,  P.  I.,  October  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Celestina  K.  Guanga,  202  Harris  Street,  Olongapo,  P.  I. 
GTJABIN,  JOSEPH  ARTHUR,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  9, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Guarin,  Cascade,  N.  H. 
GUARNIERI,  JOHN  SALVADOR,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Natalina  Guarnieri,  120  Harmon   Street,  Warren, 

Ohio. 
GUBLER,  HENRY,  seaman,  second  class,  United  States  Naval  Reserve  Forco. 

Enlisted :  New  Haven,  Conn.,  July  19, 1918. 

Died :  New  York,  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Minnie  Gubler,  R.  R.  3,  Bethany,  Conn. 
GUEBIN,  IVAN  HUGH,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Los  Angeles,  Calif.,  June  4,  1918. 

Died :  Naval  training  camp,  San  Pedro,  Calif.,  November  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ella  M.  Guerin,  2216  East  Second  Street,  Los  Angeles, 
Calif. 

GUERNSEY,  FLOYD  HAWES,  landsman  for  yeoman,  United  States  Naval  Reserve 

Force. 

Enlisted :  ^Louisville,  Ky.,  July  22,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Lallia  Guernsey,  general  delivery,  Madison,  Ind. 
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GUEST,  FRANK  JOSEPH,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Guest,  144  Vincennes  Street,  Buffalo,  N.  Y. 
GUISINGER,  AUSTIN  P.,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  June  4,  191$ 

Died :  U.  S.  S.  Kroonland,  September  11, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,   Frances   M.   Guisinger,  104   West   Columbia   Street, 

Springfield,  Ohio. 

GUITERMAN,  HENRY  ROSENWALD,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  August  8,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Milton  G.  Guiterman,  58  Central  Park  west,  New 

York,  N.  Y. 
GUJIL,  QUIRICO  GORDONCILLO,  cabin  cook,  United  States  Navy. 

Enlisted :  Staten  Island,  N.  Y.,  December  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  18,  1918. 

Cause :  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Brother,  Sopronio  Gujil,  Jaro  Iloilo,  Panay,  P.  I. 
GULTIANO,  EUSTAQUIO,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  February  14,  1916. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Reymoundo  Gultiano,  Anda  Bohol,  P.  I. 
GUNDERSON,  CHARLES  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  15,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Killed  in  an  explosion  on  board  ship. 

Next  of  kin:  Mother,  Susan  Merrilus,  77  West  One  hundred  and  second 

Street,  New  York,  N.  Y. 

GUNDERMAN,  GEORGE  CHARLES,  Jr.,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  22,  1917. 

Died :  U.  S.  submarine  chaser  No,  209,  August  27,  1918. 

Cause :  Killed  when  submarine  chaser  No.  209  was  fired  upon  by  mistake. 

Next  of  kin :  Father,  George  Gunderman,  2246  Eighty-second  Street,  Brook- 
lyn, N.  Y. 

GUNN,  BENJAMIN  HARVEY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ethel  W.  Gunn,  624  Cleveland  Avenue,  Wichita,  Kans. 
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GUNN,  GENEVIEVE  ALICE,  landsman  for  yeoman  (F),  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  London,  Conn.,  September  16,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Catherine  Gunn,  99  Connecticut  Boulevard,  East  Hart- 
ford, Conn. 
GUNNISON,  HARRY  F.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  July  2,  1917. 

Died :  Receiving  ship  at  New  York,  March  16,  1918. 

Cause:  Diphtheria. 

Next  of  kin  :  Mother,  Sophia  Gunnison,  Aurora,  Nebr. 
GUNTER,  HUGH  WILEY,  chief  water  tender,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  September  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  17,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin  :  Father,  Samuel  Gunter,  Gassaway,  Tenn. 
GUNTSCH,  CAESAR  OSWALD,  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  16,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  1,  1918. 

Cause:  Fracture  of  left  tebia. 

Next  of  kin :  Mother,  Anna  Pomeranka,  Oak  Harbor,  Ohio. 
GURNEY,  KENNETH  BRUCE,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  December  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  11,  1918. 

Cause :  Diphtheria. 

Next  of  kin :  Father,  William  Gurney,  South  Street,  Marion,  Mass. 
GUSTAFSON,  ERNEST  WALDAMER,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  3,  1917. 

Died:  U.  S.  S.  Solace,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Carolina  Gustafson,  230  South  Quaker  Lane,  West 

Hartford,  Conn. 

GUSTAFSON,  MELSOR  EUGENE,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Gustafson,  231  WTest  One  hundred  and  ninth 

Place.  Chicago,  111. 
GUTSKA,  JOHN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  December  6,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  12,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Wife,  Mrs.  Ida  Gutska,  99  Valley  Street,  Bristol,  Conn. 
GUTTRIDGE,  ALGEN  HYSLE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Puget  Sound,  Wash.,  November  30,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Lost  his  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  William  H.  Guttridge,  Cullison,  Kans. 
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QWIN,  RALPH  COLLINS,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Henry  Gwin,  Edgerton,  Mo. 
HAABHAUS,  EDWIN  FRED,  landsman  for  quartermaster  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Haarhaus,  2119  Chippewa  Street,  St.  Louis,  Mo. 
HABAB,  HENRY  FBANCIS,  engineinan,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  31,  1918. 

Died :  Naval  hospital  No.  5,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Fnmk  Habar,  453  Forty-eighth  street,  Brooklyn,  N.  Y. 
HABEBLEIN,  HABBY  Louis,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  30,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  John  Haberlein,  Allison  Park,  Allegheny  County,  Pa. 
HACKENBUBO,  ALBEBT  RAY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  February  15,  1918. 

Died :  At  home,  March  9,  1918. 

Cause :  Acute  alcoholism. 

Next  of  kin :  Mother,  Jessie  Hackenburg,  Millmont,  Pa. 
HACKETT,  ROGEB,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  U.  S.  S.  Nopatin,  August  7,  1918. 

Cause :  Burns. 

Next  of  kin :  Mother,  Mrs.   Barbara   Hackett,  28  Academy   Street,   New 

Haven,  Conn. 
HACKNEY,  JOE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  8,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  February  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ella  Hackney,  Bluff  City,  Ark. 

HADDAD,  MICHAEL  SAID,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  December  7,  1917. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  February  17,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Friend,  Mary  McLaughlin,  34  West  Walnut  Park,  Roxbury, 

Mass. 

HADLEY,  HABVEY  LOCKARDS,  landsman  for  machinist's  mate  (A),  United  States 
Navy. 

Enlisted:  Portland,  Oreg.,  December  7,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  8,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Lizzie  Hadley,  Sheridan,  Oreg. 
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HADLOCK,  OSCAE  CHAPLIN,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  16,  1914. 

Died :  U.  S.  S.  Allen,  May  9,  1917. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  William  Hadlock,  Yarmouthville,  Me. 
HAFFEY,  JAMES  HIEAM,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  18,  1917. 

Died :  U.  S.  S.  Mercy,  March  23,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lula  Haffey,  Cape  Horn,  Wash. 

HAGEN,  GEOBGE  WASHINGTON,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Laura  Hagen,  route  1,  Glencoe,  Minn. 
HAGEN,  JOHN  WILLIAM,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  13,  1917. 

Died :  Home,  September  29,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Mary  A.  Hagen,  26  Savin  Hill  Avenue,  Dorchester, 

Mass. 
HAGEB,  EDWARD  CORNELIUS,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Duluth,  Minn.,  August  20,  1917. 

Died :  Base  Hospital  No.  5,  Brest,  France,  September  29,  1918. 

Cause:  Died  from  shock. 

Next  of  kin :  Father,  Andrew  Hager,  814  Third  Avenue  East,  Duluth,  Minn. 
HAGEB,  GEORGE  BRANSCOMB,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  27,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Ernest  Lamar  Hager,  44  North  Dunlap  Street,  Mem- 
phis, Tenn. 

HAGINS,  JOHN  DALPHABD,  seaman,  second  class,  United  States  Naval  Reserve 
.  Force. 

Enlisted :  St.  Louis,-  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Millie  Hulton  Hagins,  Lamar,  Mo. 
HAHN,  ARTHUR  ANTHONY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  July  2,  1917. 

Died :  U.  S.  S.  Prairie,  April  29,  1918. 

Cause :  Result  of  accident. 

Next  of  kin :  Father,  Joseph  Hahn,  600  Mill  Street,  La  Crosse,  Wis. 
HAIGHT,  CABL  JASPER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  May  25,  1918. 

Died :  U.  S.  S.  Hisko,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Libbie  Almira  Haight,  Barryton,  Mich. 
HAIGHT,  LLOYD  BUBT,  baker,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  25,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Result  of  destruction  of  vessel. 

Next  of  kin :  Wife,  Margaret  Haight,  Trenton,  Utah. 
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HAIN,  STANLEY  ELLWOOD,  flreraan,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  B.  Haln,  Blair,  Nebr. 
HAINES,  ALEXANDER,  baker,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  December  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause :  Lost  life  In  sinking  of  vessel. 

Next  of  kin :  Wife,  Ina  J.  Haines,  121  Plymouth  Road,  Maiden,  Mass. 
HAINES,  CHARLES  WALLACE,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Peoria,  111.,  May  3,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  6,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  H.  W.  Haines,  Rockport,  111. 

HAINES,  HOWARD  WILLIAM,  apprentice  seaman,  Unitd  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Donnell  C.  Haines,  Laurel  Springs,  Camden,  N.  J. 
HAINLEY,  WILBUR  RAYMOND,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  June  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Hainley,  Martinsville,  111. 

HAIRE,  EARL  S.,  machinist's  mate,  first  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Duluth,  Minn.,  June  2,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  24,  1917. 

Cause :  Poison. 

Next  of  kin :  R.  H.  Haire,  718  East  First  Street,  Duluth,  Minn. 
HAISTEN,  WILLIAM  CLAUD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  25,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  May  21,  1917. 

Cause:  Meningitis. 

Next  of  kin :  Mother,  Alline  Haisten,  La  Grande,  Oreg. 
HAKE,  JAMES  BERNARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Benjamin  B.  Hake,  532  Nicholson  Street,  Richmond, 

Va. 
HALE,  ALBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Missoura  Frances  Hale,  R.  R.  No.  2,  Cisne,  111. 
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HALE,  EVERETT  C.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New-port,  R.  L,  May  21,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Ernest  Hale,  14  Burton  Street,  New  Haven,  Conn. 
HALE,  LONNIE  DEAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  30,  1917. 

Died :  U.  S.  S.  Cheyenne,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Ella  Harwood,  Carterville,  Mo. 
HALE,  LONNIE  HABLE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin  :  Mother,  Nettie  Hall,  Vinemont,  Ala. 
HALE,  WILBEBN  RILEY,  shipwright,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  July  3,  1917. 

Died:  Curtiss  Aeroplane  &  Motor  Corporation,  Buffalo,  N.  Y.,  January  6, 
1918. 

Cause :  Result  of  accident. 

Next  of  kin  :  Mother,  Cora  Hale,  Temple,  Ariz. 
HALFACRE,  SHERMAN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  May  31,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Hally  Petty  Halfacre,  Route  2,  Bloomington  Springs, 

Tenn. 

HALFORD,  JAMES  THOMPSON,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  April  23,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  when  ship  was  sunk  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  I.  Halford,  194  Maple  Avenue,  Hartford,  Conn. 
HALL,  CECIL,  seaman,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  July  3,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Died  from  injuries  received  in  explosion. 

Next  of  kin :  Father,  Henry  Hall,  840  Rigley  Avenue,  Charleston,  W.  Va. 
HALL,  EDWARD  EMERSON,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  September  6,  1913. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Lost  when  U._S.  S.  F-l  was  sunk. 

Next  of  kin :  Wife,  Mabel  Marie  Hall,  330  Forty-first  Street,  West  Seattle, 

Wash. 
HALL,  JAMES  ORBIN,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Cincinnati,  Ohio,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  vessel. 

Next  of  kin :  Father,  James  T.  Hall,  Pardee,  Va. 
HALL,  JOHN,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  27,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  29,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Wife,  Carrie  Hall,  121  Park  Avenue,  Jacksonville,  Fla. 
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HALL,  JOHN  HANSFOBD,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  June  6,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lola  Martin  Hall,  Ordinary,  Va. 
HALL,  JOHN  MARSHALL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  August  10,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  December  6, 1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  M.  Hall,  Leona,  Tex. 
HALL,  JOSEPH  EDWABD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  November  26,  1917. 

Died :  Receiving  ship,  Boston,  Mass.,  December  31,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Henry  Edward  Hall,  192  Sherman  Avenue,  Meriden, 

Conn. 
HALL,  LESTER  MINOB,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  April  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  16,  1917. 

Cause :  Spinal  fever. 

Next  of  kin :  Mother,  Nettie  M.  Hall,  Chelsea,  Mich. 
HALL,  LINDSEY  D.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  29,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 

Cause :  Pneumonia,  labor. 

Next  of  kin :  Father,  Joe  B.  Hall,  Garfield,  Ga. 
HALL,  RAYMOND,  shipwright,  United  States  Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  15,  1918. 
•     Died :  Naval  hospital,  naval  base,  Virginia,  October  1, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Gertrude  Hall,  Maple  Plain,  Minn. 

HALLACK,  FRANK  THOMAS,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21, 1918. 

Cause :  Influenza. 

Next  of  kin :  Adelaide  Frances  Hallack,  3503  Wabash  Street,  Los  Angeles, 

Calif. 
HALLEBAN,  NORMAN  AUBREY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  11,  1917.    . 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28, 1918. 

Cause:  Influenza. 

Next  of  Kin :  Father,  Daniel  C.  Halleran,  315  Main  Street,  Independence, 

Mo. 

HALLETT,  ELBEBT,  Jr.,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  3,  1918. 

Died :  Naval  hospital,  Great  Lake-*,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Elbert  Hallett,  163  Amity  Street,  Flushing,  N.  Y. 
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HALLETT,  VEBNON  D.,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  13,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Nina  B.  Hallett,  Waterloo,  Ind. 
HALLIDAY,  NEWTON  SCHURZ,  seaman,  second  class,  N.  N.  V. 

Enlisted:  Chicago,  111.,  September  1,  1917. 

Died :  Naval  Station,  Great  Lakes,  111.,  April  6,  1918. 

Cause :  Tuberculosis ;  pneumonia,  acute. 

Next  of  kin:  Father,  Newton  R.  Halliday,  4401  Keokuk  Avenue,  Chicago, 

111. 
HALLIGAN,   JOHN   EDWARD,   landsman   for   quartermaster    (A),   United    States 

Naval  -Reserve  Force. 

Enlisted :  Boston,  Mas^.,  January  12,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  September  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Agnes  Ask,  10  Heinrich  Street,  Waverly,  Mass. 
HALSETH,  ANDREW  MARTIN,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  Base  hospital,  Brest,  France,  November  5,  1917. 

Cause:  Concussion  of  brain. 

Next  of  kin :  Mother,  Melina  Halseth,  Bemidji,  Minn. 

HALSEY,  ROBERT  ANDERSON,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  23,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next    of    kin :  Wife,    Marjorie    Helen    Halsey,    2679    Woodward    Avenue, 

Highland  Park,  Mich. 

HALSTEAD,  CLIFF  FRANK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Eureka,  Calif.,  May  14,  1918. 

Died:  Base  dispensary,  San  Francisco,  Calif.,  October  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lottie  Kenney,  Rolph,  Calif. 

HALSTEAD,  HAROLD  NORMAN,  landsman  for  quartermaster   (A),  United  States 
Navy. 

Enlisted :  Montgomery,  Ala.,  March  31,  1917. 

Died:  United  States  Aeronautical  Attachment  No.  1,  Toulon,  France,  July 
31,  1917. 

Cause :  In?  anity. 

Next  of  kin :  Father,  Francis  A.  Halstead,  118  Bortime  Street,  Somerville, 

N.  J. 
HALVERSON,  JOHN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  28,  1911. 

Died:  U.  S.  S.  Maryland  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Carrie  Halverson,  Forest  City,  Iowa. 
HALVERSON,  REYNOLD  JOSEPH,  coxswain,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  27,  1917. 

Died :  Naval  hospital,  New  York,  N.~  Y.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Carrie  Halverson,  1723  Lowry  Avenue  NE.,  Minne- 
apolis, Minn. 
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HALVERSTADT,  ISAAC  FRANKLIN,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Frank  V.  Halverstadt,  947  South  Street,  Lincoln, 

Nebr. 
HAMAN,  HENBT  GEORGE,  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  21,  1914. 

Died:  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Lost  life  when  ship  sank. 

Next  of  kin :  Father,  Burt  W.  Haman,  18  Knoerl  Avenue,  Buffalo,  N.  Y. 
HAMBRICK,  FRANK  HENRY,  shipfltter,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  28,  1917. 

Died:  Naval  headquarters,  Paris,  France,  April  18,  1918. • 

Cause:  Fractured  skull. 

Next  of  kin :  Joseph  Early  Hambrick,  Dallas,  Tex. 
HAMER,  EDWARD  RILEY,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  2,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  25,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sdsan  A.  Hamer,  Ridley,  Pa. 
HAMER,  PAUL  MILVIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  March  12,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  April  26,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Carrie  G.  Hamer,  Downey,  Calif. 

HAMILTON,  ANDREW  CLIFFORD,   landsman   for  electrician    (G),   United   States 
Navy. 

Enlisted :  Boston,  Mass.,  June  14,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Hugh  Hamilton,  9  Sheldon  Street,  East  Milton,  Mass. 
HAMILTON,  EDGAR  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  February  23,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Hamilton,  R.  F.  D.,  box  103,  Yakima,  Wash. 
HAMILTON,  EMMETT  WAYNE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  15,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Wright  Hamilton,  route  1,  Blackwater,  Mo.    • 
HAMILTON,  JAMES  HENRY,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Fernandina,  Fla.,  June  1,  1918. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Pearl  Hamilton,  288  Division  Street,  Fernandina,  Fla. 
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HAMILTON,  Louis  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Portland,  Me.,  May  29,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  Edna  Hamilton,  Chebeaque  Island,  Me. 
HAMILTON,  PATRICK  LEO,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  Hamilton,  Whitesville,  Ky. 
HAMILTON,  WILLIAM  HALL,  water  tender,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  17,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  E.  Hamilton,  Dombey,  Okla. 
HAMLETT,  FRANCIS  ALOYSITJS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  February  4,  1916. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin:   Father,  Frederick  Hamlett,   614   Sixty-first   Street,   Brook- 
lyn, N.  Y. 
HAMMEL,  WILLIAM  NICHOLS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  4,  1916. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  June  5,  1917. 

Cause :  Arthritis,  acute. 

Next  of  kin:  Brother,  Henry  Hainmel,  Preston,  III. 
HAMMER,  JAS.  MARTIN,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  16,  1917. 

Died :  Lincoln  Hospital,  New  York,  N.  Y.,  December  15,  1917. 

Cause :  Poisoned  by  illuminating  gas. 

Next  of  kin:  Father,  Thos.  Hammer,  388  East  One  Hundred  and  Thirty- 
sixth  Street,  New  York,  N.  Y. 

HAMMON,  WILLIAM  ADOLPH,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next   of  kin :   Father,   William   Walker   Hammon,   4921   North   Warnock 

Street,  Philadelphia,  Pa. 
HAMMOND,  HARRY  VINCENT,  hospital  apprentice,  first  class,  United  States  Navy, 

Enlisted :  Cincinnati,  Ohio,  June  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Sister,  Mary  Wisenberger,  19  Greenlaw  Avenue,  Colorado, 

Ohio. 

HAMMOND,  JAMES  TYLER,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Washington,  D.  C.,  July  17,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Beatrix  Hammond,  Frankfort,  Mich. 
174483—20 22 
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HAMMOND,  JOHNSTON  LEE,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Elizabeth  Hammond,  Pleasureville,  Ky. 
HAMMONS,  WILLIE  THOMAS,  Jr.,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 

Died :  Royal  hospital,  Queensferry,  Scotland,  October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Cora  Elmore  Mansfield,  133  Estill  Avenue,  Richmond, 

Ky. 
HAMNER,  RUFUS  CHESTER,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  2,  1918. 

Died :  U.  S.  S.  Middlesex,  September  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Martelia  Hamner,  Knox  City,  Tex. 
HAMPEL,  WILLIAM  HERMAN,  oiler,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  April  15,  1910. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Charles  Hampel,  Randville,  Mich. 
HAMPTON,  LOYD  JOHN,  water  tender,  United  States  Navy. 

Enlisted :    Richmond,  Va.,  December  23,  1916. 

Died :  U.  S.  S.  Chemung,  December  12,  1917. 

Cause :  Result  of  fire  on  board  vessel. 

Next  of  kin :  Mother,  Mary  J.  Gilley,  Bamboo,  N.  C. 

HANBY,  JOSEPH  CHANDLER,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  19,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  Joseph  Ignatius,  1621  Union  Street,  Wilmington,  Del. 
HANCKEL,  RICHARDSON  MILES,  quartermaster,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Charleston,  S.  C.,  April  17,  1917. 

Died :  Naval  hospital,  naval  base,  Gibraltar,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Francis  Stewart  Hanckel,  6  Thomas  Street,  Charles- 
ton, S.  C. 
HANCOCK,  FRED,  fireman,  second  class.  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  12,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Jane  Mary  Hancock,  Renton,  Wash. 
HANDLEY,  HERBERT  LEE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :  Raleigh,  N.  C.,  July  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  M.  Handley,  R.  F.  D.  3,  Goldsboro,  N.  C. 
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HANEY,  GOLDEN  HERBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  8, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Wilson  Marion  Haney,  route  6,  Topeka,  Kans. 
HANFT,  BEN,  machinist's  mate,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  16,  1917. 

Died :  Pelham  Bay  Park,  N.  Y.,  March  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Morris  Hanft,  188  Clymar  Street,  Brooklyn,  N.  Y. 
HANIGAN,  CHESTER  GARFIELD  M.,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  25,  1915. 

Died :  Naval  headquarters,  Paris,  March  31,  1918. 

Cause :  Dilation  of  stomach. 

Next  of  kin  :  Sister,  Mrs.  Harry  Wagner,  Sixth  and  Hellam  Streets,  Wrights- 

ville,  Pa. 

HANISH,  EDWARD  CARL,   seaman,  second  class,  United  States  Naval  Reserve 
Force.  . 

Enlisted :  Milwaukee,  Wis.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Frank  Hanish,  Phillips,  Wis. 

HANKINS,   CECIL  LOYD,   landsman   for   machinist's   mate    (A),   United    States 
Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1917. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Elizabeth  Mary  Hankins,  Wentworth,  S.  Dak. 
HANLEY,  DANIEL  SYLVESTER,  bugler,  United  States  Naval  Reserve  Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  JuL<e  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Hanley,  400  West  Twenty-ninth  Street,  New 

York,  N.  Y. 
HANLEY,  EDWARD  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted;  Philadelphia,  Pa.,  July  5,  1917. 

Died :  U.  S.  S.  Charleston,  March  12,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Susan  Hanley,  Lewis  and  Ashland   Streets,  Phila- 
delphia, Pa. 
HANLIN,  JESSE  SAMUEL,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Alice  Hanlin,  212  Holderness  Street,  Atlanta,  Ga. 
HANN,  ALVIN  FAIRBANK,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Baltimore,  Md.,  May  22,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  <orpedoed. 

Next  of  kin :  Father,  Jacob  Hann,  jr.,  Catonsville,  Md. 
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HANNIBAL,  ALBERT  HERMAN,  apprentice  seaman,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  July  29,  1918. 
Died :  Navy  yard,  Mare  Island,  Calif.,  October  18,  1918. 
Cause:  Influenza.  . 

Next  of  kin:  Mother,  Augusta  A.  Hannibal,  2043  East  Fair  Avenue,  St. 
Louis,  Mo. 

HANSEN,  GAEL  JORGAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  January  29,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  6,  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Mother,  Mrs.  Kanna  Lund,  box  207,  Snyder,  Nebr. 
HANSEN,  FREDERICK  H.,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  January  29,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin  :  Mother,  Julia  Hansen,  16  Fifth  Street,  Weehawken,  N.  J. 
HANSEN,  HANS,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  31,  1915. 

Died :  U.  S.  S.  Pensacola,  April  7,  1918. 

Cause :  Heart  failure. 

Next  of  kin :  Brother,  Arck  Hansen,  Stavanger,  Norway. 

HANSEN,  HARRY  MORRIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  23,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Abel  Hansen,  Metuchen,  N.  J. 
HANSEN,  HERBERT  CONSTANTIOUS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Atlanta  Hansen,  2415  West  Sixth  Street,  Duluth,  Minn. 
HANSEN,  VICTOR  DELKERT,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  April  30,  1918. 

Died :  Naval  hospital,  League  Island,  Philadelphia,  Pa.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sophia  C.  Hansen,  R.  F.  D.  No.  2,  Greenville,  Mich. 
HANSETT,  STANLEY  ALEXANDER,  seaman,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  January  11,  1917. 

Died :  U.  S.  S.  Solace,  February  4,  1918. 

Cause:  Hemorrhage. 

Next  of  kin :  Mother,  Elberta  Hansett,  R.  F.  D.  6,  Schenectady,  N.  Y. 
HANSHAW,  WIILIAM  OSCAR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Si.  Louis,  Mo.,  May  22,  1918. 

Died :  Naval  air  station,  Miami.  Fla.,  October  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Ellen  Hanshaw,  Urbana,  Mo. 
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HANSON,  ALFRED  HERMAN,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  21,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  1,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Hannah  Hanson,  121  Hesper  Street,  East  Sangua, 

Mass. 

HANSON,  CHARLES  ROSSELU,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Hanson,  Wabash,  Minn. 

HANSON,  HAROLD  ANTON  JOHAN,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  June  10,  1918. 

Died  :  Mountain  Side  Hospital,  Montclair,  N.  J.,  October  1, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Anderson  Hanson,  402  Eleventh  Street,  Rock- 
ford,  111. 
HANSON,  HELMER,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  20,  1917. 

Died :  Naval  hospital,  League  Island,  March  10,  1918. 

Cause :  Result  of  abscess. 

Next  of  kin:  Mother,  Lena  Hanson,  Kingsville,  Tex. 

HANSON,  HENRY  PETER,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Seattle,  Wash.,  September  1,  1917. 

Died :  Naval  training  station,  San  Diego,  Calif.,  May  5,  1918. 

Cause :  Drowning. 

Next  of  kin  :  Hans  Peter  Hanson,  544  North  Seventy-seventh  Street,  Seattle, 

Wash. 
HANSON,  LLOYD  CHRISTOPHER,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  January  23,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  life  in  collision. 

Next  of  kin :  Mother,  Cora  May  Hanson,  Oregon  City,  Oreg. 
HANSON,  WILLIAM  MCKINLEY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  28,  1918. 

Died  :  Naval  hospital,  Naval  base,  Virginia,  October  10, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Hanson,  Mindore,  Wis. 
HARAN,  THOMAS  TERRANCE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  South  Carolina,  July  27,  1918. 

Cause :  Drowning. 

Next  of  kin :  Brother,  Patrick  J.  Hanson,  2709  Tilden  Avenue,  Brooklyn, 

N.  Y. 

HABBAUM,  WESLEY  WILLIAM,  machinist's  mate,  first  class   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  June  25/1918. 

Died :  U.  S.  S.  Pocahontas,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Harbaum,  Warreuton,  Mo. 
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HAKBERT,  CARL  EINER,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  December  7,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Frederick  Herbert,  Kenosha,  Wis. 
HAKDAWAY,  CAREY  JOSEPH,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Missing   from   motor   boat  which   was  returning  to   vessel   with 
liberty  party. 

Next  of  kin :  Mother,  Anna  H.  Hardaway,  40  Salbide  Avenue,  Newman,  Ga. 
HARDEE,  WILLIE  FOSTER,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  June  6,  1917. 

Died:  Naval  hospital,  Gibraltar,  October  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  George  Hardee,  Hammond,  S.  C. 

HARDESTY,  PERCY  RAYMOND,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Norfolk,  Va.,  August  21,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Addle  Hardesty,  Newport,  N.  C. 
HABDIN,  CHARLIE  ELBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  5,  1917. 

Died:  Naval  hospital,  Fort  Lyons,  Colo.,  March  15,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Joseph  A.  Harris,  Dunnville,  Ky. 
HARDING,  CHARLES  WESLEY,  water  tender,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  November  4,  1914. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lucy  J.  Harding,  McLouth,  Kans. 
HARDING,  JOHN  WESLEY,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1916. 

Died:  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Laura  Worrel  Johnson,  509  Prince  Street,  Borden- 

town,  N.  J. 

HARDMAN,  JOHN  STANLEY,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  9,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Ida  M.  Hardman,  309  Pine  Street,  Trinidad,  Colo. 
HARDMAN,  MILTON  REID,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Mollie  Hardman,  Route  1,  Wapello,  Iowa. 
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HAKDWICK,  LEWIS  HERBURT,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  August  11,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing. Cyclops. 

Next  of  kin:  Wife,  Myrtice  Stacy  Hardwick,  82  Browns  Avenue,  Atlanta, 

Ga. 
HARDY,  EDWARD  OBER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  November  27,  1916. 

Died :  Naval  training  station,  Great  Lakes,  111.,  June  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Nellie  Ober  Bren,  616  Johnstown  Avenue,   Saline, 

Kans. 
HAEDY,  LAMBRETH,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  James  P.  Hardy,  Sarepta,  Miss. 
HABDYMAN,  WILLIS  CHARLES,  fireman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  14,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Charles  R.  Hardyman,  624  Spruce  Street,  Quincy,  I1L 
HARE,  HAROLD  NELSON,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  June  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Walter  Hare,  Fairbury,  Nebr. 
HARGIS,  BEN  EARL,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  28,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Emma  Lue  Hargis,  Achille,  Okla. 

HARGROVE,  FRANK  ELMER,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  May  23,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Hiram  H.  Hargrove,  Waterloo,  Iowa. 
HARGROVE,  WAPLEY,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  William  Hargrove,  Farmington,  Ky. 
HARLAN,  GEORGE  CLAKK,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  William  Harlan,  Ottersville,  Mo. 
HARLESS,  ROY  CLARENCE,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Louisville,  Ky.,  July  17vl918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Rhoda  Harless,  1019  Eleventh  Street,  Huntington,  W.  Va. 
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HARLEY,  JOSEPH  EARL,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  April  7,  1917. 

Died :  U.  S.  S.  Winslow,  January  11,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Mary  Alice  Harley,  Allendale,  S.  C. 
HAEMAN,  ALBERT  TURNER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  8,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Edna  May  Harman,  Paoli,  Okla. 

HARMAN,  JOHN  RANDOLPH,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  August  6,  1918. 

Died :  Washington,  D.  C.,  October  23,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Mother,  Eugina  Edwards  Harman,  1900  Florida  Avenue  NW., 

Washington,  D.  C. 
HARMON,  WILLIAM  GERDES,  electrician,  second  class  (R),  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  June  2,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  William  Claiborne  Harmon,  1756  Lee  Avenue  West, 

East  Birmingham,  Ala. 

HAROLD,  DAVID  ABE,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  May  7,  1918. 

Died :  Navy  Base  Hospital  No.  5,  November  1,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Wife,  Edith  Harold,  3  Long  Place,  Vicksburg,  Miss. 
HAROTII,  FRANK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Adelaide  Haroth,  62  Boyd  Avenue,  Jersey  City,  N.  J. 
HARP,  GEORGE  MYRON,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Harp,  R.  F.  D.  4,  Roadhouse,  111. 
HARPER,  HOWARD  WEBSTER,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  June  6,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Cordelia  Yoke,  Normangee,  Tex. 
HARPER,  ULRIC  SAMUEL,  seaman,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  April  18,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Millie  Harper,  Toddville,  S.  C. 
HARPER,  WILTJAM  FRED,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  5,  1917. 

Died:  New  York,  N.  Y.,  October  17,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Robert  L.  Harper,  Sendrift,  Tex. 
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HARRELSON,  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  July  12,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Hazel  Sullivan,  Randolph,  111. 
HABRIMAN,  HOWAED  JOSEPH,  musician,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  November  8,  1917. 

Died :  Naval  operating  base,  Hampton  Roads,  Va.,  January  12,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Jacob  Harriman,  434  East  Randolph  Street,  Balti- 
more, Md. 

HARRINGTON,   EDD   LEON,   fireman,   third   class,   United   States  Naval   Reserve 
Force. 

Enlisted:  Meridian,  Miss.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edd  Harrington,  Woodland,  Miss. 
HARRINGTON,  VIRGIL  EDGAR,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  March  29,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Died  when  vessel  sunk. 

Next  of  kin :  Mother,  Belle  Harrington,  Ashland,  Okla. 
HARRINGTON,  WILLIAM  EUGENE,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C.,  July  2,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  R.  L.  Isball,  Lenoir,  N.  C. 
HARRIS,  ALBERT  RUSSEL,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  May  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Harris,  R.  R.  1,  Santa  Glaus,  Ind. 
HARRIS,  JOHN  DANIEL,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted:  Raleigh,  N.  C.,  July  28,  1917. 

Died :  Naval  aeronautic  station,  Pensacola,  Fla.,  October  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Anthony  D.  Harris,  Warrenton,  N.  C. 
HARRIS,  JOHN  HENRY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  4,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  J.  E.  Harris,  Gillham,  Ark. 

HARRIS,  JOHN  MARSHALL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Fresno,  Calif.,  August  28,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  Harris.  Nipinnawasee,  Calif. 
HARRIS,  KIRK  MUNROE,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  January  22,  1913. 

Died :  Naval  hospital,  Canacao,  B.  I.,  July  2,  1917. 

Cause :  Fracture  of  temporal  bone. 

Next  of  kin :  Father,  John  B.  Harris,  Denton,  Nebr. 
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HARRIS,  PAUL  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati.  Ohio.  December  10,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  John  W.  Harris,  2522  Hackberry  Street,  Cincinnati, 

Ohio. 
HARRIS,  THOMAS  BALDWIN,  musician,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  April  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  22,  1917. 

Cause:  Diabetes. 

Next  of  kin :  Mother,  Mary  Alice  Harris,  Oran,  Mo. 
HARRIS,  SAMUEL  ELMO,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  19,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Pemphigus. 

Next  of  kin :  Mother,  Eugene  Harris,  Ashland  City,  Tenn. 
HARBISON,  CLAUDE  RUSSEL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  July  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  M.  Harrison,  175  Gary  Street,  Spartanburg,  S.  C. 
HARBISON,  CLIFFORD  MYKOS,  machinst's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  February  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Irvin  Harrison,  R.  2,  Reedsburg,  Wis. 
HARBISON,  EARNEST,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Uncle,  Henry  Pool,  Tyler,  Ala. 
HARRISON,  HARVEY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  7,  1918. 

Died:  U.  S.  S.  Westover,  July  11,  1918. 

Cause:  Drowned. 

Next  of  kin:  Dora  Harrison,  mother,  Noblesville,  Ind. 

HARRISON,  MARK  JENINGS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.t  May  1,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Henry  Harrison,  574  Third  Street,  San  Francisco, 

Calif. 

HARRISON,  RILEY  BYBON,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Leathe  J.  Harrison,  Savannah,  Tenn. 
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HARRISON,  RUPERT  ASA,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  13,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Lulu  Harrison,  308  West  Adams  Street,  McAlester, 

Okla. 

HABRISON,  WILLIAM  JAMES,  landsman  for  electrician  (R.),  United  States  Naval 
Reserve  Force. 

Enlisted:  Cincinnati,  Ohio,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Anna  Harrison,  2637  Melrose  Avenue,  Cincinnati,  Ohio. 
HABBY,  VIBGH,  HUGHES,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  15,  1918. 

Died :  U.  S.  S.  Alabama,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Harry,  Mercer,  Pa. 
HABT,  BRET,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  9,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  May  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Henrietta  Raulerson  Hart,  Mascotta,  Fla. 
HART,  CABLETON  RAE,  electrician,  first  class  (G.),  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  October  5,  1914. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Barnet  Hart,  231  North  Hobart   Street,  Philadel- 
phia, Pa. 

HART,  IVA  THOMPSON,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Houston,  Tex.,  June  11,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Eli  S.  Hart,  Kountze,  Tex. 
HABT,  JOHN  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  April  14,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Lillian  Root,  482$  Hawley  Street,  Rochester,  N.  Y. 
HART,   JOSEPH  EDWARD,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  5,   1917. 

Died:  Boston,  Mass.,   September  21,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  C.  Hart,  22  Victoria  Street,  Dorchester,  Mass. 
HABT,  LEONARD  ANDREW,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,   June  2,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Grace  L.  Hart,  2125  Shirley  Avenue,  Revere,  Mass. 
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HABT,  LYMAN  LEE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Grand  Rapids,  Mich.,  July  30,  1917, 

Died:  Naval  hospital,  Norfolk,  Va.,  January  28,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Una  Hart,  Hart,  Mich. 

HABT,  RALPH  EUGENE,  landsman  for  yeoman,  United   States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Charlotte  Emily  Hart,  1415  Carleton  St.,  Port  Huron, 

Mich. 
HABT,  WILLIAM  FBANK,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Newark,  N.  Y.,  May  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  11,  1918. 

Cause:  Valvular  disease. 

Next  of  kin:  Sister,  Catherine  Walsh,  4  Mill  Road,  Jersey  City,  N.  J. 
HABT,  WILLIAM  JAMES,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Haven,  Conn.,  May  14,  1918. 

Died:  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jennie  Janet  Hart,  115  Smalley  Street,  New  Britain, 

Conn. 

HABTLE,  OBRIN  FBANCIS,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Naval  Home,  Philadelphia,  Pa.,  December  13,  1917. 

Died:  Naval  aviation  forces,  foreign  service,  August  17,  1918. 

Cause:  Killed  in  aeroplane  accident. 

Next  of  kin :  Father,  Michael  Hartle,  4045  Cabinet  Street,  Pittsburgh,  Pa. 
HABTLEY,  THOMAS  BOWMAN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  November  19,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Wife,  Lillian  Alice  Hartley,  121  Sixth  Avenue  SW.,  Puyallup, 

Wash. 

HABTLEY,  WILLIAM  HENBY,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  November  21,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  8,  1918. 

Cause :    Influenza. 

Next  of  kin :  Wife,  Catherine  Hartley,  202  Fresno  Street,  Revere,  Mass. 
HARTMAN,  GEOBGE  CLYDE,  electrician,  first  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  June  9,  1916. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Result  of  injuries  received  in  explosion  on  vessel. 

Next   of   kin:   Mother,   Laura   Hartman,   1514   West   Thirteenth    Street, 

Columbus,  Nebr. 
HABTMAN,  LESTEB  ORIN,  fireman,  first  class,  United  States  Navy. 

Enlisted:   Omaha,  Nebr.,  July  5,  1916. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  ship. 

Next  of  kin:  Father,  Oliver  W.  Hartman,  1514  West  Thirteenth  Street, 
Columbus,  Nebr. 
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HABTMAN,  RUFUS  POLK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Scranton,  Pa.,  March  26,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Alimina  Hartman,  Benton,  Pa. 
HABTNETT,  ARTHUK  ATTGTTSTINE,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  15,  1916. 

Died :  U.  S.  S.  OzarTc,  November  3,  1918. 

Cause :    Pneumonia. 

Next  of  kin :  Mother,  Lillian  M.  Hartnett,  109  Warren  Street,  Charlestown, 

Mass. 

HABTNETT,  JOHN,  Jr.,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  April  21,  1917. 

Died :  Naval  Hospital  No.  5,  September  17,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin:  Father,  John  Hartnett,  sr.,  80  St.  James  Place,  Brooklyn, 

N.Y. 

HABTSHOKN,  LLEWELLYN  P.,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve   Force. 

Enlisted:  Hoquaim,  Wash.,  July  12,  1917. 

Died :  Dunwoody  Institute,  Minneapolis,  Minn.,  April  1,  1918. 

Cause :    Libar   pneumonia. 

Next  of  kin :  Father,  John  L.  Hartshorn,  709  Bluff  Avenue,  Hoquaim,  Wash. 
HABTT,  HABOLD  JOSEPH,  carpenter's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Detroit,  Mich.,  May  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Rebecca  A.  Harty,  112  Grand  Avenue,  Allegan,  Mich. 
HABVEY,  AUBBEY  EULON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  August  20,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  November  15,  1917. 

Cause :   Acute   appendicitis. 

Next  of  kin :  Father,  Abner  Browp  Harvey,  Cumberland  Furnace,  R.  F.  D. 

2,   Tenn. 

HABVEY,  GEOBGE  GOODSELL,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  November  22,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Tilly  A.  Barton,  1525  First  Street,  Sacramento,  Calif. 
HABVEY,  LE  ROY  PEABCE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  May  13,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Minnie  Pearce  Harvey,  503  McCabe  Avenue,  Bradley 
Beach,  N.  J. 
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HABVIE,  LEO  SHOTT,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  5,  1915. 

Died :  Naval  aviation  forces  In  France,  March  2,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin :  Mother,  Belle  Harvie,  Erlinger,  Ind. 
HABWOOD,  JOHN  EDGAR,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  March  26,  1918. 

Died :  U.  S.  S.  Brant,  October  22,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Lucy  Effie  Harwood,  Berea,  Ky. 

HASENAUEB,  CARL  CLABENCE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  April  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Rochus  Hasenauer,  321  Emerson  Street,  Rochester, 

N.  Y. 

HASINGEB,   RICHABD  COYLE,  quartermaster,  third  class,   United   States  Naval 
Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  April  22,  1917. 

Died :  U.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  life  when  submarine  chaser  was  sunk. 

Next  of  kin:  Mother,  Emma  Esther  Hasinger  McGorley,  810  Pine  Street, 

Wilmington,  Del. 
HASKELL,  PHILLIPS,  seaman,  second  class,  United  States  Naval  Reserve  Force, 

Enlisted:  Boston,  Mass.,  December  7,  1917. 

Died:  Quarantine  station,  Gallops  Island,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Ruth  B.  Haskell,  163  Washington  Street,  Gloucester, 

Mass. 

HASKETT,  LEONARD  ALONZO,  Jr.,  boatswain's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  7,  1917. 

Died:  Submarine  chaser  No.  209,  August  27,  1918. 

Cause:  Lost  life  when  submarine  chaser  #0.  209  was  sunk. 

Next  of  kin :  Mother,  Agnes  M.  Haskett,  801  South  Allison  Street,  Philadel- 
phia, Pa. 

HASLER,  FRED  BERNARD,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  New  London,  Conn.,  April  3,  1918. 

Died:  Naval  hospital,  New  London,  October- 3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Bernard  Hasler,  Taftville,  Conn. 
HATCH,  CHARLES  SIDNEY,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  February  24,  1916. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  August  21,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Calvin  A.  Hatch,  Berwick,  Me. 
HATCH,  HYATT  GLAIR,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  Armstrong  Hatch,  Atlanta,  N.  Y. 
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HATCHES,  JOSEPH  MEBRIAN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Dillie  Hatcher,  405  Clay  Street,  Richmond,  Va. 
HATCHER,  WARREN  JOHNSON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  March  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Austin  Hatcher,  R.  No.  3,  Berkley,  Va. 
HATHAWAY,  HERBERT  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  June  20,  1917. 

Died :  Naval  hospital,  New  York,  March  5,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Father,  William  Hathaway,  854  Lockbourne  Avenue,  Columbus, 

Ohio. 
HATTON,  ISAAC  FRANKLIN,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  January  25,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  19, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  T.  Hatton,  Elmer,  Okla. 
HAUCK,  DEWEY  HOPSON,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  11,  1916. 

Died :  U.  S.  S.  Charleston,  October  3, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Stepmother,  Elizabeth  F.  Hauck,  92  Main  Street,  Aurora,  III. 
HAVEL,  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  6,  1918. 

Died :  Navy  rifle  range,  Peekskill,  N.  Y.,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Barbara  Havel,  box  92,  Algoma,  Wls. 
HAVENS,  HENRY  BOARDMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  15,  1918. 

Cause:  Suppurativp  pleurisy. 

Next  of  kin :  Father,  Charles  Havens,  25  Murray  Street,  Newark,  N.  J. 
HAWKINS,  EDWARD,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  26,  1917. 

Died:  U.  S.  S.  Minneapolis,  March  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Hawkins,  229  East  Third  Street,  Frankfort,  Ky. 
HAWKINS,  FRANK  AUGUSTA,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  11,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  July  21,  1918. 

Cause:  Fracture  of  skull. 

Next  of  kin :  Father,  Nathan  Hawkins,  Roane,  Tex. 
HAWKINS,  GORDON  ERNEST,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  June  10,  1917. 

Died :  Submarine  chaser  No.  211,.  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nannie  Hawkins,  R.  F.  D.  1,  Woodlawn,  Tenn. 
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HAWKINS,  LEONABD  HILLSON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  YM  May  22,  1917. 

Died :  U.  S.  S.  Delaware,  July  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  John  Hawkins,  277  Minniford  Avenue,  City  Island, 

N.  Y. 
HAWKINS,  ORVILLE  PERKY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  June  30,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  April  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  C.  Hawkins,  1005  Woodlawn  Avenue,  Middle- 
town,  Ohio. 
HAWLEY,  HAROLD,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  May  1,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Minnie  Smith  Anderson,  1260  Victor  Avenue,  Chi- 
cago, 111. 

HAWLEY,  JOHN  CABOLAN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  III,  July  20,  1918. 

Died:  Hinton,  W.  Va.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  Helen  Hawley,  box  74,  Gilberts,  111. 
HAWLEY,  JOHN  MAUBICE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:    Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mattie  Bender  Hawley,  Hart,  Mich. 
HAWTHORNE,  JOHN  PARKER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  New  York,  N.  Y.,  April  10,  1917. 

Died :  U.  S.  S.  Rutoma,  S.  P.  No.  78,  March  26,  1918. 

Cause:  Lost  overboard. 

Next  of  kin:  Father,  Abram  Hawthorne,  122  Hague  Street,  Jersey  City, 

N.  J. 

HAYES,   BERTHA  RYAN,  yeoman,  second  class,   United   States  Naval  Reserve 
Force.     . 

Enlisted :  Washington,  D.  C.,  April  29,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lillie  Webb  Hayes,  717  Tenth  Street  SE.,  Washing- 
ton, D.  C. 
HAYES,  JAMES  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Laurence  Joseph  Hayes,  869  Linden  Avenue,  Wln- 
netka,  111. 


EL/.YES,  JESSE  JAMES,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Green  Berry  Hayes,  Pleasant  Hill,  Mo. 
HAYES,  RAYMOND  THEODORE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Cincinnati,  Ohio,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Hattie  Gildow  Williams,  Utica,  Ohio. 
HAYNES,  EVERET  WANN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  August  3,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  T.  Haynes,  Williford,  Ark. 

HAYNES,  TAYLOB  NUNLEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  June  4,  1918. 

Died:  U.  S.  S.  Nevada,  October  28,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Green  Cory  Haynes,  Ashland,  Ala. 

HAYS,  JAMES  A.  GARFIELD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Parkersburg,  W.  Va.,  June  25,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Christopher  C.  Hays,  Salem.  W.  Va. 
HAYS,  WALTER  JOSEPH,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  William  Hays,  8  South  Jefferson  Avenue,  St 

Louis,  Mo. 

HAYTAS,  JOHN  MICHAEL,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Cleveland,  Ohio,  July  18,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22/1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Andrew  Haytas,  1042  East  Seventy-first  Street,  Cleve- 
land, Ohio. 

HAYWARD,  ERNEST  EUGENE,  engineman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  April  29,  1918. 

Died :  Norfolk,  Va.,  June  20,  1918. 

Cause:  Suicide,  poison  by  carbon  monoxide. 

Next  of  kin :  Mrs.  Elnore  Hayward,  Kalkasks,  Mich. 
HAYWORTH,  LESTER  KENNETH,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  17,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  May  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Uncle,  Guy  Hay  worth,  Mathews,  Ind. 
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HAZLETT,  CLARENCE  AVEBY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Allen  Hazlett,  Rush,  Ky. 
HEAD,  NEWTON  ROY,  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  January  29,  1915. 

Died :  Armed  guard,  steamship  Finland,  October  28,  1917. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Virginia  E.  Head,  Cleveland,  Ga. 
HEADLEY,  LEONARD  EDWIN,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Baltimore,  Md.,  June  4,  1917. 

Died :  Norfolk,  Va.,  February  28,  1918. 

Cause:  Acute  indigestion. 

Next  of  kin :  Father,  Louis  E.  Headley,  Cowart,  Va. 

HEALY,  PATRICK  JOSEPH,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  March  7,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26, 1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Andrew  F.  Healy,  10  Beacon  Avenue,  Holyoke,  Mass. 
HEANEY,  FRANCIS  JOSEPH,  machinist's  mate,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  June  5,  3918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 

Cause:  Influenza  and  broncho-pneumonia. 

Next  of  kin:  Father,  Francis  J.  Heaney,  374  Twenty-second  Avenue,  San 

Francisco,  Calif. 
HEAP,  BERT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  December  7,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Abby  Heap,  East  Ninth  Street,  San  Bernardino,  Calif. 
HEARD,  CLAUDE  HARWOOD,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  December  22,  1916. 

Died :  U.  S.  S.  Shaw,  October  9, 1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Perry  Heard,  Marshall,  Tex. 
HEABN,  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  April  18,  1917. 

Died  :  U.  S.  S.  Marietta,  October  17,  1918. 

'Cause:  Influenza. 

Next  of  kin :  Father,  M.  A.  Hearn,  6422  Wayne  Avenue,  Chicago,  111. 
HEATER,  JOHN  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  27, 1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  James  F.  Heater,  Dawson,  Nebr. 
HEATH,  LEON,  fireman,  second  class,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  November  19,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5, 1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Clara  Heath,  R.  F.  D.  2,  Hinckley.  Minn. 
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HJBATH,  SAMUEL,  chief  water  tender,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  January  5,  1917. 
Died :  Navy  recruiting  station,  Greenville,  S.  C-,  November  26,  1917. 
Cause:  Killed  in  auto  accident. 

Next  of  kin :  Aunt,  Margaret  McAllister,  4738  Bishop  Street,  Chicago,  111. 
HECKEL,  WILBUR  STANLEY,  painter,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Cincinnati,  Ohio,  May  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Laura  Heckel,  2828  Erie  Avenue,  Cincinnati,  Ohio. 
HECKEBT,  WILLIAM  PAUL,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Pittsburgh,  Pa.,  June  17,  1918. 

Died :  Quarantine  station,  Gallops  Island,  September  23,  1918. 
Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  William  H.  Heckert,  Bakerston,  Pa. 
HEDGES,  WILLIAM  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  April  25,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  August  27,  1917. 
Cause:  Meningitis,  cerebro. 
Next  of  kin :  Mother,  Elizabeth  Hedges,  5549  Pulaski  Avenue,  Philadelphia, 

Pa. 

HEDGLIN,  FLOYD  HERBEBT,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Omaha,  Nebr.,  December  27,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Lost  life  when  vessel  was  sunk. 
Next  of  kin :  Father,  Bert  R.  Hedglin,  Eddyville,  Nebr. 

HEDLUND,  LEONARD,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Chicago,  111.,  July  11,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  23,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Harry  D.  Hedlund,  2458  Elaine  Place,  Chicago,  111. 
HEEND,  BENJAMIN,  landsman  for  electrician  (R.),  United  States  Naval  Reserve 

Force. 

Enlisted :  Chicago,  111.,  May  21,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Abel  Heend,  816  Sixty-first  Street,  Chicago,  111. 
HEERMAN,  ARTHUR  FRANCIS,  seaman,  second  class,  United  States  Naval* Reserve 

Force. 

Enlisted :  New  York,  N.  Y.,  May  5,  1917. 
Died:  U.  S.  S.  Montauk,  February  12,  1918. 
Cause:  Lost  overboard. 
Next  of  kin :  Mother,  Anless  Elizabeth  Heerman  Brown,  67  Eleventh  Street, 

Whitestone,  Long  Island,  N.  Y. 
HEESE,  HENRY  ERWIN,  carpenter's  mate,   second  class,  United  States  Naval 

Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  June  24,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin :  Wife,  Olga  Heese,  207  Perry  Street,  Fort  Atkinson,  Wis. 
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HEFFRAN,  Ross  RAYMOND,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  March  22,  1918. 

Cause:  Broncho-pneumonia. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  23,  1918. 

Next  of  kin :  Mother,  Sarah  Heffran,  602  North  First  Street,  Rockford,  111. 
HEFFERMAN,  JOHN  FBANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  March  8,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Katherine  Hefferman,  44  Jackson  Avenue,  Rutherford, 

N.  J. 
HEGNA,  CLIFFORD  OLIVER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  20,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Hegna,  Hayfield,  Minn. 

HEID,  WILLIAM  HENRY,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  New  Haven,  Conn.,  June  25,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin:  Father,  John  Hacob  Held,  527  Carroll  Avenue,  Bridgeport, 

Conn. 

HEIDENREICH,  WALTER  EDGAB,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  July  25,  1918. 

Died :  Seattle,  Wash.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Marguarite  Heidenreich,  Friday  Harbor,  Wash. 
HEIDENREICH,  WILLIAM  FREDERICK,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  February  23,  101S. 

Died:  Naval  hospital,  Newport,  R.  I.,  June  26,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Father,  John  Heidenrich,  Jefferson  Street,  Follansbee,  W.  Va. 

HEIL,  ROBERT  EMMETT,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y..  August  10,  1917. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  August  26,  1917. 

Cause:  Suicide, 

Next  of  kin :  Mother,  Mary  Heil,  63  Maple  Avenue,  Rosebank,  Staten  Island, 

N.  Y. 

HEIMKREITER,  GEORGE  FREDERICK,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  July  26,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Sister,  Mary  Heimkreiter,  2363  Ohio  Avenue,  Cincinnati,  Ohio. 
HEINEN,  LEO  ALFRED,  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  25.  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Heinen,  620  Ottawa  Avenue,  St.  Paul,  Minn. 
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HEISSENBUTTEL,  MAETIN  PHJXIP,  machinist's  mate,  first  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Charleston,  S.  C.,  April  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Heissenbuttel,  135  Queen  Street,  Charleston, 

S.  C. 

HEITMAN,  GLEASON  HENBY,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Peoria,  111.,  February  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Olive  Martha  Heitman,  R.  R.  No.  2,  Nauvoo,  111. 
HELBER,  GOTTLIEB,  baker,  first  class,  United  States  Navy. 

Enlisted :  New-port,  R.  I.,  May  28,  1915.  • 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  9,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Sister,  Rosa  Helber,  1929  Piesen  Street,  Baltimore,  Md. 
HELLUMS,  JACOB  LESLIE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joe  P.  Heliums,  Belton,  Tex. 
HELTON,  GAERETT  MONKOW,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  li,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  24,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Clemens  W.  Helton,  Zybach,  Tex. 
HEMPEL,  HERMAN  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  13,  1917. 

Died :  South  Charity  Infirmary  and  County  Hospital,  Cort  Bristol,  England, 
October  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  J.  Hempel,  Bartlett,  Tex. 
HEMPEL,  NORMAN  A.,  Coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Ya.,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Rose  Hempel,  41  B  Street,  South  Norfolk,  Va. 
HENDERSHOTT,  ERNEST  CECIL,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  Dei-ember  7,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Lowell  Hendershott,  453  South  Eleventh  Street,  Salina, 

Kans. 
HENDERSON,  EDWIN  LEON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  August  2,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  H.  E.  Henderson,  Clarendon  Hills,  111. 
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HENDERSON,  JACK,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  4,  1917. 

Died :  Receiving  ship,  Puget  Sound,  August  28,  1917. 

Cau?e:  Choltceptitis,  Jicute. 

Next  of  kin :  Mother,  Mrs.  James  Henderson,  Spring  Creek,  Mont 
HENDEKSON,  JEFFERSON  LATJGHLIN,  landsman  for  electrician  (R),  United  States 
Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  36,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Uncle,  Frank  Hubbard,  Dundee,  Miss. 

HENDEKSON,  JOHN  FRANKLIN,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Richmond,  Va.,  June  3,  1918. 

Died :  Reeling  ship,  Norfolk,  Va.,  July  24,  1918. 

Caus^:  Drowned. 

Next  of  kin :  Father,  David  B.  Henderson,  Rugby,  Va. 

HENDERSON,   NELS   EDWAKD,   machinist's   mate,   first   class    (A),   United   States 
Navy. 

Enlisted :  Minneapolis,  Minn.,  December  14,  1917. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Henderson,  Duhamel,  Alberta,  Canada. 
HENDRICKS,  LIN  WOOD  VANN,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  April  24,  1917. 

Died :  Manila,  P.  I.,  November  2,  1918. 

Cause:  Stab  wound  by  native  while  ashore. 

Next  of  kin :  Father,  John  B.  Henderson,  436  Ovelly  Street,  Danville,  Va. 
HENDRICKSON,  ARTHUK  R.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Flushing,  N.  Y.,  June  18,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  16,  1918. 

Cause:  Empyema. 

Next  of  kin :  Mother,  Ella  Hendrickson,  Great  Neck,  Long  Island,  N.  Y. 
HENDRICKSON,  CARL  HERBERT,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Portland,  Oreg.,  June  7,  1918. 

Died:  Naval  training  camp,  Seattle,  Washington,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Emma  Hanson,  Orion,  Alberta,  Canada. 
HENDRICKSON,  JOHN  HENRY,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  April  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Margaret  Hendrickson,  208  King  Street,  Charleston. 

S.  C. 
HENDRICKSON,  JOSEPH  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  July  27,  1915. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Due  to  exhaustion  from  overexposure. 

Next  of  kin :  Father,  Albert  C.  Hendrickson,  611  Jessop  Place,  York,  Pa. 
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HENDRIX,  ABCH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  October  30,  1916. 

Died :  Navy  collier  Cyclops,  June  14,*1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Elizabeth  Hendrix,  R.  F.  D.  1,  Colbert.  Ga. 
HENDRYX,  HORATIO  HERBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Louis  J.  Hendryx,  Kearney,  Nebr. 

HENIUS,  CYRIL,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newport,  R.  I.,  July  17,  1917. 

Died :  Base  Hospital  No.  4,  September  22,  1918. 

Cause :  Result  of  multiple  injuries. 

Next  of  kin :  Father,  Arthur  Henius,  3  Reservoir  Avenue,  Providence,  R.  I. 
HENLEY,  JOHN,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  November  27,  1914. 

Died :  No.  3  Hospital,  Leith,  Scotland,  November  2, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Etta  Henley,  Rossville,  Ga. 
HENNESEY,  JEREMIAH  STEPHEN,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  25,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Hennesey,  1209  Woodycrest  Avenue,  New  York. 
HENNESSY,  THOMAS  ANTHONY,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  7,  1917. 

Died:  U.  S.  S.  Mercy,  October  19,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin  :  Father,  Thomas  Hennessy,  Haverford,  Pa. 

HENRICH,  W ALTER  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  29,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lucy  Henrich,  781  Dawson  Street,  New  York,  N.  Y. 
HENRY,  BEN  JACKSON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  5,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  May  7,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Brother,  J.  A.  Henry,  Hermitage,  Ark. 
HENRY,  JAMES  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  28,  1917. 

Died :  Armed  guard  S.  S.  Finland,  October  28,  1917. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Rose  Henry,  43  Reynolds  Avenue,  Harrison,  N.  J. 
HENRY,  JOHN  FLOURNOY,  Jr.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  March  17,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  F.  Henry,  510  South  Twentieth  Street,  Fort 
Smith.  Ark. 
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HENRY,  THOMAS  J.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  April  16,.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Adelaide  M.  Henry,  Munda,  N.  Y. 

HENRY,  WILLIAM  THOMAS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted,  Philadelphia,  Pa.,  April  19,  1918. 

Died :  Naval  hospital  Cape  May,  N.  J.,  October  10, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Hanna  Henry,  804  Taney   Street,  Philadel- 
phia. Pa. 
HENRYE,  EMILE  JACOB,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died :  U.  S.  S.  Nopatin,  July  8,  1918. 

Cause:  Anthrax. 

Next  of  kin :  Father,  Joseph  Henrye,  51  Bowers  Street,  Holyoke,  Mass. 
HENSCHEL,  ARTHUR  JOEL,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  1,  1918. 

Died :  Nnval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eva  Henschel,  55  Center  Place,  Dubuque,  Iowa. 
HENSLETGH,  WILLIAM  EDGAR,  apprentice  seaman,  United  States  Naval  Reserve 
Force.  t 

Enlisted:  Chicago,  111.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  3,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Edgar  Hensleigh/R.  R.  2,  Page  County,  Iowa. 
HENST.EY,  REX,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  February  24,  1918. 

Died :  U.  S.  S.  Solace,  October  20,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Mark  S.  Hensley,  Marshall.  N.  C. 

HENSLEY,  WALTER  BEATTY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Indianapolis,  Ind.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Wendell  Hensley,  3908  Byron  Avenue,  In- 
dianapolis, Ind. 

HEPPNER.  Louis  CHARLES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  12,  1918. 

Cause:  Pneumonia  following  Influenza. 

Next  of  kin :  Mother,  Minnie  Heppner,  2140  Ewing  Avenue,  Evanston.  HL 
HERBERT,  RICHARD  JOHN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Syracuse,  N.  Y.,  May  31,  1918. 

Died :  55  Standart  Avenue,  Auburn,  N.  Y.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ellen  Herbert,  55  Standart  Avenue,  Auburn,  N.  T. 
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HEBBERT,  THOMAS  JAMES,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  January  13,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Father,  James  Herbert,  1216  Hull  Street,  Baltimore,  Md. 
HEBBEKT,  W.  ROY,  oiler,  United  States  Naval  Reserve  Force. 

Enlisted:  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of^crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  M.  Herbert,  88  Poplar  Avenue,  Berkeley,  Va. 
HEBDMAN,  ALBERT  VAN  HULTON,  coxswain,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  7,  1915. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Result  of  explosion  on  board. 

Next  of  kin :  Sister,  Ruth  Herdman,  4052  Broadway,  New  York,  N.  Y. 
HEBLEHY,  JOHN  JAMES,  master-at-arms,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  26,  1915. 

Died :  U.  S.  S.  Connecticut,  August  22,  1917. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Madeline  Herlehy,  Brookville,  Pa. 

HEBLEVTCH,  FERDINAND  JOSEPH,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Marie  Burich  Herlevich,  Dodgeville,  Mich. 
HERNANDEZ,  ENRIQUE,  steerage  cook.  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  August  11,  1917. 

Died :  Navy  collier  Cyclops.  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Son,  Patricio  Hernandez,  Bantay,  Ilocos  Sur,  P.  I. 
HEROUX,  JOSEPH  ADOLPHE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif..  January  31,  1917. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Emma  J.  Bachellerie,  230  East  Soto  Street,  Los  An- 
geles, Calif. 
HERB.  HUGO  JULIUS,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  15,  1917. 

Died :  No.  30  General  Hospital,  Calais,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Adolph  L.  Herr,  206  Magnolia  Avenue,  Aldan,  Pa. 
HEBRAS,  STAMATIOS,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  January  4,  1918. 

Died :  Navy  collier  Cyclops,  Jime  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Herras,  Chios,  Greece. 

HEBBIMAN,  HENRY  ROBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Herriman,  327  Bay  Street,  Petoskey,  Mich. 
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HERRING,  CLYDK  LUTHKK,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  3,  1917. 

Died :  Nnvnl  hospital,  Philadelphia,  Pa.,  April  24,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  James  H.  Herring,  2406  Center  Street,  Houston,  Tex. 
HERRJNG,  DKWKY  HOBSON,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Richmond,  Va.,  July  16,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  James  E.  Herring,  411  North  Seventh  Street,  Rich- 
mond, Va. 

HERRING,   JAMES   LIGON,   landsman   for   machinist's   mate    (A),   United   States 
Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sallie  Herring,  Fayville,  111. 

HKRRINGTON,  CLINTON  ELMORE,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  July  1, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.   Jimmie  Morris  Herrington,  Woodburn,  Ky., 
R.  R.  2,  box  34. 

HERRMANN,  JOHN  H.,  machinist's  mate,  first  class  (G),  United  States  Naval 

Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  20,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 
Cause:  Broncho  pneumonia. 
Next  of  kin :  Mother,  Katherine  Herrmann,  241  Sixteenth  Street,  Brooklyn, 

N.  Y. 
HEBRON,  FRANCIS  WILLIAM  MELVEN,  machinist's  mate,  second  class  (A),  United 

States  Naval  Reserve  Force. 
Enlisted :  Los  Angeles,  Calif.;  July  7,  1918. 
Died:  Naval  training  camp,  Gulfport,  Miss.,  October  17,  1918. 
Cause:  Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Edna  Herron,  post-office  box  326,  Winslow,  Ariz. 
HERRKOWITZ,    JULIUS,    yeoman,    second   class,   United    States    Naval    Reserve 

Force. 

Enlisted:  New  York,  N.  Y.,  May  6,  1918. 
Died:  At  home,  October  18,  1918. 
Cause:    Pneumonia. 

Next  of  kin :  Father,  Adolf  Herskowitz,  772  Park  Avenue,  Brooklyn,  N.  Y. 
HESKETT,  EARL  CLIFTON,  seaman,  second  class,  United  States  Naval  Reserre 

Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause :   Influenza. 
Next  of  kin :  Mother,  Elizabeth  Caulden  Heskett,  Malta  Bend,  Mo. 
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UESLEP,  WALTER  JAMES,  oiler,  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  October  30,  1915. 

Died:  Royal  Italian  Naval  Hospital,  Naples,  December  15,  1917. 

Cause:  Fractured  skull  and  organic  heart  disease. 

Next  of  kin :  Brother,  Carl  Heslep,  1105  Laguna  Street,  San  Francisco, 

Calif. 

HESPE,  CHARLES  CHRISTIAN,  storekeeper,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  July  2,  1918. 

Died:  Home,  October  14,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Wife,  Frieda  Anna  Hespe,  Fulton  Street  and  Maxweber  Ave- 
nue, Hollis,  Long  Island,  N.  Y. 
HESS,  ALONZO  LEE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Dollie  Eileen  Hess,  Oakley,  111. 
HESTER,  HARVEY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Atlanta,  Ga.,  June  3,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Addie  Belle  Moore  Hester,  Route  B,  Cairo,  Ga. 
HESTER,  ROBERT  LACY,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  December  13,  1917. 

Died :  Naval  training  station,  naval  operating  base,  Norfolk,  Va.,  May  25, 
1918. 

Cause:    Multiple   injur'^s. 

Next  of  kin :  Father,  Newton  E.  Hester,  Jones,  N.  C. 

HETHERTNGTON,  DAVID  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  July  11,  1918. 

Died :  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  David  Hetherington,  2840  Fulton  Street,  Chicago,  111. 
HETTLING,  FREDERICK  CHARLES,  landsman  for  electrician    (R),  United  States 
Naval  Reserve  Force. 

Enlisted :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Broncho  pneumonia.' 

Next  of  kin :  Mother,  Marie  Hettling,  202  West  Seventy-fourth,  New  York, 

N.  Y. 

HEVENER,    WILLIAM    RAY,   apprentice   seamen,    United    States   Naval    Reserve 
Force. 

Enlisted :  Richmond,  Va.,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Harry  H.  Hevener  R.  F.  D.  3,  Staunton,  Va, 
HEWITT,  PHILIP  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  15,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  Hewitt,  3361  East  Tremont  Avenue,  Westchester, 
N.  Y. 
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HEYSER,  CHARLES  FRANCIS,  seaman,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  17,  1917. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sallle  D.  Heyser,  428  Chestnut  Street,  Louisville,  Ky. 
HEYWOOD,  CARROLL,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin:  Father,  Dorsie  Heywood,  113  North  Potomac  Street,  Balti- 
more, Md. 
HIBBS,  Lou  PEARL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  London,  England,  November  7,  1918. 

Cause:  Pneumonia. 

Next   of  kin:   Mother,   Mollie  Hibbs,  643   South   Preston   Street,  Louis- 
ville, Ky. 
HICKEY,  ARTHUR  JOSEPH,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  Janunry  12,  1915. 

Died :  Naval  station,  New  Orleans,  La.,  July  12,  1917. 

Cause:  Malaria. 

Next  of  kin :  Father,  Michael  Hickey,  429  Dudley  Street,  Roxbury,  Mass. 
HICKEY,  EARL  DAVID,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  8,  1917. 

Died :  U.  S.  S.  Allen,  July  29, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Grace  Hickey,  2459  Washington  Street,  Stockton, 

Calif. 
HICKEY,  JASON,  seaman,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  June  5,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Ida  Estep,  Manitou,  Okla. 
HICKMAN,  CECIL  EARL,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  27,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Clara  Amelia  Hicljman,  1203  North  East  Street, 

Indianola,  Iowa. 
HICKMAN,  ORLANDO  PERRY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  November  21,  1917. 

Diedj  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Oliver  P.  Hickman,  Washburn,  Mo. 
HICKMAN,  WILLIAM  GRADY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  June  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  in  kin :  Mother,  Margarette  Hickman,  Warren,  Ark, 


365 

HICKS,  ARTHUR  ROBERT,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Omaha,  Nebr.,  June  6,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  S.  Hicks,  De  Queen,  Ark. 
HICKS,  CHARLIE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  27,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  January  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Tom  Hicks,  R.  F.  D.  6,  Camden,  Tenn. 
HICKS,  JESSE,  Water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lydia  A.  Hicks,  Anna,  I1L 
HICKS,  LESTEB  HARLLOW,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  23,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Joseph  W.  Hicks,  Hillsboro,  N.  H. 

HICKS,  VIVIN  EDWABD,  mess  attendant,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Minneapolis,  Minn.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Patsy  Hicks,  2127  Chestnut  Street,  St.  Louis,  Mo. 
HICKSON,  WILLIE  JAMES,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Carrie  Lawson  Hickson,  1207  McKinie  Street,  Au- 
gusta, Ga. 

HIEBER,  ROY  ELLSWORTH,*  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  July  13,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Mother,  Kate  Hieber,  3100  East  Baltimore  Street,  Balti- 
more, Md. 

HIERMAN,  OWEN  FRANKLIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Peoria,  HI.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Harry  Oscar  Hierman,  Browning,  111. 

HIGDON,  GORDON,  seaman,  United  States  Navy. 

Enlisted:  Portland,  Greg.,  December  12,  1917. 
Died :  U.  S.  S.  Chew,  January  10,  1918. 
Cause:  Drowned. 
Next  of  kin :  Father,  Sam  Higdon,  Cisaco,  Ga. 
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BIGGINS,  FRANK  W.,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  New  York,  N.  Y.,  May  24,  1917. 
Died:  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Bertha  E.  Higgins,  Saint  George,  Staten  Island,  N.  Y. 
HIGGINS,  HAROLD  LEROY,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  27,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next    of    kin :    Mother,    Minnie    Myrtle    Higgins,    1641    Fairview    Street, 

Berkeley,  Calif. 

HIGGINS,  JOHN  AUSTIN,  shipfitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  L,  June  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Maurice  Higgins,  17  State  Street,  Warren,  R.  I. 
HIGGINS,  JOHN  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  October  10,  1917. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Martin  Higgins,  119  Third  Street,  Brooklyn,  N.  Y. 
HIGGINS,,  JOSEPH  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  June  3,  1918. 

Died:  Receiving  ship,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  T.  Higgins,  Wheaton,  Kans. 

HIGGINS,  LESTER  C.,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport,  R.  I.,  July  12,  1918. 

Died :  Naval  hospital,  Newport  R.  I.,  October  2,  1918. 

Cause:  Lobar  pneumonia.  . 

Next   of   kin:  Mother,   Esther   Higgins,    1263    Smithfleld   Avenue,   Sayles- 

ville,  R.  I. 
HIGGINS,  ROBERT  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  9,  1917. 

Died :  Fort  Monroe,  Va.,  March  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Brother,  James  Higgins,  227  East  Ninety-fifth  Street,  New 

York,  N.  Y. 

HIGGINSON,  LE  ROY  CHESTER,  carpenter's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  12,  1917. 

Died :  Naval  air  station,  Queenstown,  Ireland,  June  17,  1918. 

Cause:  Paralysis,  acute. 

Next  of  kin :  Mother,  Eliza  Higginson,  Meriden,  Conn. 
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HTGBIK  EVKRETT  CHESTER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  10,  1918. 

Pied:  Navy    auxiliary    school,    Municipal    Pier,    Chicago,    111.,    October   1, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mary  Elizabeth  Higbie,  Grand  Meadow,  Minn.  • 
HIGHET,  LELAND  MCKEAND,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  9,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Mother,  Catherine  Highet,  Spencer,  Ind. 
HIOHSMITH,  DWIGHT,  seaman,  >econd  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  22,  1915. 

Died:  U.  S.  S.  Pennsylvania,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Mrs.  Kenneth  H.  Highsmith,  313  West  Jones  Street, 

Raleigh,  N.  C. 

HILBEBT,  WILLIAM  GUSTAVE,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y!,  July  23,  1918. 

Died:  Naval  hospital.  League  Island,  Pa.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Edward  Hilbert,  69  Goethe  Street,  Buffalo,  N.  Y. 
HILDEBRAND,  ADAM  JOHN,  engiuenian,  second  cla^s,  United  States  Navy. 

Enlisted :  Key  West,  Fla.,  April  13,  1918. 

Died :  U.  S.  S.  Cheyenne,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  John  Hildebrand,  13  Madison  Avenue,  Clifton,  N.  J. 
HILDEBRAND,  JOSEPH  WILLIAM,  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  10,  1917. 

Died:  U.  S.  S.  Cheyenne,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Frederick  W.  Hildebrand,  Valley  Mills,  Tex. 
HILDRETH,  ROY  EDGAB,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  May  5,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  July  5,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Cora  Bell  Hildreth,  Exposition  Park,  Pa. 
HILCEMAN,  WILLIAM  RUDOLPH,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Liseta  Hilgeman,  2707  Broadway,  Fort  Wayne,  Ind. 
Hux,  ARTHUR  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  23,  1918. 

Cause :  Broncho-pneumonia.  , 

Next  of  kin :  Mother,  Tama  Hill,  Coin,  Iowa. 
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HILL,  BENJAMIN  FRANCIS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Frankie  Landsie  Hill,  1116  South  College  Street, 

Stuttgart,  Ark. 
HILL,  BRANT  HORACE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Des  Moinos,  Iowa,  February  23,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Florence  Hill,  Nora  Springs,  Iowa. 
HILL,  CLARK  RICHARD,  seaman,  second  class,  United  States  Navy. 

Enlisted:   Indianapolis,   Ind.,  April  2,   1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  7,  1917. 

Cause :   Cerebrospinal  fever. 

Next  of  kin :  Mother,  Fannie  Hill,  Charlottesville,  Ind. 

v 

HILL,  EARL  LA  VERNE,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:   Detroit,  Mich.,  July  15,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:   Influenza. 

Next  of  kin:  Wife,  Ethel  Fern  Hill,  Three  Rivers,  Mich. 
HILL,  GEORGE  ARLINGTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  June  3,   1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  12,  1918. 

Cause:   Pneumonia. 

Next  of  kin:  Father,  George  Hill,  Ardock,  N.  Dak. 
HILL,  JOHN  PAGE,  seaman,  second  class,  United  States  Navy, 

Enlisted:   Houston,   Tex.,   March   8,   1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 

Cause:   Pneumonia. 

Next  of  kin :  Father,  Frank  Hill,  R.  F.  D.  No.  1,  Box  101,  Alto,  Tex. 
HILL,  LUTHER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  4,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Neatia  Hill,  R.  F.  D.  2,  Walstonburg,  N.  C. 
HILL,  LYMAN  L.,  fireman,  first  class.  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  April  24,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918, 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Lyman  Hill,  Sutherland,  Iowa. 
HILL,  MARTIN  JEREMIAH,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Puget  Sound,  Wash.,  September  22,  1915. 

Died :  Naval  hospital,  San  Pedro,  Calif.,  December  15,  1917. 

Cause :  Cholecystitis. 

Next  of  kin :  Wife,  Rachel  A.  Hill,  Port  Orchard,  Oreg. 
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HILL,  RAYNOR  MILTON,  hospital  apprentice,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted:  Jacksonville,  Fla.,  February  19,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C.,  May  14,  1918. 
Cause:  Fever. 

Next  of  kin :  Mother,  Hattie  A.  Hill,  Sunbury,  N.  C. 

HTLL,  ROBERT  GRAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  March  8,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  Kathryn  D.  Hill,  1402  Marlborough  Street,  Philadelphia, 

Pa. 

HTT.T.,  WILLIAM  PALMES,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  May  23,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  March  9,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  L.  Hill,  Helena,  Mont. 
HILLEB,  CHARLES  BEBNARD,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  8,  1917. 
Died :  U.  S.  S.  LaJcemoore,  April  11,  1918. 
Cause:  Lost  life  when  vessel  sunk. 
Next  of  kin:  Father,  Harry  J.  Hiller,  180  Diamond  Street,  Philadelphia, 

Pa. 
HLLLERY,    FRED   BACKENSTOE,    landsman   for   electrician    (R),   United    States 

Naval  Reserve  Force. 
Enlisted :  Great  Lakes,  111.,  May  8,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Tom  Hftlery.  223  North  Fayette  Street,  Washing- 
ton Courthouse,  Ohio. 
HILLMAN,  HERBERT  WILLIAM,  hospital  apprentice,  second  class,  United  States 

Navy. 

Enlisted :  Dallas,  Tex.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Hillman,  Mart,  Tex. 
HILTENBRAND,  ARNOLD  PAUL,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enlisted :  Chicago,  111.,  August  7,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause:  Influenza. 
Next  of  kin:  Father,  John  Hiltenbrand,  124  Spring  Avenue,  NapervlUe, 

111. 

HILTON,  PORTER,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  February  6,  1917. 

Died :  Member  of  armed  guard,  steamship  Finland,  October  28,  1917. 
Cause:  Lost  life  in  sinking  of  vessel. 
Next  of  kin :  Mother,  Lizzie  Hilton,  Tocooa,  Ga. 
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HILZINGER,  JOSEPH  THOMAS,  Jr.,  coppersmith,  first  class,  United  States  Nnval 
Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  July  22,  1918. 

Died :  Receiving  ship,  Mare  Island,  Calif.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Anna  Estelle  Hllzlnger,  7527  Geary  Street,  San  Fran- 
cisco, Calif. 
HIMMELWRIGHT,  HOWARD  ARNOLD,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Allentown,  Pa.,  April  27,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  William  K.  Himmehvright,  R.  F.  D.  1,  Niantic,  Pa. 
HINDMAN,  SAMUEL  LITTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  May  21,  1918. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Father,  James  William  Hlndman,  92  Rose  Street,  Gait,  On- 
tario, Canada. 
HINDMARSH,  GEORGE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  4,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Lost  when  vessel  sunk. 

Next  of  kin :  Mother,  Mrs.  George  Hindmarsh,  24  Corinth  Street,  Provi- 
dence, R.  I. 
HINERDEER,  WALTER  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  August  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Dora  Walton,  241  East  Ross  Street,  Lancaster,  Pa. 
HINES,  EN  CELL  McKiNLEY,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  25,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Harold  Hlnes,  Blackfoot,  Idaho. 
HINGERTY,  ROBERT  HECKLE,  blacksmith,  United  States  Naval  Reserve  Force. 

Enlisted :  Elizabeth  City,  N.  C.,  February  27,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  25,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Minnie  Hingerty,  107  Pearl  Street,  Elizabeth  City,  N.  C. 
HINSHELWOOD,   JAMES  EDWARD,   landsman   for  electrician    (G),   United   States 
Navy. 

Enlisted:  New  York,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of   kin:  Mother,   Ellen    Hinshelwood,    145    Broadway,    Haverstraw, 

N.  Y. 
HINTON,  SHERWOOD,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  July  7,  1918. 

Died:  U.  S.  S.  Susquchanna,  March  6,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Helen  Hinton,  Jarvisburg,  N.  C. 
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HIBSHLER,  JEROME  JACOB,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December*!!,  1917. 

Died :  Naval  hospital,  New-port,  R.  I.,  January  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Hirshler,  500  West  Eleventh  Street,  New  York, 

N.  Y. 
HISERODT,  JOHN,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  June  20,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  2,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Ella  Williams,  119  Lewis  Street,  Auburn,  N.  Y. 
HITCHCOCK,  NELSON,  fireman,  second  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  March  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Lost  life  on  missing  Cyclops. 

Next  of  kin:  Father,  Silas  Lewis  Hitchcock,  54  Horton  Avenue,  Meriden, 

Conn. 

HITCHINS,  LAWRENCE  GLADSTONE  RUSSELL,  apprentice  seaman,  United  States 
Naval  Reserve  Force. 

Enlisted:  Baltimore,  Md.,  July  20,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin:  Wife,  Gertrude  K.  Hitchins,  Mount  Pleasant  Terrace,  Frost- 
burg,  Md. 

HITTLE,  MASON  BOOKNER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  July  30,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Hittle,  Zionville,  Ind. 
HIXON,  IRA  DELL,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  October  2,  1912. 

Died:  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause:  Died  from  burns. 

Next  of  kin :  Father,  George  L.  Hixon,  R.  F.  D.  6,  North  Yakima,  Wash. 
HOADLEY,  MERVYN  J.,  electrician,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  September  27,  1917. 

Died:  Philadelphia,  Pa.,  April  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Thersia  V.  Hoadley,  204  West   Santa   Clara,  San 

Jose,  Calif. 
HOAG,  CHESTER  TURNER,  JR.,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  May  13,  1918. 

Died :  United  States  submarine  base,  San  Pedro,  Calif.,  October  12,  1918. 

Cause:  Influenzza  and  pneumonia. 

Next  of  kin :  Father,  Chester  T.  Hoag,  sr.,  7225  Hollywood  Boulevard, 

Hollywood,  Calif. 

HOBBS,  HENRY  STEWART,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  May  21,  1918. 

Died :  Naval  Training  Camp,  Hingham,  Mass.,  September  30,  1918. 

Cause:  Influenza  followed  by  broncho-pneumonia. 

Next  of  kin :  Mother,  Maud  Field,  20  Mondamin  Court.  Somerville,  Mass. 
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HOBBS,  JOE  L.,  seaman,  second  class.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  7,  1917. 

Died :  U.  S.  S.  Orizaba,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lee  Hobbs,  Waynesvllle,  Mo. 
HOBBS,  MILTON  ELSWORTH,  seaman,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  April  17,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  Calvin  Hobbs,  Alva,  Okla. 

HOBBS,  NORMAN  SAMUEL,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  12,  1917. 

Died :  U.  S.  S.  Shawmut,  February  24,  1918. 

Cause:  Acute  laryngitis. 

Next  of  kin :  Father,  Matthew  Hobbs,  1230  Warren  Avenue,  Camp  Campelo, 

Mass. 

HOBERO,  KARL,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enlisted :  San  Francisco,  Calif.,  June  25,  1918. 

Died :  Lane  Hospital,  San  Francisco,  Calif.,  October  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Matilda  S.  Hoberg,  Hoberg's  Resort,  Calif. 
HOBSON,  FORREST  KENNETH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Parkersburg,  W.  Va.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Ira  E.  Hobson,  Tangier,  Ind. 
HOCK,  FRANK  ALBERT,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  19,  1916. 

Died :  U.  S.  S.  Leonidas,  March  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Cousin,  Anna  Hock,  277  Sycamore  Street,  Buffalo,  N.  Y. 
HOCKETT,  ALEXANDER  EVANS,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  May  6,  1918. 

Died :  U.  S.  S.  Solace,  September  29,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother,  Lydia  Hockett,  Houston,  Va. 

HOCKMAN,  LYMAN  ROBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  30, 1918. 

Cause:  Influenza,  streptococci  septicemia. 

Next  of  kin :  Father,  John  W.  Hockman,  R.  F.  D.  1,  Gait  Fork,  Okla. 
HODGE,  CHARLES  PRESTON,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  A.  Hodge,  Stuarts  Draft,  Augusta,  Pa. 
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HODGE,  EARL  WALTEB,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  June  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Alonzc  Hodge,  Akron,  Iowa. 
HODGE,  JOHN  STARREST,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  18,  1917. 

Died :  S.  S.  West  Grove,  July  21,  1918. 

Cause :  Suicide. 

Next  of  kin :  Brother,  Henry  Hodge,  431  Laclede,  Wichita,  Kans. 
HODGE,  JOHN  WALTER,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Newport,  R.  I.,  July  31,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  H.  Hodge,  234  South  First  Avenue,  Mount 

Vernon,  N.  Y. 
HODGES,  JOHN  RICHARD,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  May  17,  1917. 

Died :  Santiago  de  Cuba,  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Maud  Hamilton  Hodges,  Greenwood,  Miss. 
HODGDON,  EDWIN  FLAVIUS,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Los  Angeles,  Calif.,  April  16,  1918. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  life  when  vessel  was  fired  upon. 

Next  of  kin :  Father,  William  Hodgdon,  Brazoria,  Tex. 

HODGSON,  MARON  LESTER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  July  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Annie  Hodgson,  1203  H  Street  NE.,  Washington,  D.  C. 
HOEFLE,  HUBERT  FRED,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  November  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  15, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Williaam  Otto  Hoefle,  Highland,  Hi. 

HOFER,  WALTER  CHARLES,  fireman,-  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hattie  Hofer,  R.  F.  D.  1,  Taylor  Ridge,  I1L  j 
HOFF,  GEORGE  WASHINGTON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  20,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  3918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Hattie  Olson,  430  North  Drake  Avenue,  Chicago,  HL 
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HOFF,  OTTO,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  January  12,  1918. 

Died :  Naval  hospital,  Beaucalllou,  France,  July  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Frank  Hoff,  603  North  Woodridge  Street,  Saginaw, 

Mich. 

HOFFMAN,  ELLIE  JEFFERSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,   Addie   May   Hoffman,   1534   West   Second   Street, 

Waterloo,  Iowa. 
HOFFMAN,  GEORGE  BENJAMIN,  seaman,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  18,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Result  of  sinking  of  ship. 

Next  of  kin :  Father,  Michael  B.  Hoffman,  Ridley  Park,  Pa. 
HOFFMAN,  GEORGE  EDWARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Hoffman,  295  Lembeck  Avenue,  Jersey  City, 

N.  J. 

HOFVMAN,  WALTER  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Indianapolis,  Ind.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Manda  Florine  Hoffman,  424  North  Second  Street,  VI*- 

cennes,  Ind. 

HOFREITER,   MARION   JEFFERSON,   seaman,   second   class,   United   States   Naval 
Reserve  Force. 

Enlisted:  Peoria,  111.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Frank  Andrew  Hofreiter,  R.  F.  D.  1,  Green  Valley,  III 
HOFSOOS,  LEWIS  ADOLPH,  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  December  15,  1917. 

Died :  U.  S.  S.  Powhatan,  October  3,  1918. 
|    Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Severston  Hofsoos,  Rimini,  Mont. 
HOGAN,  JOHN  CHAPMAN,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  6,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  June  8,  1917. 

Cause:  Pleurisy  stippurative. 

Next  of  kin  :  Cousin,  Carl  Hogan,  43  East  Willis  Street,  Atlanta,  Ga. 
HOGAN,  JOSEPH  LEO,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  15,  1917. 

Died:  U.  S.  S.  Leinster,  October  10,  1918. 

Cnuse:  Lost  life  in  sinking  of  ship. 

Next  of  kin :  Father,  Thomas  Hogan,  128  South  Main  Street,  Mechanic*- 
vllle,  N.  Y. 
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HOGAN,  LAWRENCE  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  20,  1917. 

Died :  New  York,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Hogan,  658  Fifth  Avenue,  Brooklyn,  N.  Y. 
HOGAN,  WILLIAM  ARTHUR,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Peoria,  111.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  D.  Hogan,  Dalton  City,  111. 
HOGAN,  WILLIAM  C.,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Syracuse,  N.  Y.,  May  15",  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Emma  J.  Hogan,  17  Church  Street,  Waterloo,  N.  Y. 
HOIER,  ERNEST,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  August  31,  1917. 

Died :  U.  S.  S.  Rochester,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Belle  Hoier,  R.  R.  2,  Elaine,  Wash. 
HOLBROOK,  CYRIL  Louis,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  31,  1917. 

Died :  U.  S.  S.  Navajo,  August  7,  1917. 

Cause:  Septicemia. 

Next  of  kin:  Mother,  Johanna  Holbrook,  1914  South  Thirty-sixth  Street, 

Omaha,  Nebr. 
HOLCOMB,  ROY  EDWARD,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  January  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  14,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Brother,  James  G.  Holcomb,  201  Webster  Aevnue,  Rochester, 

N.  Y. 
HOLDER,  FRED  LEE,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  28,  1917. 

Died :  Disappeared  at  sea  on  U.  S.  S.  Von  Steuoen,  July  16, 1918. 

Cause:  Disappeared. 

Next  of  kin :  Father,  Jessie  Holder,  Switz  City,  Ind. 
HOLDRIDGE,  Ross  BEEBE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  July  31,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  30, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Lester  Ross  Holdridge,  McDonough,  N.  Y. 
HOLDSWORTH,  JOHN  WILLIAM,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  April  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Fred  Holdsworth,  21  Lester  Avenue,  Westerly,  R.  I. 
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HOLLAND,  ANDREW  AUGUSTINE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Mich.,  February  23,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  16,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  John  H.  Holland,  R.  F.  D.  1,  Philadelphia,  Miss. 
HOLLAND,  JOHN  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  30,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Kathrine  Holland,  137  Norris  Street,  Jersey  City,  N.  J. 
HOLLAND,  JOHN  JAY,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Ishpeming,  Mich.,  July  23,  1917. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  August  10,  1918. 

Cause:  Concussion  of  the  brain. 

Next  of  kin:  Sister,  Elizabeth  Gleason,  Austin  Location,  Princeton,  Mich. 
HOLLAND,  LLOYD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Fay  Holland,  508  South  Park  Avenue,  Herrin,  111. 
HOLLAND,  MARION  BUTLER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C.,  October  26,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  January  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  G.  G.  Holland,  Warsaw,  N.  C. 
HOLLAND,  STOCKETT  LEE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Vaterland,  August  2,  1917. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Anna  E.  Holland,  Reisterstown,  Md. 
HOLLEAR,  GEORGE  WASHINGTON,  apprentice  seaman,  United  States  Navy." 

Enlisted :  Nashville,  Tenn.,  March  23,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  25,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Hollear,  Upton,  N.  0. 
HOLLEMAN,  ASA  CALVIN,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  1,  1917. 

Died :  U.  S.  S.  Wilkes,  June  23,  1918. 

Cause:  Poison. 

Next  of  kin :  Father,  Henry  C.  Holleman,  501  Rose  Street,  Waco,  Tex. 
HOLLENBECK,  EDWARD  MAKiNsoN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Birmingham.  N.  Y.,  July  31,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Emma  Hollenbeck,  Candor,  N.  Y. 
HOLLER,  WILLIAM  R.,  seaman,  second  class,  N.  N.  V. 

Enlisted :  Brooklyn,  N.  Y.,  June  16,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Mother,   Mrs.   K.   Holler,   740  Bedford  Avenue,   Richmond 
Hill,  N.  Y. 
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HOLLEY,  MILES  HENBY,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  December  8,  1917. 

Died:  Naval  air  station,  St.  Trojan,  France,  August  20,  1918. 

Cause:  Killed  in  accidental  bomb  explosion. 

Next  of  kin :  Father,  Marshall  J.  Holley,  Walton,  N.  Y. 
HOLLIDAY,  GBOVEB  CLEVELAND,  engineman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  22,  1916. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,   Delia   Holliday,   538   Russell   Street,   Fayetteville, 

N.  C. 
HOLLINGSWOBTH,   GEORGE  LEWIS,   fireman,   second   class,   United   States   Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next   of   kin:  Father,   William   Henry   Hollingsworth,   R.   R.   4,   box  33, 

Mexico,  Mo. 
HOIXISTER,  CHAELES  MYEBS,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  March  29,  1915. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Earl  Hollister,  221  Ash  Street,  Scranton,  Pa. 
HOLLMAN,  OTTO,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  June  11,  1917. 

Died:  Willard  Parker  Hospital,  New  York,  N.  Y.,  May  26,  1918. 

Cause:  Diphtheria. 

Next   of  kin:  Father,   Adolph  Hollman,   40   Central   Avenue,   Montclair, 

N.  J. 

HOLLOW  AY,  CABBOLL  DYEB,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  El  Paso,  Tex.,  June  28,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Velma  P.  Holloway,  Midland  Tex. 

HOLLOWS,  FRANK  WILLABD,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  March  20,  1918. 

Died :  U.  S.  S.  Westover,  July  11, 1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Lucile  Hollows,  334  Fourteenth  Street  SB.,  Washington, 

D.  C. 
HOLLY,  LEO  MELVIN,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  31, 1917. 

Died :  Naval  station,  Guam,  November  5,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin:  Mother,  Margaret  Holly,  1274  East  Jefferson  Street,  Los 

Angeles,  Calif. 
HOLLYDAY,  SAMTTEL  CLARENCE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  30,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  23, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Elizabeth  Gehring  Hollyday,  R.  R.  3,  box  36,  Lees 
Summit,  Mo. 


378 

HOLM,  FRED  LAWRENCE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Omaha.  Nebr.,  June  4,  1018. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  A.  Holm,  1215  B  Street,  Lincoln,  Nebr. 
HOLMAN,  DAVID  EMORY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  March  27,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  8, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Samuel  M.  Holman,  38  Pleasant  Street,  Attleboro, 

Mass. 
HOLMES,  JAMES  MATTHEW,  wardroom  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  18,  1914. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  30,  1918. 

Cause:  Syphilis. 

Next  of  kin:   Mother,  Emma  Holmes,  719  Twenty-first  Street,  Newport 

News,  Va. 
HOLMES,  JOHN  CHARLES,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  21,  1916. 

Died:  U.  S.  S.  Manlcy,  March  19, 1918. 

Cause :  Result  of  injuries  received  in  explosion  on  board  ship. 

Next  of  kin :  Mother,  Kate  Holmes,  74  Dalton  Street,  Boston.  Mass. 
HOLMES,  LOREN  PITTENGER,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  21,  1917. 

Died :  U.  S.  S.  -San  Diego,  June  18, 1917. 

Cause :  Epileptic  fits. 

Next  of  kin :  Mother,  Martha  E.  Holmes,  8804  B  Street,  Oakland,  Callt 
HOLMES,  WILLARD  FRANK,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  August  30,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause :  Lost  of  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Samuel  E.  Holmes,  Afton,  N.  Y. 
HOLT,  EDGAR  GORDON,  musician,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  28,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  17, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  E.  Holt,  17  Annabel  Street,  Dorchester,  Mass. 
HOLT,  GEORGE  MILTON,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  March  30,  1915. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  March  28, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Leander  Yancy  Holt,  Como,  Tex. 
HOLT,  JAMES  ARCHIE,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Kathryne  Holt,  2539  A  Street,  San  Diego,  Calif. 
HOLTMEYER,  ANTON  AUGUST,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Holtmeyer,  Easton,  Kans. 
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HOLTZAPPLE,  RORERT  ARTHUB,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  January  9,  1918. 

Died :  U.  S.  S.  Harrixburg,  June  24,  1918. 

Cause:  Edema  of  the  larynx. 

Next  of  kin:  Mother,  Mary  Holtzapple,  42  Robinson  Street,  Binghamton, 

N.  Y. 

HOLTJB,  GROVEB  CRTS.,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  Des  Moines,  Iowa,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fredericka  Holub,  Center  Junction,  Iowa. 
HOLYFIELD,  CHARLIE  MONROE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  2,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  23,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Holt  Holyfield,  Denton,  Tex. 
HOOD,  HARVEY  B.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C.,  June  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Silas  Hood,  R.  F.  D.  1,  Bentonville,  N.  C. 
HOOD,  ROHERT  STANLEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  April  29,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga.  September  30,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin:  Father,  Robert  Hood.^KJ  Auburn  Avenue,  Buffalo,  N.  Y. 
HOOK,  LEON  BECK,  chief  quartermaster    (A),  United   States  Naval   Reserve 
Force. 

Enlisted:  Washington,  D.  C.,  July  10,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nina  Beck  Giffen,  1831  North  Meridian  Street,  In- 
dianapolis, Ind. 
HOOPER,  ROBERT  NELSON,  hospital  apprentice,  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  May  28,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Robert  L.  Hooper,  R.  F.  D.  2,  Guntown,  Miss. 
HOOSE,  ELWIN  LESTER,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  June  15,  1917. 

Died:  U.  S.  S.  South  Carolina,  January  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  De  Lace  C.  Hoose,  Troy,  Pa. 
HOOTEN,  RALPH  EUGENE,  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  24,  1917. 

Died :  Steamship  Lake  Edon.  August  21,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  William  Arlington  Hooten,  Laurel  Hill,  Fla. 
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HOOTKINS,  GAEL,  storekeeper,  second  class,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  May  29,  1914. 
Died :  Naval  hospital,  Las  Animas,  Colo.,  June  17,  1917. 
Cause:  Tuberculosis. 

Next  of  kin :  Father,  Abraham  S.  Hootkins,  1611  Hamilton  Avenue,  Grand 
Rapids,  Mich. 

HOOVEB,  CHARLEY  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Louisville,  Ky.,  June  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Ida  Dawson  Hoover,  R.  F.  D.  1,  Lexington,  Ky. 
HOOVEB,  FEEDEBICK,  seaman,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  September  28,  1916. 

Died :  U.  S.  S.  Connecticut,  November  5,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Mary  Hoover,  447  Richmond  Street,  Philadelphia,  Pa. 
HOOVEB,  MANUEL,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  August  5,  1914. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  George  Hoover,  Ponchatoula,  La. 
HOPEWELL,  OTHO,  gunner's  mate,  second  class  (G),  United  States  Navy. 

Enlisted:  Denver,  Colo.,  May  29,  1914. 

Died:  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause:  Due  to  burns. 

Next  of  kin :  Mother,  Hattie  Hopewell,  Brushy  Knob,  Mo. 
HOPKINS,  GEORGE  THOMAS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laura  Hopkins,  Bethel,  Del. 
HOPKINS,  JOSEPH  WILSON,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  5,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  18, 1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Margaret  Martin  Hopkins,  3327  Woodland,  Kansas  City, 

Mo. 
HOPPEB,  CLABENCE  MELVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  10,  1917. 

Died :  Naval  Hospital,  League  Island,  Pa.,  December  29, 1917. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  John  Hopper,  Quail,  Tex. 

HOPPER,  EDGAB  OBVELLE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peorla,  111.,  June  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  R.  Hopper,  Pesotum,  HI. 
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HOPPEB,  WILFRED  HODGSON,  landsman  for  mahcinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  June  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Hopper,  246  Barton  Street,  Buffalo,  N.  Y. 
HOBAN,  JOHN  EDWARD,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pelham  Bay  Park,  N.  Y.,  April  18,  1918. 

Died :  Lincoln  Hospital,  New  York,  N.  Y.,  November  7,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Matthew  Horan,  1011  Woodycrest  Avenue,  New  York, 

N.  Y. 
HORINE,  JOSEPH  THOMAS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  November  28,  1917. 

Died :  U.  S.  S.  Hancock,  naval  base,  Azores,  April  9, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Catherine  Horine,  205  Washington  Street,  Winchester, 

Ky. 
HOBN,  EUGENE  LEE,  blacksmith,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  June  1,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  22, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  June  B.  Horn,  Paton,  Iowa. 
HORN,  WILLIAM,  shipfitter,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  7, 1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  19,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Anna  Horn  Janson,  325  East  One  hundred  and  sixty- 
third  Street,  New  York,  N.  Y. 
HOBNE,  EDWIN,  electrician,  first  class  (G),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  February  27,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Fannie  Home,  Marlin,  Tex. 
HORNE,  WILLIAM  MICHAEL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Fannie  W.  Home,  834  Ninth  Street,  Augusta,  Ga. 
HOBBELL,  TELLIS,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Louisville,  Ky.,  November  9,  1917. 

Died :  U.  S.  S.  Jupiter,  August  20,  1918. 

Cause :  Natural  causes. 

Next  of  kin :  Mother,  Margaret  S.  Horrell,  Owensboro,  Ky.,  R.  R.  2. 
HOBTON,  CLARENCE  ELEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Molly  Horton,  Whaleyville,  Va. 
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HOBTON,  FRANCIS  DEAN,  coxswain,  United  States  Naval  Reserve  Force. 
Enlisted :  Toledo,  Ohio,  April  1C,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  March  11,  1918. 
Cause:  Pleurisy. 

Next  of  kin :  Wife,  Mrs.  F.  D.  Horton,  2219  Summit  Avenue,  Toledo,  Ohio. 
HOETON,  WILLIAM  JOHN,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  April  16,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  September  17,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Uncle,  Charles  Brown,  52  Chestnut  Street,  Hartford,  Conn. 
HORWIG,  SIDNEY,  seaman,  second  class,  United  States  Navy. 
Enlisted  :  New  York,  N.  Y.,  October  3,  1916. 
Died :  Steamship  Motano,  July  31,  1917. 
Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  George  J.  Horwig,  347  Fox  Street,  New  York,  N.  Y. 
HOSKEN,  WILLIAM  STANLEY,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  January  11,  1918. 
Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  N.  Y.,  October  27, 

1918. 

Cause:  Pneumonia. 
Next  of  kin:  Mother,  Rhoda  Evallna  Hosken,  3114  Enoch  Street,  Zion 

City,  111. 

HOSTETTER,  ADRIAN  EARL,  chief  pharmacist's  mate,  United  States  Navy. 
Enlisted :  San  Pedro,  Calif.,  February  11, 1918. 
Died :  Section  base,  Norfolk,  Va.,  October  20,  1918. 
Cause :  Pneumonia. ' 
Next    of    kin:  Wife,    Florence    Hostetter,    1662    Roosevelt    Avenue,    LOB 

Angeles.  Calif. 

HOTCHKISS,  ORAL  FRANK,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  November  7,  1916. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin:   Mother,  Emma  Hotchkiss,  1685  Lockwood  Avenue,  Cleve- 
land, Ohio. 
HOUGH,  FREDERICK  WILLIAM,  quartermaster,  second  class  (A),  United  States 

Navy. 

Enlisted :  Chicago,  111.,  March  28,  1917. 

Died:  Naval  headquarters,  London,  England,  March  13,  1918. 
Cause:  Due  to  aeroplane  accident. 

Next  of  kin :  Father,  William  Hough,  4508  Lake  Park  Avenue,  Chicago,  111. 
HOUBIHAN,  JAMES  J.,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Newport,  R.  L,  December  14,  1917. 
Died :'  Naval  hospital,  Newport,  R.  I.,  January  6,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin:  Mother,  Mary  Hourihan,  99  Cottage  Street,  Easthampton, 

Mass. 

HOUSE,  HUGH,  electrician,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Parkersburg,  W.  Va.,  June  5,  1918. 
Died :  Naval  hospital,  Annapolis,  Md.,  October  15,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Cyrus  House,  Buckhannon,  W.  Va. 
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HOTTSEB,  ULYSSES  SIMPSON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  23,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Houser,  706  Russell  Street,  El  Reno,  Okla. 
HOYEY,  HOI.LIS  FRANKLIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  11,  1917. 

Died:  Receiving  ship,  Puget  Sound,  Wash.,  June  25,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Mother,  May  Hovey,  R.  F.  D.  1,  Missoula,  Mont. 
HOWARD,  CLARENCE  ARNOLD,  apprentice  seaman,  United  States  Naval  Reserre 
Force. 

Enlisted :  Nashville,  Tenn.,  July  26,  1918. 

Died :  Los  Angeles,  Calif.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Franklin  Howard,  Loudon,  Tenn.,  R.  F.  D.  3. 
HOWARD,  DENNIE  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  8,  1918. 

Died:  Bordeaux,  France,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Howard,  5  High  Street,  North  Adams,  Mass. 
HOWARD,  DONALD  JERALD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  7,  1917. 

Died :  Naval  Proving  Grounds,  Indian  Head,  Md.,  August  15, 1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Ada  Lois  Howard,  513  Oklahoma  Avenue,  Man  gum, 

Okla. 
HOWARD,  JOHN  HENRY,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  November  30,  1915. 

Died :  U.  S.  S.  Solace,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Florzell  Howard,  Sparta,  Tenn. 
HOWARD,  JOHN  MILTON,  molder,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  May  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Nellie  A.  Howard,  510  Mill  Street,  Ironton,  Ohio. 
HOWARD,  JOSEPH  BENJAMIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  6,  1917. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  January  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Amanda  Bell  Howard,  Mount  Ida,  Ark. 
HOWELL,  LINTON,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  5,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :   Mother.   Minnie  Howell,   710  West  Greenup   Avenue,    Ash- 
land, Ky. 
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HOWEIJL,  WILLIAM  MARVIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Atlanta,  Ga.,  June  21,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  16,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Ashley  Howell,  Jennings,  Fla. 
HOWERTON,  JOHN  BENJAMIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  11,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Sada  August  Stallings,  R.  F.  D.  1,  Petersburg,  Va. 
HOWLEY,  THOMAS  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  July  5,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  liberty  party  to 
vessel. 

Next  of  kin :  Mother,  Matilda  Howley,  224  East  Second  Street,  Oswego, 

N.Y. 

HOXIE,  RALPH  BOWMAN,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  March  23,  1917. 

Died :  Naval  air  station,  Chatham,  Mass.,  April  27,  1918. , 

Cause:  Death  due  to  accident. 

Next  of  kin :  Wife,  Lillian  T.  Hoxie,  429  Brookline  Avenue,  Boston,  Mass. 
HOYLE,  HARRY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  April  8,  1918. 

Died :  Naval  hospital,  Pelhani  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  James  Hoyle,  733  North  Bucknell  Street,  Philadel- 
phia, Pa. 

HOYT,  WILLARD  BuRDETTE,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  27,  1917. 

Died :  U.  S.  S.  Wakiva  II,  May  22,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Thomas  B.  Hoyt,  320  Lewis  Street,  Syracuse,  N.  Y. 
HTJBBARD,  FRANK,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  February  5,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  May  17,  1918. 

Cause :  Pyelitis. 

Next  of  kin :  Sister,  Rosei  Lavouis,  Marin  Street,  Vallejo,  Calif. 
HUBBARD,  JOHN  SIDNEY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Hubbard,  Sycamore,  Ala. 
HTJBBARD,  KENNETH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Anne  Hubbard,  Terra  Ceia,  Fla. 
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HUBBARD,  WILLIAM  THOMAS,  yeoman,  first  class,  United  States  Navy. 

Enlisted:  Lexington,  Ky.,  June  1,  1917. 

Died :  Naval  hospital,  London,  England,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Hubbard,  English,  Ind. 

HUBBS,  THOMAS  BARTLETT,  chief  electrician  (G.),  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  2,  1917. 

Died :  Coney  Island  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Maud  Hubbs,  1622  Sixty-first  Street,  Brooklyn,  N.  Y. 
HUBER,  CARL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  20,  1917. 

Died :  Receiving  ship,  San  Francisco,  Calif.,  March  8,  1918. 

Cause:  Poison. 

Next  of  kin :  Mother,  Emma  Huber,  814  Howe  Street,  Seattle,  Wash. 
HTJCKINS,  ALBERT  WALLACE,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Ernest  E.  Huckins,  Vernon,  Vt. 

HUDDLESTON,  AVA  HUGH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Amos  Huddleston,  Arcola,  111. 

HUDGINS,  FRANK  ROSSOR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Norfolk,  Va.,  April  30,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Grandfather,  John  Hudgins,  New  Point,  Va. 
HUDSON,  CHARLES  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk.  Va.,  September  24,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin  :  Father,  John  Thomas  Hudson,  1253  Madison  Avenue,  Memphis, 

Tenn. 
HUDSON,  CHARLES  RICHARD,  quartermaster,  first  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  February  12,  1916. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Brother,  Joseph  Hudson,  512  Van  Vranken  Avenue,  Scheuec- 

tady,  N.  Y. 

HUDSON,   EUGENE  HOLTON,   apprentice  seaman,   United   States   Naval   Reserve 
Force. 

Enlisted :  Raleigh,  N.  C.,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  16,  1918. 

Cause:   Pneumonia. 

Next  of  kin :  Father,  Levi  Hudson,  R.  F.  D.  1,  box  6,  Sparta,  N.  C. 
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HUFF,  THOMAS  JEFFERSON,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  24,  1915. 

Died:  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Martha  Cunning  Huff,  R.  F.  D.  1,  Eatonton,  Ga. 
HUFFINES,  WILLIAM  JENIS  BRFAN,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  June  11,  1918. 

Died:  U.  S.  S.  Mercy,  October  5,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Sister,  Alta  May  Huflines,  R.  1,  Haydensburg,  Tenn. 
HUFFMAN,  CHARLIE  WALLACE,  carpenter's  mate,  second  class,  United   States 
Navy. 

Enlisted:  Atlanta,  Ga.,  June  23,  1917. 

Died:  Naval  station,  Guantanaino  Bay,  June  10,  1918. 

Cause:  Trichiniasis. 

Next  of  kin :  Father,  Irvin  o.  Huffman,  Dublin,  Ga. 
HUFFMAN,  FREDERICK  ROYOIL,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  2,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Margaret  Huffman,  Newberry,  Ind. 
HUGGINS,  ROBERT  PERRY,  fireman,  third  class,  United  States  Naval   Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :"  Influenza. 

Next  of  kin :  Father,  Robert  Huggins,  R.  R.  2,  Nekoosa,  Wis. 
HUGHES,  EMMETT,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  12,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Wife,  Mrs.  Ola  Hughes,  4041  East  State  Street,  Chicago,  III. 
HUGHES,  FRED  RAYMOND  PORTER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  December  7,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  ship  sunk. 

Next  of  kin:  Father,  Elisha  H.  Hughes,  Kossville  (Postofflce,  Baltimore). 

Md. 
HUGHES,  GERALD  FOKHYTHE,  seanmn,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  8,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  12,  1918. 

Cause :  Compression,  brocheal  plexus. 

Next  of  kin:  Mother,  Myra  II.  Hughes,  123  Troy  Avenue,  Royal  Oak.  MU-h 
HUGHES,  JOHN,  water  tender,  United  States  Navy. 

Enlisted :  U.  S.  S.  Ohio,  August  1,  1917. 

Died :  U.  S.  S.  Rondo,  July  23,  1918. 

Cause:  Myocarditis,  acute. 

Next  of  kin :  Brother,  William  Hughes,  785  Livingston   Avenue,   Albany, 

N.  Y. 
HUGHES,  JOHN  PETER,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  June  18,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Peter  Hughes,  500  South  Albany  Street.  Chicago,  III. 
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HUGHES,  LEONARD  FRANCIS,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  May  16,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  .Father,  Patrick  Hughes,  13  Talbot  Street,  Montclair,  N.  J. 
HUGHES,  Looms  LAFAYETTE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  2,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Allen  V.  Hughes,  Owings,  S.  C. 
HULBERT,  EDWABD  MANNING,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  20,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Ida  Hulbert,  105  South  Eleventh  Street,  Newark,  N.  J. 
HTJLET,  ELVIN  CHARLES,  seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enlisted:  Weiser,  Idaho,  May  11,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Elvira  Hulet,  box  35  Cambridge,  Idaho. 
HULL,  OBVTS  EBWIN,  apprentice  seaman,  United  States  Naval   Reserve  Force. 

Enlisted.:  Kansas  City,  Mo.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Clarence  Albert  Hull,  Scott  City,  Kans. 
Hra,LETTE,  FRANK  REAMER,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  December  5,  1917. 

Died :  U.  S.  S.  submarine  chaser  209,  August  27,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Wife,  Nellie  Hullette,  care  of  Huylers,  Atlantic  City,  N.  J. 
HTTLSMAN,  WILLIAM  BERNARD,  fireman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital,  Naval  Base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Hulsman,  Fort  Branch,  Ind. 

UTTMMER,  ANDREW  JOSEPH,  landsman  for  carpenter's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  23,  1918. 

Died :  Long  Island,  N.  Y.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Henry  Hummer,  4378  Atlantic  Avenue,   Richmond 

Hill,  N.  Y. 
HUMMER,  GEORGE  JOSEPH,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  April  9,  1917. 

Died :  U.  S.  S.  Melville,  July  8, 1918. 

Cause:  Fracture  of  right  femur. 

Next  of  kin:  Mother,  Margaret  Hummer,   1052  Twelfth   Street,  boy  779. 
San  Diego,  Calif. 
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HUMPHREYS,  HOWARD  W.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Newark,  N.  J.,  March  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  27,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  W.  Humphreys,  22  West  Twenty-eighth  Street, 

Bayonne,  N.  J. 
HUMPHREYS,  RALPH  GEORGE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  9,  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Mother,  Lucie  S.  Humphreys,  Clearwater,  Minn. 
HUMPHREYS,  RICHARD  EVAN,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  Oct.  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Jones  Humphreys,  R.  F.  D.  2,  Wolcott,  Ind. 
HUNEWINKEL,  ROBERT  ALBERT,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Omaha,  Nebr.,  April  29,  1918. 

Died :  Peekskill,  N.  Y.,  Navy  Rifle  Range,  October  3,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Julius  E.  Hunewinkel,  730  Gardner  Street,  Chicago, 

in. 

HUNSUCKER.  JAMES  CART.,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted:  Raleigh,  N.  C.,  June  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Fnther,  Jonas  Hunsucker,  Conover,  N.  C. 
HUNT,  CHARLES  DAVID,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  December  11,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  January  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ethel  Hunt,  5612  East  50  S.  E.,  Portland,  Oreg. 
HUNT,  EARL  R.,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  December  6,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4.  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  James  B.  Hunt,  Rose  Hill,  111. 

HUNT.   HAROLD   JAMES,    seaman,   second   class,   United    States   Naval    Reserve 
Force. 

Enlisted :  Newark,  N.  J.,  March  14,  1918. 

Died  :  Receiving  ship  at  Norfolk,  Va.,  August  11,  1918. 

Cause :  Drowned  while  in  bathing. 

Next  of  kin :  Mother,  Julia  Hunt,  184  Seventeenth  Avenue,  Paterson,  N.  J. 
HUNT,  HAYDEN  AI.HKKT,  coppersmith,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  12,  1915. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  February  18,  1918. 

Cause :  -Tuberculosis. 

Next  of  kin  :  Sister.  Elida  Hunt,  McPherson,  Kans. 
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HUNT,  JOHN  WALTER,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  October  18,  1916. 

Died :  U.  S.  A.  C.  T.  Antilles,  October  17,  1917. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  Isaac  Hunt,  R.  2,  box  44,  Mountain  Grove,  Mo. 
HUNT,  STANLEY  DWIGHT,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  October  16,  1917. 

Died:  Newport,  R.  I.,  January  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mary  A.  Hunt,  16  North  Elm  Street,  Wallingford,  Conn. 
HUNTER,  ROBERT  BRUCE,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Georgia  Hunter,  Granger,  Tex. 

HUNTER,  WILLIAM  JAMES,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Nashville,  Teun.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Abram  Hunter,  Winter  Park,  Fla. 
HUNTLEY,  GORDON  LOVELESS,  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  August  29,  1917. 

Died ;  Naval  air  station,  Miami,  Fla.,  October  7,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kiu :  Father,  William  Henry  Huntley,  Yazoo  City,  Miss. 
HURD,  ROBERT  GERRY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Orono,  Me.,  February  26,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  October  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Florence  M.  Hurd,  28  Peter  Street,  Orono,  Me. 
HUBLEY,  JAMES  WILLIAM,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Washington,  D.  C.,  May  15,  1917. 

Died :  Field  hospital,  Santiago,  D.  R.,  August  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Harvey  Hurley,  625  Columbia  Road,  Washington,  D.  C. 
HURST,  MARTIN  SHENK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  3,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Martin  H.  Hurst,  220  Reservoir  Street,  Lancaster,  Pa. 
HURST,  WILLIAM  JOE,  apprentice  seaman.  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  4,  1917. 

Died :  Isolation  hospital,  San  Diego,  Calif.,  June  23,  1917. 

Cause:  Meningitis. 

Next  of  kin:  Mother,  Mary  Hurst,  2429  Franklin  Street,  San  Francisco, 
Calif. 
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HUSBAND,  HAROLD  A.,  quartermaster,  first  class  (A),  United  States  Naval  Ue- 
serve  Force. 

Enlisted :  Newport,  R.  I.,  May  18,  1917. 

Died :  Submarine  chaser  825,  August  12,  1918. 

Cause:  Fell  overboard. 

Next  of  kin:  Father,  Arthur  J.  Husband,  922  Rose  Building,  Clev.«l;mil, 

Ohio. 

HUSON,  FRANK  THOMAS,  yeoman,  third  class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  June  3,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin:  Mother,  Amelia  C.  Huson,  1611  Tenth  Street,  Walbrook,  Md 
HUSTED,  CLAUDE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Detroit,  Mich.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mabel  Husted,  West  Branch,  Mich. 
HUTCHESON,  ROY  ALVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  3,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  December  7,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Hutcheson,  Mountain  Home,  Ark. 
HUTCHINSON,  FBI/TON  EUGENE,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  26,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  1,  1918. 

Cause:  Cerebrospiual  fever. 

Next  of  kin :  Father,  W.  C.  Hutchinson,  R.  F.  D.  "  D,"  Cordele,  Ga. 
HUTCHISON,  JOSEPH  FRANKLIN,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  2,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Mary  Hutchison,  R.  R.  1,  Bo'x  100,  Anderson,  Mo. 
HUTSON,  CH AISLES  ROBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  March  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  10,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Gallic  Hutson,  Treat,  Ark. 

HUTTON,  CHARLES  PURDY,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  May  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Hutton,  Green  River,  Wyo. 
HUYCK,  OLIVER  SMITH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  17,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Thomas  Huyck,  Jasper,  Minn. 
HYDE,  FRED  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  W.  Hyde,  Yale,  Mich. 
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HYDE,  GUY  CHESTEB,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  August  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  15,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Alta  Hyde,  11  Eagle  Street,  Scotia,  N.  Y. 
HYDE,  SAMUEL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  October  1,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26.  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Eli  Hyde,  R.  R.  3,  Brookville,  Ind. 

HYDE,  THEODORE  ALONZO,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  May  2,  1918. 

Died :  Newport,  R.  I.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Carrie  Hyde,  108  Alden  Street,  Springfield,  Mass. 
HYDON,  ROBERT  JAMES,  electrician,  second  class  (G).  United  States  Naval  Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  May  16,  1918. 

Died :  Bellevue  Hospital,  New  York,  N.  Y.,  September  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Robert  P.  Hydon,  Skaneateles,  N.  Y. 
HYMAN,  FRANK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  6,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Guardian,  Louise  Moody,  Lakeview  Hotel,  Leesburg,  Fla. 
HYNAN,  FRANCIS  PATRICK  JOSEPH,  yeoman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  17.  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  Hynan.  611  Second  Street  Northeast,  Minne- 
apolis, Minn. 
HYBE,  HAROLD  GUSTAVE,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  October  22,  1915. 

Died :  U.  S.  S.  Nevada,  October  21,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  M.  Easterlin,  R.  F.  D.  11,  Columbia  City,  Ind. 
IDE.  LEO  BERTRAND,  landsman  for  machinists  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Adellia  J.  Ide,  6531  Evans  Avenue,  Chicago,  111. 
IHLO,  HENRY  HERBERT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  23,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  27, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Dora  IhlOj  551  Bronx  River  Road,  Yonkers,  N.  Y. 
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G,  LESTER  HERMAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oshkosh,  Wis.,  June  29,  1917. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  February  24, 1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin:  Father,  Edward  W.   Ihrig,  72  West  Irving  Street,  Oshkosh, 

Wis. 
INDREHUS,  EDWIN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Meningitis  cerebrospinal. 

Next  of  kin :  Mother,  Keran  Indrehus,  Foley,  Minn. 
INOHAM,  WILLIAM  SAMUEL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  11,  1917. 

Cause :  Measles. 

Next  of  kin :  Mother,  Rose  Ingham,  R.  F.  D.  29,  Urich,  Mo. 
INGLIS,  JOHN  WILLIAM,  machinist's  mate,  second  class,  United  States  Naval  lie- 
serve  Force. 

Enlisted :  Albany,  N.  Y.,  May  17,  1918. 

Died  :  At  home,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Agnes  Cary  Inglis,  163  Fifth  Avenue,  North  Troy, 

N.  Y. 
INGMAN,  JOHN  WALTEB,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  6,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  W.  Ingman,  26  Elizabeth  Street,  Port  Chester, 

N.  Y. 
INOBAM,  OSMOND  KELLY,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  7,  1917. 

Died :  U.  S.  S.  Cassin,  October  15,  1917. 

Cause:  Drowned  when  vessal  was  sunk  by  enemy  submarine. 

Next  of  kin :  Mother,  Bettie  Ingram,  504  Third  Street,  Pratt  City,  Ala. 
INGRAM,  PAUL  SPENCE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  9,  1917. 

Died :  U.  S.  S.  Mercy,  April  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Spence  Ingram,  Louisville,  Nebr. 

INHOFE,   EVERETT  CARL,   seaman,  second   class,   United   States   Naval    Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  April  26,  1918. 

Died :  Naval  hospital,  Chelsea.  Mass.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  S.  J.  Inhofe,  Lorimor,  Iowa. 

INMAN,  LLOYD  CARLTON,  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  June  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Elizabeth  M.   Inman.   85  Holman   Street,   Attleboro, 
Mass. 
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ISAKSON,  LEONABD  RUDOLPH,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  June  30,  1915. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  May  24,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Father.  Charles  R.   Isakson,  59  Walnut  Street,  Waltham, 

Mass. 

ISBELL,  WILLIAM  HILLAEY,  electrician,  second  class,  United  States  Naval   He- 
serve  Force. 

Enlisted :  Eugene,  Oreg.,  April  6,  1917. 

Died :  Puget  Sound,  Wash.,  July  14,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Brother,  Claude  Isbell,  Bozeuian,  Mont. 
ISBISTEB,  JOHN,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  8,  1917. 

Cause:  Meningitis. 

Next  of  kin :  Father,  John   Isbister,  sr.,  49  Monroe  Avenue,  Larchmont, 

N.  Y. 
ISHUM,  ELMER  CLARK,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  September  18,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Explosion  on  board  ship. 

Next  of  kin:  Father.  Joel  Ishum,  1606  West  Walnut  Street,  Washington, 

Ind. 
IVEBSON,  CHESTER  MALVIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  July  23, 1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  D.  Iverson,  723  Thomas  Street,  Seattle,  Wash. 
TVEBSON,  MELVIN  CLIFFORD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  25,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  28,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Seber  G.  Iverson,  Manly,  Iowa. 
JACK,  SYDNEY  FRANCIS,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  19,  1917. 

Died :  Willard  Parker  hospital,  New  York,  September  27,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  Francis  M.  Jack,  27  Pilling  Street,  Brooklyn,  N.  Y. 
JACKAN,  LUCAS  FRANK,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Milwaukee,  Wis.,  May  15,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  September  19.  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Michael  Jackan,  Nekoosa,  Wis. 
JACKSON,  ALLEN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  14,  1917. 

Died :  U.  S.  S.  Arethusa,  October  31,  1917. 

Cause:  Injuries. 

Next  of  kin :  Rebecca  Jackson,  R.  F.  D.  2,  Ardmore,  Tenn. 
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JACKSON,  ALVIN  WESLEY,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  June  22,  1915. 

Died :  Naval  station,  Guantanamo  Bay,  Cuba,  October  1,  1917. 

Cause:  Acute  intestinal  obstruction. 

Next  of  kin :  Father,  A.  W.  Jackson,  R.  F.  D.  2,  Piedmont,  Ohio. 
JACKSON,  CECIL  EABL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Norfolk,  Va.,  May  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Jackson,  410  County  Street,  Portsmouth,  Va. 
JACKSON,  HOWAKD  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  8,  1918. 

Died :  U.  S.  S.  Ohio,  September  1,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Benjamin  H.  Jackson,  Star  Route,  Eldon,  Mo. 
JACKSON,  HUGH  WALTON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Hugh  Alton  Jackson,  Clarksville,  Tex. 
JACKSON,  JOSEPH,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  April  9,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Harris  Jackson,  1562  Hoe  Avenue,  New  York,  N.  Y. 
JACKSON,  MEBYLE  EDWAKD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  July  13,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  August  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Samuel  F.  Jackson,  Eldorado  Springs,  Mo. 
JACKSON,  MILTON  EARL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  21,  191G. 

Died:  Naval  hospital,  Norfolk,  Va.,  June  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Edward  Jackson,  69  Central  Avenue,  Caldwell,  N.  J. 
JACKSON,  ROY,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  August  10,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mollie  Jackson,  Sharon,  Okla. 
JACKSON,  WILLIAM  HENDERSON,  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  25,  1916. 

Died:  Naval  hospital,  Portsmouth.  N.  H.,  July  20,  1918. 

Cause:  Pleurisy. 

Next  of  kin:  Mother,  Malinda   Jackson,   1411  Marian   Street,   Knoxville, 

Tenn. 
JACOB,  AETHUB  CALLAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  13,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  Jacob,  1009  East  Fifth  Street,  Brooklyn,  N.  Y. 
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JACOBI,  STANLEY  ALAN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  October  8,  1918. 
Died:  Oakland,  Calif.,  October  31,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Selma  A.  Jacobi,  3641  Jackson   Street,  San  Fran- 
cisco, Calif. 

JACOBS,  AuTHttR  MARTIN,  fireman,  second  class,  United  States  Navy. 
Enlisted:  San  Diego,  Calif.,  December  4,  1914. 
Died :  Naval  hospital,  Canacao,  P.  I.,  August  1,  1917. 
Cause:  Injured  in  a  gasoline  explosion. 
Next  of  kin :  Mother,  Emma  S.  Jacobs,  Rigby,  Idaho. 
JACOBS,  GAIL  MAIDEN,  ship's  cook,  third  class,  United  States  Navy. 
Enlisted:  Indianapolis,   Ind.,  April  12,  1917. 
Died:  Naval  hospital.  Chelsea,  Mass.,  June  3,  1918. 
Cause:  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  Murphy,  Jeffersonville,  Ind. 
JACOBS,  GEOBGE  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  San  Francisco,  Calif.,  April  12,  1918. 
Died:  Navy  yard,  Mare  Island,  Calif.,  October  27,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Jacobs,  Geyserville,  Calif. 
.TACOBSEN,  CHRISTEN,  ship's  cook,  fourth  class.   United   States  Naval  Reserve 

Force. 

Enlisted :  Newark,  N.  J.,  May  10,  1918. 
Died:  At  home,  October  16,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Petra  Jacobsen,  Baldwin  Avenue,  Weehawken,  N.  J. 
JAEGLE,  WILLIAM  C.,   Jr.,   chief  machinist's  mate    (A),   United   States  Naval 

Reserve  Force. 

Enlisted :  Newport,  R.  I.,  April  7,  1917. 
Died :  New  York,  N.  Y.,  August  24,  1918. 
Cause:  Drowned. 
Next  of  kin:  Father,  W.  C.  Jaegle,  1985  Southern  Boulevard,  New  York, 

N.  Y. 

JAFFEE,  EDWARD  STANLEY,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Chicago,  111.,  April  23,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  June  7,  1917. 
Cause:  Tuberculosis. 

Next  of  kin:  Brother,  Herman  R.  Jaffee,  1514  South  Central  Park,  Chi- 
cago, 111. 

JAKITIS,  JOHN  ANDREW,  water  tender,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  1,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  July  24,  1918. 
Cause:  Septicemia. 

Next  of  kin :  Father,  Peter  Jakitis,  419$  Parson  Street,  Pittsburgh,  Pa. 
JALAS,  ALMEB  MILSON,  apprentice  seaman,  United  States  Naval  Reserve  Force 
Enlisted :  Cleveland,  Ohio,  July  6,  1918. 

Died:  St.  Mary's  Hospital,  Milwaukee,  Wis.,  September  23,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Minnie  Jalas,  3921  Henritze  Avenue,  Cleveland,  Ohio. 
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JAMES,  OLIVER  EUGENE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  7,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Laura  E.  James,  Paynesville,  Minn. 
JAMISON,  ROLAND  RAY,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  20,  1915.     . 

Died :  In  France,  October  7,  1918. 

Cause:  Result  of  wounds  received  in  action. 

Next  of  kin :  Father,  Edward  W.  Jamison,  R.  F.  D.  1,  Hermitage,  Mo. 
JANES,  JOHN  PRESTON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  December  13,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  Janes,  Vera,  111. 
JANITZ,  ANDREW,  coxswain,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  5,  1915. 

Died :  Receiving  ship  at  New  York,  August  6,  1917. 

Cause:  Drowned. 

Next  of  kin :  Aunt,  Mrs.  Gertrude  Schmidt,  100  Highland  Street,  Paterson, 

N.  J. 

JANKOWSKI,  MIKE  JOSEPH,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  21,  1918. 

Died:  Owosso,  Mich.,  October  13,  1918. 

Cause:  Intracranial  injuries  received  in  football  game. 

Next  of  kin :  Mother,  Anna  Jankowski,  1417  Lynn  Street,  Owosso,  Mich. 
JANVRIN,  RALPH  Exos,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  May  24,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111..  July  27,  1917. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  William  H.  Janvrin,  Warrenburg,  111. 
JAQUET,  WALTER  Lours,  landsman  for  electrician    (R),  United   States  Naval 
Reserve  Force. 

Enlisted :  New  Orleans,  La.,  April  5,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,.  August  26,  1918. 

Cause :  Acute  endocarditis. 

Next  of  kin:   Mother,   Emma    L.   Jaquet.   139  South   Scott   Street,   New 

Orleans,  La. 
JABVIS,  EUGENE,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  J.  C.  Carlson,  Southampton  Avenue,  Norfolk,  Va. 
JARVIS,  ORES  SERENO,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  June  13,  1918. 

Died :  Mountainside  Hospital,  Montclair,  N.  J.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rosa  T.  Jarvis,  R.  R.  6,  Bloomfield,  Iowa. 
JASKOLSKI,  FRANCIS  JOHN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  February  12,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  Vincent  Jaskolski,  1931  Fleet  Street,  Baltimore,  Md. 
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J ASPERSE,  PETER  LEON,  seaman,  second  class,  United  States  Naval  Reserve  Konv. 

Enlisted :  Indianapolis,  Ind.,  May  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Jasperse,  R.  R.  1,  Ada,  Mich. 
JAY,  ROSE  HENRY,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  May  20,  1918. 

Died :  Navy  training  camp,  Mare  Island,  Calif.,  October  31,  1918. 

Cause : Influenza. 

Next  of  kin:  Father,  Joseph  P.  Jay,  Nebraska  Citj,  Nebr. 
JEDREY,  ALFRED  ANTHONY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  29,  1917. 

Died :  At  home,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Everett  Jedrey,   125  East  Main  Street,  East  Glou- 
cester, Mass. 

JEFFERSON,  ARTHUR  THOMAS,  ship's  cook,  second  class,  United   States   Navnl 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  22,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Friend,  Mrs.  Denis  Taylor,  536  West  Union  Street,  Jackson- 
ville, Fla. 

JEFFERY,  WINIFRED  CALL,  yeoman  (F.),  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Portsmouth,  N.  H.,  September  7,  1917. 

Died :  Portsmouth,  N.  H.,  February  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Husband,  Ralph  M.  Jeffery,  307  Essex  Avenue,  Gloucester, 

Mass. 
JEKEL,  HARRY  LEWIS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  13,  1917. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father.  William  F.  Jekel,  719  South  Seventeenth  Street,  Louis- 
ville. Ky. 
JEKEN,  JOHN  FRED,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  July  14,  1917. 

Died :  Naval  station,  Ponta  Delgado,  Azores,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Ada  Jeken.  546  Fourteenth  Street.  San  Bernardino. 

Calif. 
JELLIFFE,  SAMUEL  DAVID,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  191&. 

Cause : Influenza. 

Next  of  kin :  Father,  William  Jelliffe,  Mineral  Point,  Wis. 

JENKINS,  CARSON  GILLESPIE,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Columbia,  S.  C.,  May  11,  1918. 

Died :  Section  base,  Wilmington,  N.  C.,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother.  Rose  Jenkins,  12  Warren  Street,  Sumter.  S.  C. 
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JKNKINS,  EAKI,  CHESTEK,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  December  12,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ella  M.  Cox,  Anacortes,  Wash. 
JKNKINS,  EDEN  BUEL,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Denver,  Colo.,  December  14,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  26,  1918. 
Cause : Influenza. 

Next  of  kin  :  Father,  Myron  N.  Jenkins,  535  First  Avenue,  Boulder,  Colo. 
.IK.MUNS,  HAT,LIE  GUINN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Nashville,  Tenn.,  July  30,  1918. 
Died :  Los  Angeles,  Calif.,  October  12,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Mildred  H.  Jenkins,  Ripley,  Tenn. 
JKNKINS,  JOHN  A.,  apprentice  seaman,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  14,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31, 1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed  and  sunk. 
Next  of  kin :  Mother,  Mrs.  Augusta  Jenkins,  Eugene,  Mo. 
JKN-KINS,  JOHN  WILLIAM  HAUBTSON.  chief  yeoman,  United  States  Naval  Reserve 

Force. 

Enlsted:  Baltimore,  Md.,  April  10,  1918. 
Died:  Section  ba:  e  No.  1,  Baltimore,  Md.,  October  27,  1918. 
Cause:  Pneumonia : 

Next  of  kin:  Father,  George  M.   Jenkins,  6106  Webster  Street,  Philadel- 
phia, Pa. 
JKNKINS,  JOSEPH  MORTON,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted:  Boston,  Mass.,  December  12,  1917. 
Died :  Naval  air  station,  Pensacola,  Fla.,  October  19,  1918. 
Cause:  Pneumonia,  lobar. 
Next   of  kin:  Mother,   Mrs.   Hannu    B.    Jenkins,    Jericho   Road,    Seituate. 

Mass. 

JKNNIN<;H,  ELUKN  DAVIS,  apprentice  seaman,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  November  24,  1917. 
Died:  Naval  hospital,  San  Francisco,  Calif.,  January  13,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother.  Myrtle  Jemiiugs,  Forest,  Wash. 
JENNINGS,  HENRY  WILLIAM,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  December  3,  1917. 
Died:  Naval  station,  Groat  Lakes.  111.,  February  6,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Lillie  Smith,  Eureka,  111. 
JENNINGS,   HOMEK   ESTIN,   fireman,  third  class,  United   States  Naval    Reserve 

Force. 

Enlisted:  Louisville,  Ky.,  July  9,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Lula  McMean  Jennings,  Crayue,  Ky. 
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JKNNINGS,  IRVING  KVKKKTT,  son  man.  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Section  base  No.  6,  December  31.  1917. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  February  12.  1918. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin:  Mother,  Ida  F.  Jennings,  Sea  Cliff,  Long  Island,  N.  ¥. 
.IKNSKN,  OSCAB  ARTHUR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  August  7,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next   of   kin :  Father,    Ole    Jensen,    73T>   North    Tenth    Street,    Manitowoc, 

Wis. 
.IKNSEN,  .REUBEN    N.    !>..    tireniau,    third   class,   United    States   Naval    Reserve 

Force. 

Enlisted:  Des  Moiues,  Iowa,  June  14,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Anna  Jensen,  R.  1,  Minden,  Nebr. 

JENSEN,  THEODOKK  CEDOR,  landsman  for  electrician   ((I),  United  States  Naval 
Reserve  Force. 

Knlisted:  Omaha,  Nebr.,  July  18,  1918. 

Died:  Naval  hospital.  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Jensen,  Guckeen,  Minn. 
JEPSON,  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y..  May  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  T.  Jepsou,  Siloam  Springs,  Ark. 
.JESSUP,  AL  BLAND,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  19,  1917. 

Died :  U.  S.  S.  Solace,  June  17,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Mollie  W.  Jessup,  G.  D.,  Mount  Pleasant,  Tex. 
JETT,  HUGH  AXPHUS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14.  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Charles  S.  Jett,  Brooksville,  Ky. 
JETT,  JAMES  WILLIAM,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Richmond,  Va.,  April  24,  1918. 

Died:  Naval  training  station.  Hampton  Roads,  Va.,  September  1,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  James  T.  Jett,  Willis,  Va. 
JEWKES,  IVAN  RICHARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  January  19,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  2,  1917. 

Cause:  Tuberculosis,  meningitis. 

Next  of  kin :  Father,  Samuel  R.  Jewkes,  Sunnyside,  Utah. 
JOBES,  ERNEST  EVERETT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  November  12,  1917. 

Died :  Steamship  Florence  H,  April  17,  1918. 

Cause :  Killed  in  an  explosion  on  board  ship. 

Next  of  kin:  Father,  Louis  A.  .Tones,  116  Castner  Avenue.  Donora,  Pa. 
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JOHN,  JAMES  EOUAK,  seaman,  second  class,  Uiiltod  States  Nav>. 
Enlisted  :  Salt  Lake  City,  Utah,  April  6,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  J.  E.  John,  Alalad,  Idaho. 
JOHNIGION,  KRIKER  MICHAEL,  moss  attendant,  third  d;iss.  I'nited  states  Naval 

Reserve  Force. 

Enlisted :  Boston,  Mass.,  August  7,  1918. 
Died:  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Uncle,  Setrak  Tekmejian,  146  Hillside  Street,  Roxbury.  Mass 
JOHNS,  CLEY  LEVERN,  ship's  cook,  fourth  class,  United  Stales  Navy. 
Enlisted :  Elmira,  N.  Y.,  June  29,  1917. 
Died :  Base  No.  2,  June  27,  1918. 
Cause:  Scarlet  fever. 

Next  of  kin :  Horace  Johns,  R.  F.  D.  1,  Mainesburg,  Pa. 
JOHN  SEN1,  RICHARD,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Ishpeming,  Mich.,  December  1.  1917. 
Died :  Naval  station,  Great  Lakes,  111..  December  29,  1917. 
Cause:  Cerebrospinal  fever. 
Next  of  kin :  Father,  John  C.  Johnson,  433  East  High  Street,  Ishpemiug, 

Mich. 
JOHNSON.  ADOM-H  THKODOKK.  apprentice  seaman.  United  States  Naval   Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  July  24.  1918. 
Died :  Naval  hospital.  Great  Lakes,  111.,  September  29,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Katherine  Johnson,  2UO  Sixth  Avenue,  Seattle.  Wash. 
JOHNSON,  ALBERT  L.,  oiler.  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  June  4,  1917. 
Died:  U.  S.  S.  Manlci/,  March  19,  1918. 
Cause :  Killed  in  an  explosion  011  board  ship. 

Next  of  kin :  Mother,  Hilda  Johnson,  5  Raymond  Street,  Worcester,  Muss. 
JOHNSON,  ALBERT  RAY.  hospital  apprentice,  first  class.  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  May  26,  1917. 
Died:  U.  S.  S.  Mercy,  April  15,  ]{)1S. 
( 'a use  :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Jennie  Johnson.  Redmond,  Oreg. 

JOHNSON,  ALFRED  JOHN,  electrician,  third  class   (R).  United  States  Naval  Re- 
serve Force. 

Kniisted:  New  York,  N.  Y.,  September  4,  1917. 
Died:  Submarine  chaser  Yo.  ',.<?.  August  17.  1918. 
Cause:  Drowned. 

Next  of  kin:  Mother,  1  >ella  Johnson,  1199  Third  Avenue,  New  York,  N.  Y. 
JOHNSON,  ANTON  FREDERICK,  seaman,  United  States  Naval  Reserve  Force. 
Kniisted:  Mare  Island,  Calif.,  April  18,  1917. 
Died:  Naval  hospital,  Portsmouth,  N.  H..  March  -J4.  11)18. 
Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mrs.  William  Frash,  I4;">t>£  Broadway,  San  Diego,  Calif. 
JOHNSON,  ARTHUR  ALHERJ,  gunner's  mate,  second  class.  United  States  Navy. 
Enlisted :  Chicago,  111..  November  27,  1914. 
Died :  U.  S.  S.  Wordcti.  May  28,  1917. 
Cause:  Drowned. 
Next  of  kin:  Brother,  Walter  Erickson.  P.  o.  Box   No.   1,   Richvale.  <'alif 
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JOHNSON,  ABTHUB  EDWABU,  seaman,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  30,  1917. 

Died :  Steamship  Tyler,  May  2.  1918. 

Cause :  Drowned. 

Next  of  kin:  Friend,  Louis  Salois,  498  Bernioii  Street,  Woousocket,  K.  I. 
JOHNSON,  ABTHUB  EDWIN,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  San  Francisco,  Calif.,  November  9,  1917. 

Died :  Panama  Canal  Hospital,  Colon,  Panama,  November  3,  1918. 

Cause:  Estivo  atunnal  malaria. 

Next  of  kin:  Mother,  Hannah  Johnson,  223  East  Third  Street,  Watson- 

ville,  Calif. 
JOHNSON,  ABTHUB  JAMES,  seaman,   United   States  Navy. 

Enlisted:    Philadelphia,   Pa.,   April   20,   1918. 

Died :  Naval  station,  Mare  Island.  Calif.,  October  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mrs.  Amy  Johnson  (mother)  Wilmer,  Tex. 
JOHNSON,  ABTHUB  MABTIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :   Minneapolis,   Minn.,   December  12,   1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  14,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Minnie  Johnson,  Tescott,  Kans. 

JOHNSON,  ABTHUB  WILHKLM,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Newport,  R.  I.,  December  5,  1917. 

Died:  Receiving  ship  at  Philadelphia,  September  19,  1918. 

Cause :   Pneumonia,   broncho. 

Next  of  kin :  Father,  Carl  J.  Johnson,  17  Avenue  B,  Riverside,  R.  I. 
JOHNSON,  ABTHUB  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve 
•  Force. 

Enlisted:  Peoria,  111.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  M.  Johnson,  Clayton,  111. 
JOHNSON,  CARL  FBANK,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  December  13,  1917. 

Died:  U.  S.  S.  Leviathan,  April  18,  1918. 

Cause :   Pneumonia,   lobar. 

Next  of  kin:   Mother,  Margaret  E.  Johnson,  35  Telegraph  Street,  Bing- 

hamton,  N.  Y. 
JOHNSON,  CABL  LUDWIG,  nreman,  third  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  4,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Caroline  Johnson,  Christiania,  Norway. 
JOHNSON,  CHABLES  CEYBIL,  seaman,  United  States  Navy. 

Enlisted:   Cincinnati,  Ohio,  June  27,  1917. 

Died :  Naval  hospital,  Annapolis,  Md.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Katherine  Johnson,  Lainpton  Street,  Louisville,  Ky. 
J9HNSON,  CHABLES  HOWABD,  apprentice  seaman.  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  June  30,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  October  7,  1917. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  James  B.  Johnson  R.  F.  D.  1.  Winnfield,  La. 

174483—20 26 
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JOHNSON,  DAVID  WILLIAM,  coxswain,  United  States  Navy. 

Enlisted:  Worcester,  Mass.,  March  27,  1916. 

Died:  U.  S.  A.  C.  T.  Montanan,  August  16,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  Francis  A.  Johnson,  13  Louise  Street,  Worcester. 

Mass. 

JOHNSON,   DEBASTUS   CLIFTON,   landsman   for  electrician    (R),   United   States 
Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  March  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Herbert  Johnson,  box  157,  Poynette,  Wls. 
JOHNSON,  DOCK,  cabin  cook,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  24,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Wife,  Loreana  Johnson,  835  North  Watt  Street,  Philadelphia. 

Pa. 
JOHNSON,  EARL  T.,  coxswain,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  January  5,  1918. 

Died :  U.  S.  S.  Comfort,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  M.  Johnson,  Rippey,  Iowa. 
JOHNSON,  EDWIN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  May  31,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Johnson,  Port  Allegany,  Pa. 
JOHNSON,  ELRRETH  POPE,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Richmond,  Va.,  September  25, 1915. 

Died :  U.  S.  A.  C.  T.  Buena  Ventura,  June  25, 1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Kelly  Johnson,  R.  F.  D.  1,  Barnesville,  N.  C. 
JOHNSON,  ERNEST  ROBERT,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  January  19,  1914. 

Died :  U.  S.  S.  Rhode  Island,  July  2,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Zachariah  T.  Johnson,  Burrville,  Tenn. 
JOHNSON,  FRANCIS  GREY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  June  27,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  May  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Ella  Johnson,  Keego  Harbor,  Mich. 
JOHNSON,  GEOBOE  JOE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C.,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  22,  1918. 

Cause:  Pericarditis. 

Next  of  kin :  Mother,  Emely  Johnson,  Tarboro,  N.  O. 
JOHNSON,  GRANT  LEE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Puget  Sound,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  30,  1918. 

Cause :  Pleurisy,  suppuratlve. 

Next  of  kin:   Father,  Charles  B.   Johnson,  597  Linn  Avenue,   Portland, 
Oreg. 
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JOHNSON,  GRXJNDY  BEDNEY,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  June  14,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Sydney  Johnson,  R.  F.  D.  1,  box  8,  Decatur,  Tenn. 
JOHNSON,  GUY  WILLIAM,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  Williamsport,  Pa.,  April  17,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  20,  1918. 

Cause:  Tuberculosis  of  kidney. 

Next  of  kin :  Brother,  Hugh  K.  Johnson,  118  Spruce  Street,  Jersey  Shore, 

Pa. 

JOHNSON,  HABBY  MCKINLEY,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  May  18,  1917. 

Died :  Naval  station,  Mare  Island,  Calif.,  April  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Isaac  A.  Johnson,  Diamond  Springs,  Calif. 
JOHNSON,  HUBEBT  ALFBED,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  December  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Wife,  Margaretta  M.  Johnson,  1916  L  Street  NW.,  Washington. 

D.  C. 
JOHNSON,  IVEB,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  May  28,  1918. 

Died :  Navay  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alma  Johnson,  18  County  Road,  Barrington,  R.  I. 
JOHNSON,  JOHN  OSCAB,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  April  19,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918, 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  C.  Johnson,  265  Zeralda  Street,  Philadelphia, 

Pa. 
JOHNSON,  JOSEPH  SAMUEL,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  May  2,  1917. 

Died :  France,  October  4,  1918. 

Cause:  Killed  in  action. 

Next  of  kin:  Father,  Samuel  Johnson,  319  South  Park  Street,  Elizabeth, 

N.  J. 
JOHNSON,  LEE  ALLEN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  29,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mrs.  Effie  Wagster,  R.  F.  D.  3,  Newport,  Ark. 
JOHNSON,  LESLIE  EUGENE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  28,  1917. 

Died :  U.  S.  S.  Huntington,  May  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Jessie  Johnson,  Hamilton  City,  Calif. 
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JOHNSON,  MARTIN  SANDS,  electrician,  third  class  (G).  United  States  Naval  lie- 
serve  Force. 

Enlisted :  Denver,  Colo.,  April  24,  1918. 

Died:. Receiving  ship  at  Mare  Island,  Calif.,  October  20,  1918. 

Cause :    Influenza. 

Next  of  kin:  Mother,  Mary  Johnson,. 222  Eighth  Street,  Rawlins,  Wyo. 
JOHNSON,  OLAF  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Providence,  R.  I.,  November  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Johnson,  8  Pease  Street,  Fairhaven,  Mass. 
JOHNSON,  PRINCE  ALGERNON,  mess  attendant,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Norfolk,  Va.,  December  6,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Emma  J.  Johnson,  Franklin,  Va. 
JOHNSON,  ROBERT  BRYAN,  chief  machinist's  mate  (A),  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  31,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa..  September  23,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin :  Father,  Robert  H.  Johnson,  Princeton,  Tex. 
JOHNSON,  TANNER  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Gust  W.  Johnson,  1417  Eleventh  Avenue,  Rockford,  III. 
JOHNSON,  THEODORE  BKRNHARDT.  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Milwaukee,  Wis.,  June  20,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  2,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  May  M.  Johnson,  box  131,  New  Auburn,  Wls. 
JOHNSON,  THOMAS  LINCOLN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  April  12,  1917. 

Died:  U.  S.  S.  Hwntington,  July  17,  1917. 

Cause :   Pneumonia. 

Next  of  kin :  Mother,  Emma  Johnson,  315  West  Fifth  Street,  Pueblo,  Colo. 
JOHNSON,  THOMAS  OTTO,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  15,  1917. 

Died :  U.  S.  S.  Solace,  May  6,  1917. 

Cause:   Cerebrospinal  fever. 

Next  of  kin :  Father,  Scott  Johnson,  Gait,  Mo. 
JOHNSON,  WILLIAM,  painter,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  May  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Anna  C.  Johnson,  513  Main  Street,  Evanston,  111. 
JOHNSON,  WILLIAM  JENNINGS,  electrician,  second  class  (R).  United  States  Navy. 

Enlisted:  Minneapolis.  Minn.,  November  30,  1917. 

Died :  Naval  air  station,  Cape  May,  N.  J.,  October  8,  1918. 

Cause :  Lost  at  sea  from  aeroplane  A-1210. 

Next  of  kin :  Mother.  Hannah  Johnson.  Grafton.  N.  Dak. 
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JOHNSTON,  CLAUDE  RAYMOND,  quartermaster,  second  class   (A).  United  States 
Navy. 

Enlisted :  Syracuse,  N.  Y.,  January  26,  1918. 

Died :  Naval  air  station,  Killingholme,  England,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Ulysses  S.  Johnston,  7  Pleasant  Street,  Oneida,  N.  Y. 
JOHNSTON,  EUGENE  ALLEN,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  March  31,  1917. 

Died:  U.  S.  S.  Lake  Moor,  April  11,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Annette  Johnston,  80  Boyd  Avenue,  Jersey  City,  N.  J. 
JOHNSTON,  EUBY  ALVIN.   landsman  for  electrician    (R).  United   States  Naval 
Reserve  Force. 

Enlisted:  Louisville,  Ky.,  May  28,  1918. 

Died :  Naval  air  station.  Eastleigh,  England,  October  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  W.  Johnston,  310  East  Sixth  Street,  Metrop- 
olis, 111. 
JOHNSTON,  FRANK  LEWIS,  ship's  cook,  tirst  class,  United  States  Navy. 

Enlisted:  Guantanamo  Bay,  Cuba,  February  2.  1915. 

Died :  U.  S.  S.  Solace,  September  26.  1918. 

Cause :  Pneumonia,  broncho. 

Next   of   kin:  Mother.   Georgia   D.   Johnston,    10  Chester   Street.    Maiden. 

Mass. 

JOHNSTON,  GEOKUK  ANDERSON,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  June  4,  1918. 

Died :  Naval  hospital.  Norfolk,  Va.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  George  A.  Johnston,  sr.,  Clayton,  Ala. 
JOHNSTON,  JOHN  WESLEY,  seaman,  second  class.  United  States  Navy. 

Enlisted :  Houston,  Tex.,  July  3,  1917. 

Died:  TJ.  S.  S.  Tc.ras.  January  15.  1918. 

Cause :  Drowned. 

Next  of  kin  :  Father,  J.  E.  Johnston.  R.  F.  D.  1,  Stockdale,  Tex. 
JOHNSTON.    Lons    BERT,    apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Enlisted  :  Detroit.  Mich.,  July  30,  1918. 

Died :  Naval  hospital,  Great  Lakes.  Til.,  September  20.  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother.  Jennie   K.  Johnston.  129*  North  Street,  Kalanmzoo. 

Mich. 

JOHNSTON,  REGINALD  JOSEPH,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  December  3,  1917. 

Died :  Naval  hospital,  Fort  Lyou,  Colo.,  October  30,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Wife,  Louise  Johnston,  720  Chauncey  Street,  Brooklyn,  N.  Y. 
JOHNSTON,  ROBERT  LESLIE,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  March  16,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  August  6,  1918. 

Cause:  Compression  of  spinal  cprd. 

Next  of  kin  :  Father,  John  Johnston.  Gillespie.  111. 
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JOHNSTON,  WORTHINGTON  HENHY,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Orleans,  La.,  February  6,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  W.  W.  Johnston,  239  North  Anthony  Street,   New 

Orleans,  La. 
JOHNSYN,  HENBY  ANTHONY,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  September  16,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  January  8,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Father,  Joseph  Johnsyn,  11  Bellflower  Street,   Dorchester 

Mass. 
JOLLEY,  ROY  HERBERT,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  17,  1917. 

Died :  U.  S.  S.  Housatonic,  May  27,  1918. 

Cause:  Killed  by  accident. 

Next  of  kin :  Sister,  Florence  Crawford,  Watermill,  Long  Island,  N.  Y. 
JONASSON,  EDGAR  HARRY,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8, 1918. 

Cause:  Spinal  fever. 

Next  of  kin:  Father,  Joseph  Jonasson,  15  West  Fifty-fifth   Street,  New 

York,  N.  Y. 
JONES,  ANDREW  DUGLAS,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  November  24,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  John  Jones,  Harrison,  Ark. 
JONES,  BEVERLY  FRANKLIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Sarah  E.  Jones,  129  East  North  Avenue,  Baltimore,  Md. 
JONES,  CHABLES  CLAYTON,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  February  1,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 
Next  of  kin  :  Mother,  Eleanor  Jones,  40  South  Main  Street,  Salt  Lake  City. 

Utah. 
JONES,  CLARENCE  ELLIS,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  February  28,  1917. 

Died :  U.  S.  S.  Paulding,  April  19,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  A.  F.  Jones,  Box  286-B,  Atlanta,  Ga. 
JONES,  CLARENCE  LESLIE,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  7,  1916. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Aura  F.  Jones,  Central  Street,  Bucksport  Me. 
JONES,  EARL  EDGAR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Raleigh,  N.  C.,  July  17,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Cleon  E.  Jones,  Snow  Hill,  N.  C. 
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JONES,  EARL  LEON,  coxswain,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  May  20,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Brother,  John  Paul  Jones,  Aeril,  Wash. 

JONES,  EDWABD  CHARLES,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee,  Wte.,  July  35,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Belle  Ross,  post-office  box  93,  Ingram,  Wis. 
JONES,  FRANCIS  DONALD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  29,  1918. 

Cause :  Bronch-pneumonia. 

Next  of  kin  :  Father,  Able  Jones,  Delhi,  N.  Y. 

JONES,   FREDERICK  HEWLETT,   ship's   cook,   fourth   class,   United    States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  Jones,  Katonah,  N.  Y. 

JONES,  GILBERT  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Thomas  M.  Jones,  90  Burt  Street,  Columbus,  Ohio. 
JONES,  HARRY  Ross,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Jones,  828  Randolph  Street,  Waterloo,  Iowa. 
JONES,  HENRY  DAVIS,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  Orleans,  La.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  C.  C.  Jones,  Watson,  La. 
JONES,  HENRY  LESTER,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  9,  1917. 

Died:  Naval  hospital,  Portsmouth,  Va.,  August  19,  1918. 

Cause:  Septicemia. 

•  Next  of  kin :  Father,  Melvin  Jones,  96  Fulton  Street,  Middletown,  N.  Y. 
JONES,  ISAAC  JARRETTE,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  June  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Capt.  Isaac  J.  Jones,  sr.,  United  States  Army  hospital, 
Camp  Merritt,  N.  J. 


408 

JONES,  JOHN  C.,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Indianapolis,  Ind.,  July  10,  1918. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  September  24,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Rosetta  Jones,  Matthews,  Ind. 
JONES,  JOHN  ERNEST,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Meridian,  Miss.,  April  30,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Henry  C.  Jones,  R.  F.  D.  4,  box  56,  Jackson,  Miss. 
JONES,  JOHN  HENRY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  December  14,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Margaret  Jones,  133  South  Everett  Avenue,  Scranton, 

Pa. 
JONES,  JULIUS  ROBERT,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  July  14,  1917. 

Died :  U.  S.  S.  Hanley,  March  19,  1918. 

Cause:  Killed  In  explosion. 

Next  of  kin :  Father,  W.  G.  Jones,  Humble,  Tex. 
JONES,  LUTHER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  New  York,  N.  Y.,  August  24,  1917. 

Died :  U.  S.  S.  Leviathan,  January  26,  1918.  . 

Cause:  Septicemia. 

Next  of  kin :  Father,  Samuel  Jones,  380  South  Wellington  Street,  Memphis, 

Tenn. 

JONES.   ROBERT  WAITER,   .seaman,   second   class,   United   States   Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  8,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  August  22,  1918. 

Cause:  Acute  intestinal  obstruction. 

Next  of  kin :  Father,  Robert  S.  Jones,  R.  F.  D.  3,  box  101,  Hutchinson,  Kans. 
JONES,  ROLLAND  FRANK,  electrician,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  26,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Frederick  Jones,  220  Grand  Avenue  South,  San  Fran- 
cisco, Calif. 
JONES,  ROY  ANGUS,  fireman,  third  class,  I'nited  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  16,  1917. 

Died:  Naval  hospital,  Norfolk,  Va..  January  o,  1918. 

Cause :  Mastoiditis,  acute. 

itfext  of  kin :  Father,  Dr.  W.  A.  Jones,  Hon,  Ark. 
JONES,  RUSSELL  CHARLES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  14,  1917. 

Died :  U.  S. .  S.  Avondale,  September  11,  1918. 

Cause:  Lost  life  while  attempting  to  save  people  from  burning  liotel. 

Next  of  kin :  Father.  Jesse  G.  Jones,  Mercersburg,  Pa. 
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JONES,  THOMAS' CI.KMKNCE.  machinist's  mate,  second  class   (A),  United  States 
Navy. 

Enlisted:  Providence,  R.  I.,  March  22,  1918. 

Died:  Naval  hospital,  Charleston,  S.  C.,  April  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Jones,  514  Pine  Street,  Providence,  R.  I. 
JONES,  TOM   OWEN,   chief  quartermaster    (A),   United   States   Naval    Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  April  1,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  24,  1918. 

Cause :  Killed  in  aviation  accident. 

Next  of  kin :  Mother,  Annie  Owens.  5  Richardson   Place,  New  Hartford, 

N.  Y. 
JONES,  WALTER  C.,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enlisted:  Bangor,  Me.,  May  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  4,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Wife,  Lucy  E.  Jones,  13  Leonard  Street,  Portland,  Me. 
JONES,  WARREN  EDWARD,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  July  15,  1918. 

Died:  Jamaica  Plains,  Mass.,  September  26,  1918. 

Cause:  Double  pneumonia. 

Next  of  kin :  Mother,  Angie  B.  Jones,  749  Broadway,  Everett,  Mass. 
JONES,  WILLIAM  D.,  machinist's  mate,  second  class  (A) 'United  States  Navy. 

Enlisted :  Scranton,  Pa.,  December  15,  1917. 

Died :  Naval  air  station,  Key  West,  Fla.,  June  14,  1918. 

Cause :  Killed  in  accident. 

Next  of  kin :  Father,  David  W.  Jones,  Unioudale,  Pa. 
JONES,  WILLIAM  HARVEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  22,  1917. 

Died :  Philadelphia,  Pa.,  July  6,  1918. 

Cause :  Killed  in  street  car  accident. 

Next  of  kin :  Uncle,  Arthur  WT.  Jones,  Dewar,  Okla. 

JONKS,  WILLIAM  WALTER,  landsman  for  electrician   (R),  United   States  Naval 
Reserve  Force. 

Enlisted:  New  Orleans,  La.,  December  12,  1917. 

Died:  Naval  hospital.  Chelsea,  Mass.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mrs.  Susie  E.  Frazier  Jones,  De  Ridder,  La. 
JORDAN,  DARRELL  GOODWIN,  engineman,  first  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  April  10,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Father.  Frank  Jordan,  448  Henry  Street,' Danville,  Va. 
JORDAN,  GROVER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Norfolk,  Va.,  May  23.  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Pattie  Jordan.  R.  F.  D.  3,  Edenton,  N.  C. 
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JORDAN.  MATHEW  HARSON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  21,  1917. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Friend.  I^enard  Teda,  2542  South  Broad  Street,  Philadelphia, 

Pa. 

JOSEPH,  THOMAS  EDWARD,  chief  water  tender,  United  States  Naval   Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  September  17,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nora  Joseph,  4624  Fairmount  Avenue,  Philadelphia 

Pa. 
JORDAN  WILLLIAM,  niess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Syracuse.  N.  Y.,  November  28,  1917. 

Died :  U.  S.  S.  Comfort,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Emma  Jordan,  Smithfleld,  Va. 

JOST,  ALFRED  ADOLPH,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:  St.  Louis,  Mo.,  May  1,  1918. 

Died:  At  home,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Edna  M.  Jost,  3800  Flora  Boulevard,  St.  Louis.  Mo. 
JOY,  EDWARD  OLIVER,  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  September  8,  1915. 

Died:  U.  S.  S.  Jenkins,  Newfoundland.  May  28.  1917. 

Cause:  Pneumonia,  lobnr. 

"  Next  of  kin:  Mother,  Rose  Mitchell,  871  Bleecker  Street,  Utica.  N.  Y. 
JOTCE,  EDWARD  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  June  21,  1918. 

Died :  Naval  training  camp,  Camp  Logan,  111.,  October  3.  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Carrie  Savage,  2410  Cleveland  Avenue,  Louisville,  Ky. 
JOYCE,  MARTIN  ALOYSIUS,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Newark,  N.  Y.,  May  15,  1917. 

Died:  U.  S.  S.  Delaicare,  January  25,  1918. 

Cause:  Result  of  injuries  received  on  board  ship  during  heavy  sea. 

Next  of  kin :  Mother,  Mary  Joyce,  30  East  Twenty-eighth  Street.  Bayoune, 

N.  J. 

JOYCE,  ROY  ELLSWORTH,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Rockland,  Me.,  May  14,  1917. 

Died :  Boston,  Mass.,  September  14,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Moses  D.  Joyce,  Deer  Isle,  Me. 
JOYE,  JOSEPH  DWYER,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  April  1,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Joye.  20  Kuker  Avenue,  Florence,  S.  (". 
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JOYNT,   VIRGIL  RAYMOND,   apprentice  seaman,   United   States   Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  July  17, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  C.  Joynt,  R.  R.  9,  Decatur,  111. 

JUDAH,  WILLIAM  SYLVESTER,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  December  15, 1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Agnes  V.  Judah,  R.  R.  5,  Rosedale,  Kans. 
.IUDD,  MAX  ALBERT,  electrician,  third  class   (R),  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  August  1,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Mrs.  Bertha  Judd,  511  Isbell  Street,  Lansing,  Mich, 
JXTDGE,  ANDREW  JOSEPH,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrew  Judge,  89  Brinkman  Street,  Buffalo,  N.  ¥. 
JUDSON,  WILLIAM  CURTIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  October  23,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  George  H.  Judson,  133  Park  Avenue,  Madison,  N.  J. 
JULIAN,  JAMES  BASIL,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  June  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  19, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Amiel  I.  Julian,  Conway,  Ark. 

JULYAN,  HOWARD  ISAAC,  machinist's  mate,  first  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Dallas,  Tex.,  October  24,  1917. 

Died :  U.  S.  S.  Annapolis,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  N.  Julyan,  Clovis,  N.  Mex. 

JUNEIMAN,  WILLIAM  GILLSON,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newark,  N.  J.,  May  2,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Juneiman,  252  Liberty  Street,  Paterson,  N.  J. 
JUNE,  JOSEPH  ALBERT,  ship  fitter,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  January  2,  1918. 

Died:  Base  Hospital  No.  101,  St.  Nazaire,  France,  September  20,  1918. 

Cause:  Hypertrophic  cirrhosis  of  liver. 

Next  of  kin :  Father,  Joseph  V.  Juna,  58  Sycamore  Avenue,  Corona,  N.  Y. 
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JUSTESEN,  AXEL  EMERSON,  chief  quartermaster  (A),  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  March  8,  1918. 

Died :  Naval  Aviation  Detachment,  Buffalo,  N.  Y.,  October  5,  1918. 
Cause:  Pneumonia. 
\ext  of  kin:  Mother,  Johanna  .Tustesen.  Ringsted,  Iowa. 

KAAUKEA,  HERMAN,  musician,  second  class,  United  States  Navy. 
Enlisted:  Honolulu,  Hawaii,  August  19,  1916. 
Died:  Naval  station,  Pearl  Harbor,  Hawaii,  September  2,  1918. 
Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Wife,  Lily  Kaaukea,  Parker  Lane,  Honolulu,  Hawaii. 
KADLETZ,  JOE  ANTHONY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Milwaukee,  Wis.,  July  13,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Kadletz,  Leopolis,  Wis. 

KAHLER,  FLOYD  EARL,  landsman  for  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  Los  Angeles,  Calif.,  December  14,  1917. 
Died :  Naval  Training  Camp.  San  Diego,  Calif.,  March  30,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Wife.  Grace  P.  Kahler,  1152  East  Thirty-fifth  Street,  I/os 

Angeles,  Calif. 

KAISER,  WELCH  NORMAN,  electrician,  first  class,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  May  26,  1915. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  ship. 
Next  of  kin :  Mother.  Anna  E.  Kaiser,  760  East  Forty-eighth  Street,  Los 

Angeles,  Calif. 

KAISER,  WILLIAM  Louis,  boatswain's  mate,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  August  26,  1914. 
Died :  U.  S.  S.  Florida,  August  12,  1917. 
Cause:  Drowned. 
Next  of  kin :  Mother,  Annie  E.  Kaiser,  519  Lombard  Street,  Wilmington, 

Del. 

KAKARAGOO,  JOHN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  June  6,  1917. 
Died :  U.  S.  S.  President  Grant,  April  27,  1918. 
Cause :  Abscess  of  brain. 

Next  of  kin :  Father,  Frank  Kakaragoo,  Chester,  N.  Y. 
KALE,  LEROY,  landsman  for  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  15,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  February  14,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alma  V.  Kale,  Route  8,  Cherryvale,  Kans. 
KALLMAN,  WILLIAM  FRANK,  fireman,  first  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Milwaukee,  Wis.,  May  16,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y..  November  8,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin :  Father,  Clause  Kallman,  212  Drake  Street,  Grand  Rapids,  Wis. 
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KAMINSKI,  ERWIN  JOHN,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Veronica  Kamiiiski,  764  Grave  Street,  Milwaukee, 

Wis. 
KANATZAB,   GIBSON,   apprentice  seaman,   United   States  Naval  Reserve  Force, 

Enrolled:  Louisville,  Ky.,  July  17,  1918. 

Died:  Navy  yard,  Puget  Sound,  Wash.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Alma  S.  Kanatzar,  R.  R.  1,  Newby,  Ky. 
KANE,  WABKEN  JOSEPH,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Milwaukee.  Wis.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111..  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Kane,  Fredonia,  Wis. 
KAPLAN,  MICHAEL,  Jr.,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  Denver,  September  6,  1918. 

Cause:  Acute  dilatation  of  heart. 

Next  of  kin:  Father,  Michael  Kaplan,  Cuylerville,  N.  Y. 
KAPPEB,  ABRAHAM  DAVID,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  June  4,  1918. 

Died:  Naval  hospital.  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Samuel  Kapper,  38  West  One  hundred  and  thir- 
teenth Street,  New  York,  N.  Y. 
KAKK,  BENJAMIN,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  June  24,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Sol  Clark,  5809  Third  Avenue,  Brooklyn,  N.  Y. 
KABLEWITZ,  Prus,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:   Father,  Pius  Karlewitz,  343  South  Fourth   Street,  Brook- 
lyn, N.  Y. 

KABNS,  CHAKLES  HENDERSON,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Indianapolis,  Ind.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Karns,  R.  R.  11,  Bruceville,  Ind. 
KASCH,  EARL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Portland,  Oreg.,  June  25,  1918. 

Died:  Navy  yard,  Puget  Sound,  Wash..  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Annie  ^Winters,  70  East  Eleventh  Street,  Portland, 
Oreg. 
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KASII i\\  Asiru \,  HENBY  KUMA,  steward  to  commander  in  chief,  United  States 
Navy. 

Enlisted :  Rio  de  Janeiro,  Brazil,  December  19,  19J7. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Uta  Kashiwamura,  Iznmi,  Osakafu,  Japan. 
KASPER,  EDWARD,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Chicago,  111.,  October  4,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Anna  Kasper,  319  State  Street,  Norfolk,  Va. 
KASSING,  HENRY  JOSEPH,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  15,  1917. 

Died:  Naval  air  station,  St.  Trojan,  France,  September  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next   of   kin:    Mother,    Mrs.    Annie    Kassing,    2409    Laurel    Street,    New 

Orleans,  La. 

KASTEN,  AUGUST  FREDERICK,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Hannah  Rohde,  Forestville,  Wis. 
KATZENBERGER,  EDWARD  RICHARD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  17,  1918. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from  boat  while  returning  from  liberty. 

Next  of  kin :  Mother,  Emma  Katzenberger,  R.  R.  1,  Senforth,  Minn. 
KAUFFMAN,  CHARLES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  22,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Kauffman,  Loyal,  Wis. 
KAUFFMAN,  WAYNE  ERNEST,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  31,  1918. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Kate  Kauffman,  Whitten,  Iowa. 
KAUFMAN,  JOHN  FRANKLIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mattie  L.   Kaufman,  614  Mound  Street,  Atchison, 

Kans. 
KAUTZ,  ERNIE,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  F.  Kautz,  R.  F.  D.  1,  Greenville,  111. 
KAVANAGH,  EUGENE  MICHAEL,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  March  8,  1918. 

Died :  Boston,  section  base,  October  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Kavanagh.  23  Lilly  Street,  Kast  Lynn,  Mass. 
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KAVANAGH,  JAMES  JOSEPH,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  April  22,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Rose  Kavanagh,  247  East  Fifty-second  Street,  New 

York,  N.  Y. 
KAY,  MEKTON  EDWABD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  19,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,  Adele  Kay,  Wheaton,  Minn. 
KEACH,  NELSON  BERNARD,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  23,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  March  28,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Mrs.  Victor  Dory,  9  Dewitt  Street,  Buffalo,  N.  Y. 
KEANE,  FRANCIS  HOLLAND,  electrician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1918. 

Died:  New  York,  N.  Y.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Helen  G.  Keane,  226  West  Two  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
KEARNES,  MURREL  ALFRED,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  May  21,  1917. 

Died:  Navy  collier  Cyclopx,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Guardian,  J.  A.  Kearnes,  Lamont,  Okla. 
KEARNEY,  JAMES  SYLVESTER,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  14,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  September  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Kearney,  267  Hewes  Street,  Brooklyn,  N.  Y. 
KEARNEY,  MILLARD  EARL,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  4,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  W.  Kearney,  R.  F.  D.  2,  Freedland,  Md. 
KEABNEY,  WILLIAM  HIRST,  oiler,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  2,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Sarah  Kearney,  61  Church  Street,  Bristol,  R.  I. 
KEARNS,  ROBERT  EMMET,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  17,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  22,  1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Patrick  J.  Kearns,  44  Mercer  Street,  South  Boston, 
Mass. 
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KKATING,  EDWABU,  fireman,  first  class.   riiitod  States  .\a\al   Ivfst-i-ve  Force. 

Enrolled:  New  York,  N.  Y.,  July  13,  1018. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y..  October  1.1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Minnie  Keating,  900  Riverside  Drive,  New  York,  N.  Y. 
KEATING,  JAMES  BAKER,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  6,  1916. 

Died:  U.  S.  S.  Finch,  October  11,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Jarues  Keating,  Canso,  Nova  Scotia. 
KEE,  CHENG,  warrant  officer's  steward,  United  States.  Navy. 

Enlisted:  Olongapo,  P.  I.,  July  30,  1918. 

Died:  At  home,  October  17,  1918. 

Cause :  La  grippe. 

Next  of  kin:  Wife,  Nan  Yung,  3  Bonham  Street  East,  Hongkong,  China. 
KEEGAN,  JAMES  JEROME,  storekeeper,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,   Pa.,   December   13,   1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Genevieve  Keegan,  1714  Academy  Street,  Scranton,  Pa. 
KEEGAN,  JOHN  THOMAS,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  June  22,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Catherine  Keegan,  Coytesville,  N.  J. 

KEEGAN,  RAYMOND  JQSEPH,  apprentice  seaman,  United   States  Naval    Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  March  30,  1918. 

Died:  Philadelphia,  Pa.,  April  29,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,   Susan   Keegan.   5732   Springfield  Avenue,   Philadel- 
phia, Pa. 
KEELEK,  EDWARD  LEROY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  June  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Edith  Keeler,  Box  1,  R.  F.  D.,  North  Windhain,  Conn. 
KEELING,  WILLIAM  ARTHUR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  May  2,  1918. 

Died :  Navy  base  hospital  No.  5,  Brest,  France,  October  9,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Beulah  K.  Gates,  135  Frost  Street,  Jackson,  Mich. 
KEEN,  WILLIAM  CASPEB,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Baltimore,  Md.,  May  15,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Sarah  Keen,  704  South  Lakewood  Avenue.  Bal- 
timore, Md. 
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KEHR,  JOHN  ERNEST,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Scranton,  Pa.,  August  3,  1917. 
Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Elizabeth  Kehr,  1116  Walnut  Street,  Taylor,  Pa. 
KEHRMAN,  CHARLES  REYNOLDS,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  4,  1917. 

Died :  Naval  hospital.  Newport,  R.  I.,  March  2,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  B.  Kehrman,  3223  Palm  Street,  St.  Louis,  Mo. 
KEIHN,  FREDERICK  WILLIAM,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  14,  1917. 

Died :  U.  S.  S.  submarine  chaser  No.  209,  August  27,  1918. 

Cause :  Lost  when  submarine  chaser  was  sunk. 

Next  of  kin :  Mother,  Therese  Keihn,  2  A  Foxall  Street,  Brooklyn,  N.  Y. 
KEIPER,  HENRY,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  11,  1917. 

Died:  Port  au  Prince,  Haiti, -November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Samuel  Keiper,  Crellin,  Md. 
KEIRSEY,  ERNEST  LEE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  S.  A.  Keirsey,  752  Whittington  Avenue,  Hot  Springs, 

Ark. 
KEITH,  ORVIN  DURWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  11,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Keith,  Cookville,  Tex. 

KELLAM,   HERBERT  KENNETH,  pharmacist's  mate,  second  class,   United   States 
Navy. 

Enlisted :  California  City,  Calif.,  February  27,  1915. 

Died :  U.  S.  S.  South  Dakota,  May  26,  1917. 

Cause :  Peritonitis,  acute. 

Next  of  kin :  Father,  Charles  R.  J.  Kellam,  Heron  Lake,  Minn. 
KELLEHER,  JOHN  JUSTIN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  October  1,  1918. 

Died :  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  John  Kelleher,  1039  East  Burlington  Street,  Iowa 

City,  Iowa. 
KELLER,  JAMES,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Hattie  G.  Keller,  135  West  One  hundred  and  sixteenth 
Street,  New  York,  N.  Y. 
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KELLER,  LEROY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  19,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  May  16,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kiu  :  Father,  Daniel  Keller,  Barto,  Pa. 
KELLEY,  ARTHUR  IRA,  coxswain,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  24,  1916. 

Died :  Navy  Base  Hospital  No.  2,  June  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Joseph  I.  Kelley,  271  Central  Avenue,  Hasbrouck 

Heights,  N.  J. 
KELLEY,  EDWARD  JEROME,  boilermaker,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  December  4,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Nellie  B.  Kelley,  714  Middle  Street,  Portsmouth,  Va. 
KELLEY,  EDWARD  NICHOLAS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  June  3,  1918.  • 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Gertrude  Kelley,  Minturn,  Ark. 

KELLEY  LAWRENCE  RUSSELL,  landsman  for  musician,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Eva  C.  Kelley,  Flemington,  Mo. 
KELLIHEH,  LEWIS  DREYFUS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  24,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  20,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Daniel  Kelliher,  Ellsworth,  Me. 
KELLY,  DAVID  JOSEPH,  water  tender,  United  States  Navy. 

Enlisted  :  Newark,  N.  J.,  May  8, 1917. 

Died.  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  George  Kelly,  735  Monroe  Street,  New  Durham,  N.  J. 
KELLY,  JAMES  VINCENT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  1,  1918. 

Died  :  On  train  en  route  to  Great  Lakes,  September  11, 1918. 

Cause :  Heart  disease. 

Next  of  kin :  Mother,  Bridget  Kelly.  2735  Fairhill  Street,  Philadelphia,  Pa. 
KELLY,  JOHN  JOSEPH.  Jr.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  December  14,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  Kelly,  1941  Geary  Street,  San  Francisco, 
Calif. 
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KELLY,  JOSEPH  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  June  5,  1918. 

Died :  Naval  station,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of  kin:   Mother,   Mrs.   Annie  Kelly,   370   Washington    Street,   New 

Britain,  Conn. 
KELLY,  MARION  VARDAMAN,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  July  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Alexander  F.  Kelly,  Richton,  Miss. 
KELLY,  WILLIAM  EDWARD,  boiler  maker,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  5,  1918. 

Died :  Naval  air  station,  Lough  Foyle,  Ireland,  September  18,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Catherine  Kelly,  Carrang  House,  Ballinglon,  Ros- 

common,  Ireland. 
KELLY,  WILLIAM  WALTER,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  30,  1917. 

Died :  Naval  Base  Hospital  No.  5,  Brest,  France,  October,  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  Kelly,  427  First  Avenue  East,  Cedar  Rapids, 

Iowa. 
KELMEL,  LOGAN  TAYLOR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  David  A.  Kelrnel,  Polo,  Caldwell  County,  Mo. 
KEMP,  ARON  WILSON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  November  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December,  14,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  William  R.  Kemp,  Quay,  Fla. 
KEMP,  HENRY,  chief  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  22,  1918. 

Died :  Naval  station,  Philadelphia,  Pa.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Kemp,  5823  Dover  Street,  Oakland,  Calif. 
KEMP,  JOHN  ELSON,  coxswain,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  November  18,  1915. 

Died:  U.  S.  S.  Pittsburgh,  October  20, '1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Lewis  K.  Kemp,-  Cedar  Valley,  Tex. 

KEMP,  MEREDITH  BRYAN,  landsman  for  electrician    (R),  United  States  Naval 
Reserve   Force. 

Enrolled:  Omaha,  Nebr.,  March  11,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :    Influenza. 

Next  of  kin:  Father,  Samuel  E.  Kemp,  Blair,  Nebr. 
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K  KM  PER,    WILLIAM -FREDERICK,    chief   yeoman,    United    States    Naval    Reserve 
Force. 

Enrolled:  Washington,  D.  C.,  June  11,  1918. 

Died :  Naval  hospital,  Washington,  D.  C.,  October  12,  1918. 

Cause :    Influenza. 

Next  of  kin :  Wife,  Nell  R.  Keniper,  209  Kinsey  Avenue,  Cincinnati,  Ohio. 
KEMPSTON,  A.  LESTER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Fulton,  N.  Y.,  May  15,  1917. 

Died:  Brooklyn,  N.  i*.,  June  11,  1918. 

Cause :   Struck  by  an  automobile  truck. 

Next  of  kin :  Father,  James  A.  Kempston,  Fulton,  N.  Y. 

KENADY,  JAMES  MANLY,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  John  Kenady,  Whiting,  Kans. 

KENDALL,  JOHN  ELMER,  electrician,  second  class  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  March  24,  1917. 

Died :  Naval  base,  New  London,  Conn.,  September  20,  1918. 

Cause :    Pneumonia,    broncho. 

Next  of  kin :  Mother,  Isabelle  N.  Bartlett,  30  Grenade  Terrace,  Springfield, 

Mass. 
KENDRICK,  THOMAS  BRYAN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  March  16,  1917. 

Died:  U.  S.  S.  Prometheus,  September  21,  1917. 

Cause :    Suffocation. 

Next  of  kin :  Father,  Harry  Kendrick,  Lexington,  Mo. 
KENDSEN,  WILLIAM  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  4,  1917. 

Died :  U.  S.  S.  Arethusa,  «^pril  25,  1918. 

Cause :    Diphtheria. 

Next  of  kin :  Guardian,  Mary  Jorden,  Brooklyn,  N.  Y. 
KENEALY,  THOMAS  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  January  29,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :   Drowned. 

N(>xt  of  kin :   Father,  Timothy   J.   Kenealy,  40   Francis   Street,   Ansonia, 

Conn. 
KENNARD,  FRED  HOLMES,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  5,  1918. 

Cause :    Cerebrospinal   fever. 

Next  of  kin :  Father,  Frank  H.  Kennard,  224  William  Street,  Rochester, 

N.  Y. 

KENNEBROOK,    STANLEY,   seaman,   second   class,   United    States   Naval    Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  July  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alice  Kennebrook,  390  Grant  Street,  Buffalo,  N.  Y. 
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KENNEDY,  ARLAND  WRIGHT,  landsman  for  quartermaster    (A),  United   States 
"Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  E.  Kennedy,  Ohio  City,  Ohio. 

KENNEDY,  GLADE  ADOLPH,  fireman,  third  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  August  10,  1918. 

Died :  U.  S.  S.  Solace,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Father,  Edward  Kennedy,  North  Lewisburg,  Ohio. 
KENNEDY,  JOHN  ARTHUR,  gunner's  mate,  third  class  (T),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  August  30,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  29,  1917. 

Cause :  Fractured  skull. 

Next  of  kin:  Father,  John  H.  Kennedy,  107  Cottage  Street,  West  Lynn, 

Mass. 

KENNEDY,   ROBERT  VINCENT,   pharmacist's   mate,  second   class,    United    States 
Navy. 

Enlisted:  Pensacola,  Fla.,  February  12,  1918. 

Died :  Miami,  Fla.,  October  19,  1918. 

Cause :  Pneumonia. 

Next   of   kin :  Stepmother,    Eunice    Kennedy,    261    Belleville    Street,   New 

Orleans,  La. 
KENNEDY,  ROGER  PATRICK,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  17,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  May  24,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Roger  Kennedy,  1101  N.  Karlov  Avenue,  Chicago,  111. 
KENNEDY,  WILLIAM  FORDICE,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Des  Moines,  Iowa,  September  21,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lou  Kennedy,  Springville,  Iowa. 

KENNEY,  THOMAS  JOSEPH,  Jr.,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,   Thomas  J.  Kenney,  sr.,  5228  Hazel  Avenue,  Phil- 
adelphia, Pa. 
KENNON,  STANLEY  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  27,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  May  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Josephine  Clark,  7305  Beach  Street,  Los  Angeles,  Calif. 
KENNY,  PATRICK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  21,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  July  20,  1918. 

Cause:  Drowned. 

Next  of  kin:  Brother,  Michael  Kenny,  3749  South  Halstead  Street,  Chi- 
cago, 111. 
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KENT,  MARSHALL  MATHIAS,  yeoman,  third  class,  United  States  Nnval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  25,  1917. 

Died:  Marine  hospital,  Chicago,  111.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Minnie  H.  Kent,  1422  West  Congress  Street,  Chi- 
cago, 111. 
KENT,  WILLIAM  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  27,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  P.  Kent,  1336  Walton  Way,  Augusta,  Ga. 
KEOGH,  WILLIAM  FRANCIS,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  William  Keogh,  417  Linden  Street,  Elizabeth,  N.  J. 
KERENS,  WILLIAM  EDWARD,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  7,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Kerens,  32  Parker  Street,  Maynard,  Mass. 
KERNDL,  GUIDO  ROBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wls.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Adolph  Kerndl,  1010  Twenty-ninth  Street,  Milwaukee, 

Wls. 

KEBNS,  ROY  HOLDEN,  electrician,  second  class  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  June  2,  1917. 

Died :  U.  S.  submarine  chaser  No.  219,  October  11,  1918. 

Cause :  Result  of  injuries  received  when  vessel  was  destroyed  by  fire. 

Next  of  kin :  Mother,  Emma  Kerns,  2219  Russell  Street,  Berkeley,  Calif. 
KERR,  JOHN  BRADEN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  19,  1918. 

Died:  Southampton,  England,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Edgar  V.  Kerr,  1615  East  Thirty-seventh   Street, 

Kansas  City,  Mo. 
KERR,  MORTIMER,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  11,  1917. 

Died :  U.  S.  S.  Celebes,  September  28,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  John  Kerr,  Glen  Rock,  N.  J. 

KERSTEN,  HARRY  WILLIAM,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  16,  1918. 

Died :  U.  S.  S.  Illinois,  October  30,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Minnie  Kersten,  1133  Charlevolx  Avenue,  Detroit, 
Mich. 
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KESSLER,  JOSEPH  GEORGE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  July  12,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  6,  1918. 

Cause :  Pneumonia,  bronco. 

Next  of  kin :  Father,  Jacob  Kessler,  345  King  Street,  Herkimer,  N.  Y. 
KETELS,  HABOLD  MOUGHAN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  San  Pedro,  Calif.,  June  18,  1918. 

Died :  San  Diego,  Calif.,  October  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother :  Mary  M.  Ketels,  145  West  Fourth  Street,  Long  Beach, 

Calif. 
KEY,  ARCHIE  EUGENE,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  19,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  D.  Key,  Canyon,  Tex. 

KICKHAM,  JOHN  CORNELIUS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  7,  1918. 

Died:  Naval  training  camp,  Hinghani,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,    Margaret    E.    Kickham,    11   Codman    Hill    Street, 

Roxbury,  Mass. 

KIGHT,   ULTJSE   EDWARD,    fireman,    third   class,   United    States   Naval   Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  27,  1917. 

Cause :  Burns. 

Next  of  kin :  Mother,  Bettie  A.  Kight,  1053  Forty-fifth  Street,  Norfolk,  Va. 
KILLEEN,  EDWARD  VINCENT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  V.  Killeen,  374  Park  Place,  Brooklyn,  N.  Y. 
KILLEEN,  GEORGE  EMMETT,  coppersmith,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  June  28,  1917. 

Died :  Porto  Corsino,  Italy,  September  19,  1918. 

Cause :  Burns. 

Next   of  kin:  Mother,   Mary   K.   Killeen,   3117  N   Street  NW.,  Washing- 
ton, D.  C. 

KIIXORAN,  LUKE  A.,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Oyster  Bay,  Long  Island,  N.  Y.,  April  20,  1917. 

Died :  Brooklyn,  N.  Y.,  November  19,  1917. 

Cause :  Result  of  fall. 

Next  of  kin  :  Mother,  Mary  A.  Killoran,  Far  Rockaway,  N.  Y. 
KIXROY,  LEO  B.,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  7,  1917. 

Died :  U.  S.  S.  Herman  FrorscT^October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  Bernard  Kilroy,  15  Island  Street,  Roxbury,  Mass. 
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KII.ROY,  WALTER  E.,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Boston,  Mass.,  May  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bridget  Kilroy,  184  Fisher  Avenue,  Roxbury,  Mass. 
KIMBALL,  CHARLES  WILLIS,  machinist's  mate,  first  class.  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  27,  1916. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Catherine  F.  Kimball,  53  Stearns  Street,  Maiden,  Mass. 
KIMBALL,  ORIGAN  DUDLEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Willis  Estey  Kimball,  East  Pepperell,  Mass. 
KIMBER,  GEORGE  ALFRED,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  father.  George  Kimber,  2043  North  Cicero  Avenue,  Chicago,  111. 
KTME,  CLIFFORD  ROY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich,  July  2,  1917. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Ida  Kime.  box  204,  Breckenbridge,  Mich. 
KINCAID,   GLENN,   machinist's  mate,  first  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  April  12,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Mary  Kincaid,  Fairmont,  W.  Va. 
KINCAID,  HOWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Salt  Lake  City,  Utah,  November  28,  1917. 

Died  :  Naval  station,  San  Francisco,  Calif  ,  February  19,  1918. 

Cause:  Tuberculosis. 

Next   of  kin:   Father,   Charles   Kincaid,   727   South   Fifteenth   Street,   St. 

Joseph.  Mo. 

KINCAID,  WILLIAM  CLINTON,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo..  July  10,  1918. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Father,  Alfred  C.  Kincaid,  R.  2,  Rayville,  Mo. 
KINCH,  FRANK  JEROME,  water  tender,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  May  19,  1915. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin  :  Brother,  George  S.  Kinch,  488  East  Twenty-seventh  Street, 
Paterson,  N.  J. 
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KIND,  CLYDE  AUGUST,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  August  Kind,  Stanford,  111. 
KING,  BERNARD  EARL,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  July  27,  1917. 

Died :  U.  S.  S.  Nicholson,  October  4,  1918. 

Cause :  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Ellen  King,  R.  R.  21,  Sheridan,  Ind. 
KING,  BERNARD  MARTIN,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  June  5,  1917. 

Died :  U.  S.  S.  Solace,  April  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Anna  King,  R.  F.  D.  3,  Canajoharie,  N.  Y. 
KING,  CLAUDE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  11,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause :  Hemorrhage  into  cerebrum. 

Next  of  kin  :  Mother,  Eliza  J.  King,  Ramona,  Calif. 

KING,  FRANCIS  GILBERG,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  8,  1918.  ,. 

Died :  Quarantine  station,  Gallops  Island,  Mass.,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Silina  King.  11  Roosevelt  Street,  Maynard,  Mass. 
KING,  GORDON  WILLOUGHBY,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  26,  1914. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  23,  1917. 

Cause :  Dilatation,  acute,  cardiac. 

Next  of  kin :  Mother,  Lauvenia  King,  88  School  Street,  Mansfield,  Mass. 
KING,  HERMAN  JOHN,  fireman,  third  class,  United  States  Navy- 
Enlisted  :  Indianapolis,  Ind.,  March  31,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Arno  B.  King,  208  North  Thirty -seventh  Street,  Cam- 
den,  N.  J. 
KING,  JAMES  EDWARD,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  29,  1917. 

Died :  Naval  air  station,  Pauillac,  France,  November  2,  1918. 

Cause:  Result  of  gunshot  wound. 

Next  of  kin :  Mother,  Ionia  King,  Woodboro,  Calif. 

KING,   JAMES  NATHANIEL,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Los  Angeles,  Calif.,  February  7,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Charley  King,  Fillmore,  Calif. 
KING,  JOHN  EASTMAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  1,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Emma  King,  R.  2,  Rives  Junction,  Mich. 
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KINO,  JUDSON  RUFUS,  coxswain,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  September  25,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  James  C.  King,  108$  East  Sixth  Street,  San  Diego, 

Calif. 

KINO,  KARL  CARKITHEKS,  landsman  for  electrician   (R),  United  States  Navai 
Reserve  Force. 

Enrolled :  Louisville,  Ky.(  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Nina  C.  King,  1274  Bardstown  Road,  Louisville,  Ky. 
KINO,  SAURIN  DONAHUE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  December  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  King,  1090  Powell  Street,  Hollister,  Calif. 
KING,  TERRELL  JAYNES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  3,  1918. 

Died :  U.  S.  S.  Comfort,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Newton  A.  King,  Atlanta,  Tex. 
KING,  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  26,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Baptist  King,  Oneida,  Wis. 

KING,  WILLIAM  JENNINGS,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Mount  Vernon,  Wash.,  July  9,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eva  King,  La  Conner,  Wash. 
KINGREY,  OTTO  ALBERT  ANDREW,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  August  3,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mary  E.  Kingrey,  R.  F.  D.  2,  Olympia,  Wash. 
KINGSBURY,  FREDERICK  KITTRIDGE,  electrician,  third  class    (R),  United  States 
Navy. 

Enlisted:  Portland,  Oreg.,  April  16,  1917. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  February  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Mother,  Ella  M.   Kingsbury,  216  Fourteenth  Avenue  East, 

Eugene,  Oreg. 
KINGSLEY,  WILLIAM  EDWIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  5,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  January  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bertha  Kingsley,  Houston,  Minn. 
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KINNEY,  ALVIE  STUARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  23,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1917. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Nancy  Kinney,  Danforth,  Me. 

KINNEY,  JAMES  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  July  10,  1918. 

Died :  U.  S.  S.  New  Jersey,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Margaret  Kinney,  1034  Johnson  Street,  Madison,  Wis. 
KINNIGER,  OTTO  FRANK,  electrician,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  4,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Velma  Kinniger,  318  South  Walnut  Street,  Centralia,  111. 
KINSEY,  ELMER  ZEPP,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  8,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  G.  Klnsey,  Souderton,  Pa. 
KINSLER,  JAMES  HENRY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  November  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Maud  B.  Kinsler,  3734  Borden  Street,  Cincinnati,  Ohio. 
KIBBY,  THOMAS  WILLIAM,  oiler.  United  States  Navy. 

Enlisted  :  Annapolis,  Md.,  February  11,  1910. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Kate  Murphy,  87  Myrtle  Street,  Portland,  Me. 
KrBCHNER,  EDWARD,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  October  24,  1917. 

Died :  U.  S.  submarine  chaser  No.  %15,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Anna  Kirchner,  R.  D.  1,  box  68,  Quakertown,  N.  J. 
KIRK,  ROBERT  WILLIAM,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  30, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Kirk.  229  East  Forty-third  Street,  New  York, 

N.  Y. 
KIRKLAND,  CHARLEY  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted :   Atlanta,   Ga.,   November  26,   1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 

Caxise :   Cerebrospinal   fever. 

Next  of  kin :  Mother,  Laura  F.  Kirkland,  Bradley  Junction,  Fla. 
KIBKPATRICK,  JAMES  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  Decenjjber  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11, 1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Sarah  Kirkpatrick,  3rd  Duke  Street,  Greenville,  S.  C. 
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KIBKPATRICK,  LEON  VIRGIL,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis.  Minn.,  May  28,  1918. 

Died :  Great  Lakes,  111.,  October  20,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Elizabeth  Kirkpatrick,  Hudson,  Wis. 

KIBSCHNER,   JOSEPH,   Jr.,   fireman,   third   class,   United   States   Naval   Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  June  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Katherine  Kirschner,  106  East  Second  Street,  Brook- 
lyn, N.  Y. 

KIBST,   RAYMOND   MATH,   fireman,   third   class,   United   States   Naval    Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  6,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Mike  Kirst,  Mishicott,  Wis. 

KIRWIN,    W ILI JAM    PETEE,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  9,  1918. 

Died  :  U.  S.  S.  Vermont,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Bridget  Kirwin,  Connerton,  Pa. 
KISSELBUBG,  CHARLES  LUTHER,  water  tender,  United  States  Naval  Reserve  Force. 

Enrolled  :  Salt  Lake  City,  Utah,  May  19,  1917. 

Died :  San  Francisco,  Calif.,  March  15,  1918. 

Cause :  Shock  following  amputation. 

Next  of  kin :  Father,  Elvin  T.  Klsselburg,  Marietta,  Okla. 

KISTLEB,   ROBERT   JAMES,   fireman,   third   class,   United   States   Naval   Reserve 
Force. 

Enrolled :  Denver,  Colo.,  June  4,  1918. 

Died :  Naval  hospital.  Pelham  Bay  Park.  N.  Y.,  October  7,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Elizabeth  Kistler,  De  Beque,  Colo. 
KITTLE,  LESLIE  SYLVAN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  17,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Calvin  Kittle.  R.  R.  1,  Arbela,  Mo. 
KIVETT,  BILLY  SIMMONS,  seaman,  second  class,  United  States  Navy. 

Knitted:  Raleigh,  N.  C.,  July  24,  1917. 

Died :  U.  S.  S.  Solace,  Feburary  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  M.  Kivett,  Carthage,  N.  C. 
KLAHRE,  CHARLES  HERBERT,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  16,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  19*8. 

Cause :  Result  of  explosion  on  board  ship. 

Next  of  kin :  Father,  G.  H.  Klahre,  95  Francis  Avenue,  Akron,  Ohio. 
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KLAPKA,  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  11,  1917. 

Died:  Steamship  Florence  H.,  April  17,  1918. 

Cause:  Result  of  explosion  on  board  ship. 

Next   of   kin :  Father,    Joseph   Klapka,    3850   West   Twenty-sixth    Street, 

Chicago,  111. 
KLAUS,  OSCAB,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Tacoma,  Wash.,  July  5,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  June  10,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Aunt,  Raechel  Boernes,  Orting,  Wash. 
KLEIN,  HENRY  CHARLES,  Coxswain,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  4,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Father,  Richard  Klein,  2634  Saint  Benedict   Street,  Balti- 
more, Md. 

KLEIN,  HARRY  FERDINAND,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Caroline  Klein,  Tenth  and  Saratoga,  Newport,  Ky. 
KLEIN,  JOHN  EDWARD,  quartermaster,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Navy  yard,  New  York,  N.  Y.,  November  30,  1917. 
,     Died :  Naval  hospital,  Brooklyn,  N.  Y.,  December  31,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Klein,  East  Seventy-fourth  Street  and  Avenue 

W,  Bergen  Beach,  Brooklyn,  N.  Y. 
KLEMENTS,  JAMES  E.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  15,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Grandfather,  Washington  Grady,  305  West  Second   Street, 

Austin,  Tex. 
KLINE,  MALCOLM;  WT  ALTER,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  31,  1915. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  December  25,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  WTife,   Elsie  Kline,  26  Thirty-eighth   Street,   Corona,   Long 

Island,  N.  Y. 
KLIKA,  WILLIAM,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  10,  1914. 

Died :  U.  S.  S.  Solace,  August  8,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin  :  Brother,  Joseph  Klika,  1883  First  Avenue,  New  York,  N.  Y. 
KLINE,  WILLIAM  DAVID,  jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  June  4,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  D.  Kline,  sr.,  509  Johnson  Street,  Freeland, 
Pa. 
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KLINK,  HERBERT  GOTTLIEB,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Klink,  Montgomery,  111. 
KLOCKERS  JOHN  ALFRED,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  November  14,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause :  Result  of  explosion  on  board  ship. 

Next  of  kin  :  Father,  John  Klockers,  17  Terhune  Street,  Branford,  Conn. 
KLUGE,  RICHARD  OTTO,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  January  31,  1916. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause :  Valvular  disease. 

Next  of  kin  :  Wife,  Agnes  Kluge,  11  Clinton  Street,  Newport,  R.  I. 
KLUGKIST,  HERMAN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Butte,  Mont,  May  31,  1918. 

Died :  Puget  Sound,  Wash.,  August  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Krugkist,  Manhattan,  Mont. 
KNAGGS,  WILLIAM  THEODORE,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  12,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Wife,  Gertrude  Knaggs,  363  Doer  Street,  Toledo,  Ohio. 
KNAPP,  BURTON  ALVORN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  25,  1918. 

Died :  Puget  Sound,  Wash.,  June  23,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Burton  A.  Knapp,  10937  Herrnose  Avenue,  Chicago,  111. 
KNAPP,  DANIEL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  March  '27,  1917. 

Died :  U.  S.  S.  Minnesota,  October,  17,  1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  John  Knapp,  R.  F.  D.  3,  Wellsboro,  Pa. 
KNEELAND,  LEONARD  LEANDER,  quartermaster,  second  class   (A),  United  States 
Navy. 

Enlisted :  Syracuse,  N.  Y.,  January  3,  1918. 

Died :  Naval  air  station,  St.  Trojan,  France,  August  22,  1918. 

Cause :  Result  of  accidental  bomb  explosion. 

Next  of  kin :  Father,  Leander  Kneelarid,  Oneonta,  N.  Y. 
KNAXJER,  HENRY  GARBER,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  25,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Anna  P.  Knauer,  2942  North  Lawrence  Street,  Phila- 
delphia, Pa. 
KNEIP,  EDWARD  CHARLES,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  5,  1917. 

Died :  Naval  .air  station,  Lecroisic,  France,  July  1,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Mother,  Henrietta  Kneip,  Newfield,  N.  Y. 
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KNICKERBOCKER,  NEWTON  HORACE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  December  27,  1916. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from  motor  boat  while  returning  from  liberty. 

Next  of  kin :  Father,  Joseph  H.  Knickerbocker,  East  Smithfield,  Pa. 
KNIGHT,  BENJAMIN  FRANKLIN,  Jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  September  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  22,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Benjamin  F.  Knight,  sr.,  Seminary,  Miss. 
KNIGHT,  MERRITT,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  March  23,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  22,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  E.  Knight,  Ensley,  Ala. 

KNIGHTON,  HARVEY  BIVINS,  landsman  for  carpenter's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Miami,  Fla.,  December  13,  1917. 

Died :  Naval  hospital,  Pensacola,  Fla.,  February  2,  1918, 

Cause:  Disease. 

Next  of  kin :  Wife,  Poter  Autry  Knighton,  Homestead,  Fla. 
KNOBLAUCH,  GEORGE  JOHN,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  October  1,  1918. 

Died :  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Caroline  F.  Knoblauch,  3020  East  English  Street, 

Wichita,  Kans. 
KNOPF,  ANTHONY  JOSEPH,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Newark,  N.  J.,  April  11,  1917. 

Died :  U.  S.  S.  Siboney,  October  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Mathias  Knopf,  23  Delaware  Avenue,  Paterson,  N.  J. 
KNOPP,  FRANCIS  LEMOYNE,  j-eoman,  third  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  March  31,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  December  19,  1917. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Luther  D.  Knopp,  R.  8,  Parkersburg,  W.  Va. 
KNOWLES,  ERNEST  LEO,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  February  19,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  18,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Mary  Knowles,  6725  Twenty-second  Street,  Seattle, 

Wash. 

KNOWLTON,  ARLEY  WILFORD,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  May  17,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herbert  B._  Knowlton,  Box  93,  Sheffield,  111. 


432 

KNOWLTON,   CHARLES   WI.NSI.OVV,   boatswain's   mate,    first   class,    Tinted    States 
Navy. 

Knlisted:  Des  Moines,  Iowa,  February  16,  1915. 

Died:  U.  S.  S.  l'itl*tmr;ili,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Ruth  Knowlton,  907  Irolo  Street,  Los  Angeles,  Calif. 
KNOWLTON,  WILLIAM  HEWITT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Rockland,  Me.,  May  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  December  19,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Edward  A.  Knowlton,  216  Limerock  Street,  Rock- 
land,  Me. 
KNUDSKN,  CARL,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  November  16,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  February  20,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Peter  Knudsen,  Clear  Lake,  Minn. 
KNUDSON,  HARRY  MAT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Wausau,  Wis.,  December  12,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Nels  Knudson,  Goodrich,  Wis. 

KNUDSON,  THOMAS  GRAHAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  March  27,  1918. 

Died :  At  home,  October  10,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  James  F\  Knudson,  331  East  Twenty-sixth  Street, 

Brooklyn,  N.  Y. 
KNUDTSON,  GUSTAV  THEODORE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  19,  1918. 

Died :  Fleet  Base  No.  2,  August  15,  1918. 

Cause :  Abscess  of  lung. 

Next  of  kin :  Mother,  Louise  Knudtson,  Route  1,  Lockhart,  Minn. 

KOBLER,  WILLIAM  ELMER,  seaman,  United  States  Navy. 

Enlisted :   Denver,  Colo.,  July  2,  1917. 

Died :   Naval  hospital,  Brooklyn,  N.  Y.,  October  25,  1918. 

Cause :   Mastoiditis. 

Next  of  kin :   Brother,  John  W.  Kobler,  Graylin,  Colo. 
KOBRIN,  SAMUEL  H.,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :   Brooklyn,  N.  Y.,  August  7  ,1917. 

Died  :   New  York,  N.  Y.,  August  13,  1918. 

Cause :   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rebecca  Kobrin,  5622  Fourth  Avenue,  Brooklyn,  N.  Y. 
KOCH,  KENNETH  KARL,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :   Philadelphia,  Pa.,  July  27,  1917. 

Died :  U.  S.  S.  Leviathan,  March  14,  1918. 

Cause:   Diphtheria. 

Next  of  kin  :  Frank  O.  Koch,  624  Webster  Street,  Travers  City,  Mich. 
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KOEHL,  FEANK  AUGUST,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Pittsburgh,  Pa.,  October  1,  1918. 

Died :  Carnegie  Institute,  Pittsburgh,  Pa.,  November  9,  1918. 

Cause:   Influenza. 

Next  of  kin :  Father,  Charles  Koehl,  225  Allen  Avenue,  Donora,  Pa. 
KOEHLEB,  GEOKGE  W.,  apprentice  seaman,  United  States  Navy. 

Enlisted :   Cincinnati,  Ohio,  July  26,  1918. 

Died:  U.  S.  S.  Salem,  September  29,  1918. 

Cause :   Drowned. 

Next  of  kin :  Mother,  Matilda  Koehler,  629  Harmes  Avenue,  Reading,  Ohio. 
KOENIG,  EBNEST,  fireman,  second  class,  United  States  Navy. 

Enlisted :   Kansas  City,  Mo.,  December  11,  1917. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin  :  Father,  Albert  Koenig,  Madison,  Kans. 
KOFAHL,  HENEY  CLAY,  fireman,  second  class,  United  States  Navy. 

Enlisted :   San  Francisco,  Calif.,  October  11,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  27,  1918. 

Cause:   Appendicitis,  acute. 

Next  of  kin :  Mother,  Flora  E.  Kofahl,  Licking,  Mo. 

KOGEL,  FBANK  PATH,,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :   Bridgeport,  Conn.,  June  11,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 

Cause:   Influenza. 

Next  of  kin:    Mother,  Pauline  Kogel,  237  Remington  Street,  Bridgeport, 

Conn. 
KOHL,  FEANK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Buffalo,  N.  Y.,  June  1,  1918. 

Died :  Aviation  repair  base,  Eastleigh,  England,  September  30,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Brother,  John  Kohl,  197  Goodell  Street,  Buffalo,  N.  Y. 
KOHL,  JOSEPH,  oiler,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  June  5,  1915. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  April  26,  1917. 

Cause:  Gastritis,  chronic. 

Next  of  kin:  Father,  Paul  Kohl,  4513  Hanover  Avenue,  St.  Louis,  Mo. 
KOHN,  MAUBICE  REMITS,  landsman  for  electrician    (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  January  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Relia  Kohn,  5095  Cabanne  Avenue,  St.  Louis,  Mo. 
KOKEEN,  EENIE  OSCAB,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  13,  1917. 

Died :  U.  S.  S.  Frederick,  September  20,  1918. 

Cause:  Drowned. 

Next  of  kin:   Mother,   Emma   J.   Kokeen,   1618   East  Thirteenth    Street, 
Spokane,  Wash. 
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KOLB,  LEO  ANDREW,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  31,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  21,  1918. 

Cause: Influenza. 

Next  of  kin :  Mother,  Elizabeth  Berg,  Melrope,  Minn. 

KONZE,  JOHN  PETER,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  9,  1917. 

Died :  U.  S.  S.  Rhode  Island,  June  27,  1917. 

Cause:  Avulsion. 

Next  of  kin :  Father,  John  Konze,  5106  Berundy  Street,  New  Orleans,  La. 
KOPP,  IKA  FRANCISCO,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  July  30,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowning. 

Next  of  kin :  Father,  Jessie  F.  Kopp,  1527  Harrison  Street,  Davenport, 

Iowa. 
KORRISON,  ELMER,  painter,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause : Influenza. 

Next  of  kin :  Father,  Charles  Korrison,  Morrisonville,  Wis. 
KOWALSKI,  ALBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  25,  1917. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Frank  Kowalski,  177  Harrison  Street,  Paterson,  N.  J. 
KOWALSKI,   STANLEY,  seaman,   second  class,  United   States  Navy. 

Enlisted :  Chicago,  111.,  April  20,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  8,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  A.  Kowalski,  3089  Bonfiela  Street,  Chicago,  111. 
KOWALSKY,  MAX  ERNEST,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Amiela  Kowalsky,  R.  F.  D.  2,  Alpena,  Mich. 
KRAEMER,  CHARLES  ALCIDE,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  July  24,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Leurencia  M.  Kraemer,  Kraemer,  La. 
KRAMER,  HAKOLD  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  December  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Rose  Kramer,  3801  Colerain  Avenue,  Cincinnati,  Ohio. 
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KRAMER,  HERBERT  HENRY  AUGUST,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Chicago,  111.,  May  20,  1918. 

Died:  Marine  hospital,  Chicago,  111.,  October  9,  1918. 

Cause:  Pneumonia. 

Next    of   kin :  Father,    Alfred    A.    Kramer,    3553    Nebraska    Avenue,    St. 

Louis,  Mo. 
KRAMER,  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dena  Kramer,  429  Forest  Avenue,  Kalamazoo,  Mich. 
KRANZ,  WILLIAM  GEORGE  EMIL,  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  October  5,  1915. 

Died :  IT.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next   of  kin:  Mother,   Mrs.   Julia   Rodemeyer,   125   Elm   Street,   Astoria, 

Long  Island,  N.  Y. 
KRAUS,  JOHN  RICHARD,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Washington,  D.  C.,  September  24,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  May  17,  1918. 

Cause:  Tuberculosis,  chronic  pneumonia. 

Next  of  kin:  Mother,  Margaret  Kraus,  707  West  Front  Street,  Jefferson- 

ville,  Ind. 

KRAUS,  RICHARD  PABMELY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cleveland,  Ohio,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  Kraus,  1863  Cadwell  Avenue,  Cleveland,  Ohio. 
KBAUSE,  LESTER  EDMOND,  apprentice  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  21,  1917. 

Died:  U.  S.  S.  Monadnock,  June  20,  1918. 

Cause :  Abdominal  injury. 

Next  of  kin :  Mother,  Mabel  Krause,  box  126,  Story  Road,  San  Jose,  Calif. 
KRTJSZKA,  FRANK  JOSEPH,  water  tender,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  November  6,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Frances  Kruszka,  997  Second  Avenue,  Milwau- 
kee, Wis. 
KBEH,  CARL  HERMAN,  chief  yeoman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  9,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Louise  Kreh,  Mare  Island,  Calif. 
KREILING,  HARRY  LEROY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  January  31,  1917. 

Died :  U.  S.  S.  Seattle,  April  11,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Fred  Kreiling,  712  South  Toles  Street,  McKeesport, 
Pa. 
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KBEITZER,  CHARLES  ANDKKW.  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin:  Mother,  P.ertha  M.  Kreitzer,  1912  Dehree  Avenue,  Norfolk,  Va. 
KBIEG,  PAUL  LEHNU,  hospital  apprentice,  first  class,  United  States  Naval  He- 
serve  Force. 

Enrolled :  Parkersburg,  W.  Va.,  March  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Will  Krieg,  Stewardson,  111. 
KBIEGEL,  RHINEHAET  WILLIAM,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  11,  1917. 

Died :  U.  S.  S.  Rochester,  August  27,  1918. 

•Cause:  Drowned. 

Next  of  kin :  Mother,  Eva  Kriegel,  Buckley,  Wash. 

KROME,  FRED  CHARLES,  machinist's  mate,  second  class,  United  States  Naval  He- 
serve  Force. 

Enrolled:  Chicago,  111.,  July  27,  1917. 

Died :  Naval  air  station,  Eastleigh,  England,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  Krome,  6439  Sangamon  Street,  Chicago,  111. 
KRONNICK,  .ARTHUR  CLIFFORD,  chief  quartermaster,  United  States  Naval  He- 
serve  Force. 

Enrolled :  Los  Angeles,  Calif.,  December  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  28,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Cassie  D.  Kronnick,  3901  South  Hill  Street,  Los 

Angeles,  Calif. 
KROPP,  Louis  PAUL,  seaman,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  April  10,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause:  Lost  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Andrew  Kropp,  1429  Racine  Street,  Racine,  Wis. 
KROUPA,  FRANK  LAYBOLD,  storekeeper,  first  class,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  December  9,  1917. 

Died :  Fleet  base  No.  2,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mabel  H.  Kroupa,  3246  Grausback  Street,  Philadel- 
phia, Pa. 

KRUCKEMEYER,   JUSTUS   Louis,   landsman   for  electrician    (R),   United   States 
Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Kruckerneyer,  230  Hosea  Avenue,  Cincinnati, 

Ohio. 
KBUEGER,  CHARLES  JOHN,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  2,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Margaret  Krueger,  Mildred,  Mont. 
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KRTJGER,  CHARLES  EDWARD,  electrician,  second  class  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Atlanta,  Ga.,  July  19,  1917. 

Died :  Naval  air  station,  Moutchie-Lacanau,  July  30,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Julia  M.  Kruger,  221  Thirty-third  Street,  Newport 

News,  Va. 

KRYMER,  JOHN  VOORHEES,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  May  16,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Elias  M.  Krymer,  443  Morris  Avenue,  Elizabeth  town, 

N.  Y. 
KRYZEWSKI,  WALTER,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  June  25,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Kate  Kryzewski,  490  Bay  Street,  Stapleton,  N.  Y. 
KTJERZEL,  ALBERT  OSCAR,  water  tender,  United  States  Navy. 
.  Enlisted :  Pearl  Harbor,  Hawaii,  May  15,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  Kuerzel,  587  Merrimac  Street,  Oakland,  Calif. 
KXJESTER,  JAMES  FREDERICK,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  12,  1917. 

Died :  Naval  radio  school,  Cambridge,  Mass.,  March  31,  1918. 

Cause :  Suicide. 

Next  of  kin :  Wife,  Ethel  M.  Kuester,  401  Gargan  Street,  Houston,  Tex. 
KUHN,  WILLIAM  GEORGE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  January  10,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  22,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Agnes  Kuhn,  197  Adams  Avenue,  East  Detroit,  Mich. 
KUHNERT,   VICTOR  JOSEPH,  chief  commissary  steward,    United    States    Navy. 

Enlisted :  U.  S.  S.  Louisiana,  Norfolk,  Va.,  December  8,  1914. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Brother-in-law,  Thomas  McKena,  203  West  One  hundred  and 

thirtieth  Street. 

KUJATH,  WILLIAM  OTTO,  apprentice    seaman,    United    States    Naval    Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emily  Ross,  570  Fourth  Avenue,  Milwaukee,  Wis. 
KULLI,  EMAL  CHARLES,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  April  30,  1918. 

Died :  U.  S.  S.  Vergena,  October  31,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Annie  Kulli,~553  East  Twenty-third  Street,  Los  An- 
geles, Calif. 
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KUNZ,  JOSEPH  ANTHONY,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  December  4,  1913. 

Died:  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause :  Burns. 

Next  of  kin :  Father,  C.  R.  Kunz,  Cameron,  Tex. 
KURDT,  MARTIN  CHARLES,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  27,  1915. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Mother,  Pauline  Kurdt,  Lindenhurst,  N.  Y. 
KUBKENDALL,  WILLIAM  HICKS,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Newbern,  N.  C.,  May  31,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Sister,  Laura  Kurkendall,  119  Central  Avenue,  Greenville, 

S.  C. 
KURNER,  CLEMENT  OTTO,  painter,  third  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  May  18,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  David  C.  Kurner,  77  Eighteenth  Street,  Wheeling, 

W.  Va. 

KURSKEY,  Lotns  HENRY,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  22,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Catherine  Kurskey,  169  Columbia  Avenue,  North  Ber- 
gen, N.  J. 
KURTENHACH,  WILLIAM  FREDERICK,  molder,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  December  13,  1917. 

Died :  U.  S.  S.  Dixie,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Kurtenbach,  156  Proctor  Street,  Peoria,  111. 
KURTZ,  ALBERT  EDWARD,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  31,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  29,  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother,    Louise    Kurtz,    836    West    Seventy-first    Street, 

Chicago,  111. 
KURTZ,  ALPHONSE,   apprentice  seaman,   United   States  Naval  Reserve   Force. 

Enrolled:  Buffalo,  N.  Y.,  August  9,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Margaret  E.  Grunder,  38  Beckwith  Street,  Buffalo, 

N.  Y. 
KURZMAN,  MELVILLE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Ithaca,  N.  Y.,  October  3,  1918. 

Died :  Cornell  University,  Ithaca,  N.  Y.,  October  19,  1918. 

Cause:  Pneumonia. 

Next    of    kin:  Mother,    Helen    Kurzman,    514    West    Ono    Hundred    and 
Fourteenth  Street,  New  York,  N.  Y. 
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KUYKENDALL,  JESSE  TABOR,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  June  7,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother,    Emma    Kuykendall,    1142    Breckenridge,    Owens- 

boro,  Ky. 

KUYKENDALL,   WILLIAM   HENRY,   seaman,    second   class,   United   States   Naval 
Reserve  Force. 

Enrolled:  Detroit,  Mich.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next   of   kin:  Father,   Thomas   M.    Kuykendall,   2058   West   Fort   Street, 

Detroit,  Mich. 
KVIDAHL,  GEOBGE  OSCAB,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  9,  1917. 

Died :  U.  S.  S.  George  Washington,  December  17,  1917. 

Cause :  Washed  overboard  by  heavy  sea. 

Next  of  kin :  Mother,  Agnes  Kvidahl,  276  Forest  Street,  Arlington,  N.  J. 
KYLE,  FRED  RAY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Salt  Lake  City,  Utah,  June  4,  1917. 

Died :  Receiving  ship  at  Puget  Sound,  Wash.,  August  10,  1917. 

Cause :  Arthritis,  acute. 

Next  of  kin :  Mother,  Annie  E.  Kyle,  Candwell,  Mont. 
KYNOCK,  ROBERT,  ship's  fitter,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  27,  1917. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Alexander  Kynock,  2734  A  Street,  Philadelphia,  Pa. 
LAATTKEA,  HERMAN,  musician,  second  class,  United  States  Navy. 

Enlisted :  Honolulu,  T.  H.,  August  19,  1918. 

Died :  Naval  station,  Pearl  Harbor,  T.  H.,  September  2,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Wife,  Lily  Laaukea,  Parker  Lane,  Honolulu,  T.  H. 
LABBE,  ALAN  Louis,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Orleans,  La.,  July  9,  1918. 

Died :  New  Orleans,  La.,  September  30,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin :  Wife,  Ellen  S.  Labba,  St.  Martinville,  La. 

LABELL,  DEWEY  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  July  8,  1918. 

Died :  New  York,  N.  Y.,  October  5,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lottie  LaBell,  51  Maple  Street,  Hudson  Falls,  N.  Y. 
LABRECQUE,  ALPHONSE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  27,  1918. 

Died:  Naval  training  camp,   Bumkin   Island,  Mass.,   September  19,   1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Delia  Labrecque,  Claremont,  N.  H. 
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LABRY,  WARDEN  EDDINGS,  gunner's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  September  3,  1915. 
Died:  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Idabell  Labry,  516  Toulouse  Street,  New  Orleans,  La. 
LACCORN,  PAUL  EUGENE,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  29,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Paul  M.  Lancorn,  1547  Avenue  A,  New  York,  N.  Y. 
LACARBONARA,  RALPH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  October  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Wife,  Rose  LaCarbonara,  32  Prince  Street,  Boston,  Mass. 
LACEY,  CHARLES  JOSEPH,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  26,  1913. 

Died :  Naval  Hospital,  New  York,  N.  Y.,  June  2,  1917. 

Cause :  Hydronephrona. 

Next  of  kin:  Father,  Dennis  Lacey,  321  West  Forty-fourth  Street,  New 

York,  N.  Y. 

LACHANCE,  EDWARD  JOSEPH,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  July  8,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mazie  LaChance,  7  Mount  Olivet  Avenue,  Maspeth, 

Long  Island,  N.  Y. 

LACKYARD,   WESLEY  LAFAYETTE,   machinist's  mate,   first  class,   United   States 
Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  August  3,  1918. 

Died :  Naval  Air  Station,  Pensacola,  Fla.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Ida  N.  Lackyard,  Box  167,  Delta,  Utah. 
LA  COMBE,  HENRY  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  July  16,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Joseph  A.  La  Combe,  Hinckley,  N.  Y. 
LACY,  WINFRED  HERMAN,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  23,  1917. 

Died :  Naval  Hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause :   Influenza. 

Next  of  kin :  Wife,  Sara  A.  Lacy,  100  Fitzgerald  Street,  Philadelphia,  Pa. 
LADD,   JOSEPH   BERNARD,   yeoman,   third   class,   United   States   Naval    Reserve 
Force. 

Enrolled:  Kansas  City,  Mo., -November  27,  1917. 

Died :  Great  Lakes,  111.,  September  4,  1918. 

Cause :  Killed  in  an  explosion. 

Next  of  kin :  Mother,  Sarah  E.  Ladd,  Salina,  Ivans. 
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LA  FABGUE,  Louis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  8,  1917. 

Died :  U.  S.  S.  Mount  Vemon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next   of   kin:    Mother,   Madaline   La    Fargue,   337   Pennsylvania    Street, 

Vallejo,  Calif. 

LA  FEVEK,  JAMES  WEIGHT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Lena  La  Fever,  Bowers  Mills,  Mo. 

LA  FLAMME,  ABBHUB  WILLIAM,  chief  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  8,  1918. 

Died :  Gallups  Island,  Mass.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rachel  M.  La  Flamme,  66  Brook  Street,  Manchester, 

N.  H. 
LA  FOBGE,  WILLIAM  PETEBS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  5,  1918. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Lost  from  motor  boat  while  returning  from  liberty. 

Next  of  kin :  Father,  Gustave  La  Forge,  3845  Cuyler  Avenue,  Chicago,  111. 
LAHYM,   JAKIE  DEVEEB,   seaman,   second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Lahym,  777  Woodward  Avenue,  Detroit,  Mich. 
LAIL,  GEOBGE,   machinist's   mate,  second  class,   United   States  Naval   Reserve 
Force. 

Enrolled :  Raleigh,  N.  C.,  July  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Lee  Lail,  Conover,  N.  C. 
LALONE,  CLAUDIUS  ASDBEW,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  September  8,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  14,  1917. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Sarah  L.  Jacobson,  107  East  Seventh  Street,  Devils 

Lake,  N.  Dak. 
LAMB,  AUBBEY  L.,  boilermaker,  United  States  Naval  Reserve  Force. 

Enrolled :  Collier  Cyclops,  May  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  W.  R.  Lamb,  2014  Queen  Street,  Portsmouth,  Va. 
LAMB,  HABBY  EVEBITT,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Peoria,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  A.  Lamb,  Star  Route,  Quincy,  111. 
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LAMB,  WILLIAM  KENT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  September  29,  1915. 

Died :  Naval  Station,  Mare  Island,  Calif.,  October  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  M.  Lamb,  Winnemucca,  Nev. 
LAMBERT,  LOFTON  GRADY,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  25,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joshua  E.  Lambert,  R.  F.  D.  8,  box  2,  Jackson,  Tenn. 
LAMBERT,  RAYMOND  EDGAR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  A.  Lambert,  R.  F.  D.  1,  Faulkener,  Kans. 
LAMBERT,  SAMUEL  TAYLOR,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  May  30,  1917. 

Died :  U.  S.  S.  Orizaba,  August  17,  1918. 

Cause:  Fracture. 

Next  of  kin:  Father,  W.  George  Lambert,  562  Fairview  Street,  Riverside, 

N.  J. 
LAMKE,  ERVIN  HENRY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  19,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Albert  C.  Lamke,  Jordan,  Mont. 
LAMM,  THOMAS  BUSBY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Raleigh,  N.  C.,  July  22,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  November  3,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Jesse  Lamm,  Wilson  Mills,  N.  C. 
LAMMERS,  JOHN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Garrett  Lammers,  Route  12,  Oostburg,  Wis. 
LAMONT,  EDWIN  FRANCIS,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  November  27,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  27,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  John  E.  Lament,  274  Orms  Street,  Providence,  R.  I. 
LAMPORT,  NATHAN  HARRY,  seaman,  second  class,  United  States  .Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  April  23,  1918. 

Died :  Naval  air  station,  Paimboeuf,  France,  September  3,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Ethel  Lamport,  990  John  R.  Street,  Detroit,  Mich. 
LANCASTER,  AUBREY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  November  16,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  14,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cyntha  Lancaster,  Lampasas,  Tex. 
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LANCASTER,  WILLIAM  ELTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  November  22,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Lancaster,  R.  R.  3,  Macon,  111. 
LAND,  ROY  ADAM,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  November  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  January  29,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Viola  Land,  Juniata,  Nebr. 
LANDALL,  HARRY,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  February  26,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  Landall,  Ault,  Colo. 

LANDGKEN,  GEORGE  A.,  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  U.  S.  S.  Cyclops,  May  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Clara  Landgren,  5216  Wayne  Avenue,  Chicago,  111. 
LANDON,  GEORGE  JOSEPH,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  23,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  22,  1918. 

Cause:  Pneumonia  lobar. 

Next  of  kin :  Mother,  Kate  Landon,  box  52,  Hugo,  Colo. 

LANDRIGAN,  PETER  ALOYSIUS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  29,  1918. 

Died:  Boston,  Mass.,  September  18,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin:  Sister,  Agnes  Chalmers,  Hamilton  Street,  Dorchester,  Mass. 
LANDRY,  SIMON  CLIFFORD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  10,  1918. 

Died :  At  home,  September  19,  1918. 

Cause :  Broncho  pneumonia. 

Next  of  kin :  Father,  Alfred  J.  Landry,  125  Grant  Avenue,  Medford,  Mass. 
LANDRY,  WHITNEY  COLUMBUS,  fireman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  February  27,  1917. 

Died :  Naval  hospital,  New  Orleans,  La.,  January  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Oceana  D.  Landry,  Houma,  La. 

LANDSTROM,  STANLEY  ERVIN,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Jose,  Calif.,  December  14,  1917.       ,:  ' 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Hannafi-Landstrom,  322  Gifford  Avenue,  San  Jose, 
Calif. 
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LANE,  ALBERT,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  15,  1917. 

Died :  U.  S.  S.  El  Onente,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  H.  Lane,  Logan,  Okla. 
LANE,  AI.BEBT  MELVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Lane,  Decorah,  Iowa. 

LANE,  HENRY  EDWARD,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  16,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  16,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  H.  Lane,  73  George  Street,  Roxbury,  Mass. 
LANE,  LUTHER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  12,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Barzil  Lane,  Eckerty,  Ind. 
LANE,  ROLLIE,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  7,  1918. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  LaFayette  W.  Lane,  Wickliffe,  Ky. 

LANE,  WILLIS  LINWOOD,  gunner's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bath,  Me.,  April  25,  1917. 

Died :  Montclair,  N.  J.,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Edna  Lane,  general  delivery,  Richmond,  Me. 
LANG,  GOTTFRIED,  Jr.,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  27,  1917. 

Died :  U.  S.  S.  Apache,  September  2,  1917. 

Cause :  Drowned. 

Next  of  kin :  Brother,  Albert  Lang,  47  Whitehall  Street,  New  York,  N.  Y. 
,LANG,  HAROLD  HOLDEN,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  9,  1914. 

Died :  Naval  hospital,  Canacao,  P.  I.,  July  25,  1917. 

Cause:  Burns. 

Next  of  kin :  Mother,  Fannie  Witherall,  Dorchester,  Mass. 
LANG,  HARRY  ALFORD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  18,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  October  22,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Gertrude  De  Blin,  5757  Mirada  Avenue,  Los 
Angeles,  Calif. 
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LANGAN,  HABRY,  quartermaster,  second  class   (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  March  13,  1918. 

Died:  Naval  operating  base,  Hampton  Roads,  Va.,  October  22,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Henrietta  Langan,  127  Stuyvesant  Avenue,  Brook- 
lyn, N.  Y. 
LANGDON,  CLYDE  CALTON,  hospital  apprentice,  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Salem  W.  Langdoc,  Momence,  111. 

LANGDON,  FRANCIS  ELLIOTT,  electrician,  third  class   (R),  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  1,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  March  18,  1918. 
Cause:  Seaplane  accident. 

Next  of  kin :  Mother,  Mary  Langdon,  94  Brook  Avenue,  Roxbury,  Mass. 
LANGDON,  WILLIAM  C.,  chief  yeoman,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  October  17,  1915. 

Died :  Liverpool,  England,  October  11,  1918.    Attached  to  U.  S.  S.  Wyoming. 
Cause:  Heart  failure. 

Next  of  kin :  Sister,  Floy  I.  Erambert,  Fayetteville,  N.  C. 
LANGLATZ,  CHARLES  EDWARD,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  July  10,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  November  23,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rosa  Langlatz,  Caldwell,  Tex. 

LANGLEY,  HUGH  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  10,  1918. 
Died :  At  home,  October  10,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Mary  E.  Langley,  655  Eighty-fourth  Street,  Brooklyn, 

N.  Y. 

LANGLEY,  JOHN  THOMAS,  cook,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Brooklyn,  N.  Y.,  December  6,  1917. 
Died :  New  York,  N.  Y.,  March  20,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Langley,  196  Van  Alst  Avenue.,  Brooklyn,  N.  Y. 
LANGLEY,  LYNDON  EARL,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  17,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  William  Langley,  Prestonburg,  Ky. 
LANGLOIS,  ROY  NELSON,  musician,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Great  Lakes,  111.,  May  3,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  18,  1918. 
Cause :  Pneumonia. 

Next  of  kin:     Mother,  Lydia  Langlois,  1079  N.  Schuyler  Avenue,  Kanka- 
kee,  111. 
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LANGSTON,  JOHN  REUBIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Annie  Langston,  West  Point,  Tex. 
LANGTON,  GEORGE  MARTIN,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  April  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  8,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  George  H.  Langton,  Monroe  Hotel,  Portsmouth,  Va. 
LANIER,  ERNEST  LE  ROY,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  April  23,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  R.  O.  Pickins,  Southwest  City,  Mo. 
LANIER,  WILLIAM  ISAAC,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  21,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Jennie  Lanier,  Madison,  Tenn. 

LANIGAN,  JOHN  LAWRENCE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  J.  Lanigan,  628  South  Valley  Street,  Kansas 

City,  Kans. 

LANKFORD,  WALLACE  ROLLENS,  shipfitter,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Raleigh,  N.  C.,  May  22,  1918. 

Died :  U.  S.  S.  Bridyeport,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  John  W.  Lankford,  Tryon,  N.  C. 

LANSKI,  WILLIAM  GEORGE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza.  . 

Next  of  kin :  Mother,  Susie  Lanski,  1444  Hamilton  Avenue,  Grand  Rapids, 

Mich. 

LANTHIER,  LAWRENCE  JOSEPH,  fireman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Hollister,  Calif.,  August  2,  1917. 

Died :  Section  base,  St.  Augustine,  Fla.,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Charles  Lanthier,  124  Sally  Street,  Hollister,  Calif. 
LANTZ,  PERRY  EUGENE,  landsman  for  quartermaster   (A),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  January  18,  1918. 

Died :  Naval  Training  Camp,  San  Diego,  Calif.,  March  8,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Clara  L.  Lantz,  Sunnyside,  Wash. 
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LA  POINTE,  WILFRED  A.,  electrician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  December  7,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  La  Pointe,  11  Silver  Street,  Greenfield,  Mass. 
LAPWOBTH,  ROYAL  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Effie  E.  Lapworth,  Nowata,  Okla. 
LA  RACCO,  FRANK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  La  Racco,  1820  Spencer  Place,  Mamaroneck, 

N.  Y. 

LAROCHELLE,  ERNEST  ANTHONY,  electrician,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  May  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  9,  1918. 

Cause:  Valvular  disease,  chronic  pulmonary. 

Next  of  kin :  Father,  Ambrose  Larochelle,  110  Court  Street,  Meriden,  Conn. 
LA  ROSE,  JOHN  BENJAMIN,  baker,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Genevieve  M.  La  Rose,  600  West  One  hundred  and  sixty- 
ninth  Street,  New  York,  N.  Y. 
LAKRABEE,  JESSE  LORENZO,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  Larrabee,  1346  South  Tenth  East,  Salt  Lake 

City,  Utah. 
LARRICK,  Louis  LLOYD,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Seywood  Larrick,  Lenora,  Kans. 
LARSEN,  EDWARD  ANDREW,  apprentice  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  13,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  January  9,  1918. 

Cause :  Bronco-pneumonia. 

Next  of  kin :  Mother,  Kirsten  Larsen,  Lomis,  Calif. 

LARSEN,  HAROLD  KRISTIAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  4,  1918. 

Died:  Willard  Parker  Hospital, ;N.  Y.,  October  31,  1918. 

Cause :  Brocho-pneumonia. 

Next  of  kin :  Father,  Anton  Larsen,  R.  F.  D.  1,  Box  35,  Nekoosa,  Wis. 
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LABSEX,  HARRY  INGVALD,  chief  turret  captain,  United  states  Navy. 
Enlisted:  Newport,  R.  I.,  August  28,  1916. 
Died :  Receiving  ship  at  New  York,  September  11,  1917. 
Cause:  Killed  in  auto  accident. 

Next  of  kin :  Father,  Andrew  Larsen,  No.  4  Frederick  Sverns  View,  Lar- 
vick,  Norway. 

LARSEN,  OBVILL  HARRY,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  June  29,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Lars  H.  Larsen,  Brigham  City,  Utah. 
LARSON,  ELMER,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  December  17,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  31,  1918. 

Cause:  Brocho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Larsen,  Deerfield,  Wis.,  R.  F.  D.  2. 
LARSON,  ELMER  MARTIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  5,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Gilbert  Larson,  Everest,  Kans. 
LARSON,  WALLACE  ELMER,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  5,  1918. 

Died :  U.  S.  S.  New  Hampshire,  November  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charles  L.  Larson,  4737  North  Maplewood  Avenue, 

Chicago,  111. 
LARUE,  HOBART  PAUL,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  19,  1917. 

Died :  Brooklyn,  N.  Y.,  August  27,  1918. 

Cause :  Struck  by  a  train. 

Next  of  kin :  Father,  George  W.  LaRue,  Braymer,  Mo. 
LARY,  RALPH  PORCH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Pittsburgh,  Pa.,  May  15,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  January  16,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  L.  Lary,  477  Venange  Street,  Mercer,  Pa. 
LASKON,  WILLIAM  FRANK,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  7,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  William  Laskon,  1426  Atlantic  Avenue,  Camden,  N.  J. 
LASKOWSKY,  FELIX,  quartermaster,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  June  4,  1917. 

Died :  U.  S.  S.  Buck,  April  11,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Lenora  Fetters,  617  Second  Street,  Dallas,  Tex. 
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LASOFF,  SAMUEL,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  December  15,  1917. 

Died :  U.  S.  S.  Triton,  January  31,  1918. 

Cause :  Dilatation  of  the  heart.    . 

Next  of  kin :  Mother,  Eva  Lasoff,  27  Sylvia  Street,  Lexington,  Mass. 
LATHAM,  LACY  WILBUK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  June  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Latham,  Greenpond,  Ala. 

LATHKOP,  FBANK  LEROY,  painter,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  June- 5,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Pneumonia,  lobar.  . 

Next   of   kin:  Wife,   Mildred   M.   Lathrop,   3611   West   Ohio   Street,   Chi- 
cago, 111. 
LATIMEB,  LEON  LEONARD,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  June  29,  1916. 

Died :  U.  S.  S.  Marietta,  October  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Evota  M.  Latimer,  Neoga,  111. 
LATIMER,  OSCAR,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted  :  Houston,  Tex.,  June  4,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Jennie  Latimer,  2102  Hardy  Street,  Houston,  Tex. 
LATIMER,  WALTEB  ALLEN,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Boston,  Mass.,  November  30.  1917. 

Died :   Naval  Hospital,  New  York,  N.  Y.,  May  3,  1918. 

Cause :   Pleurisy,  suppurative. 

Next  of  kin :   Father,  George  F.  Latimer,  54  Partridge  Avenue,  Somerville, 

Mass. 
LAUGHEY,  JOSEPH  LIN  WOOD,  seaman,  United  States  Navy. 

Enlisted  :   Minneapolis,  Minn.,  April  16,  1917. 

Died :  U.  S.  S.  Culgoa,  September  29,  1917. 

Cause:   Killed  while  launching  motor  sailer. 

Next  of  kin :  Mother,  Anna  Laughey,  Beaudette,  Minn. 

LAUGHLIN,  JAMES  EDWABD,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :   Des  Moines,  Iowa,  June  4,  1918. 

Died  :  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :  Mother,  Mary  Laughlin,  St.  Charles,  Iowa. 

LAUGHLIN,  MICHAEL  BRYAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  21,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Lucy  Laugblin,  R.  F.  D.  No.  3,  Carlisle,  Ky. 
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LAURENCE,  ANDREW,  seaman,  second  clasp.  United  Stntos  Navy. 
Enlisted :   Scrnnton,  Pa.,  April  12,  1917. 
Died :   Steamship  Matans,  July  31,  1917. 

Cause :  Drowned  when  vessel  was  sunk  by  German  submarine. 
Next  of  kin :    Mother,  Bertha  Laurence,  25  Hughes  Street,  Kingston  Sta- 
tion, Pa. 

LAUBIA,  JERKY,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  April  9,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  February  25,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  William  A.  Lauria,  297  Danford  Avenue,  Jersey  City, 

N.  J. 

LAVEN,  HARRY,  yeoman,  third  class,  United  States  Navy. 
Enlisted :  Chicago,  111.,  June  19,  1917. 

Died :  Naval  air  station,  Dunkirk,  France,  August  12,  1918. 
Cause :  Died  from  injuries  received  in  seaplane  accident. 
Next  of  kin  :  Brother,  Barnard  Laven,  10  South  La  Salle  Street,  Chicago,  I1L 
LAVEKTY,  SAMUEL  LEWIS,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :   New  York,  N.  Y.,  March  18,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  September  28,  1918. 
Cause :   Pneumonia. 

Next  of  kin :   Father,  Samuel  Laverty,  119  Edgecomb  Avenue,  Bronx,  N.  Y. 
LA  VIE,  JOSEPH  MAURICE,  electrician,  first  class  (G),  United  States  Navy. 
Enlisted:  Boston,  Mass.,  January  25,  1915. 
Died:  Naval  hospital,  Portsmouth,  Va..  October  14,  1918. 
Cause:  Pneumonia. 
Next  of  kin  :  Father,  Philip  M.  Lavie,  160  Boylston  Street,  Jamaica  Plains, 

Mass. 
LA  VOTE,  EDWARD  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Provinceton,  Mass.,  March  10,  1918. 
Died :  St.  Andrews  Hospital,  Boston,  Mass.,  October  18,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Brother,  Frank  LaVoie,  20  North  Spooner  Street,  Plymouth, 

Mass. 
LAWLER,   JOSEPH   JAMES,   fireman,   third   class,  United   States  Naval   Reserve 

Force. 

Enrolled:  Chicago,  111.,  July  24,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Lawler,  15815  Loomis  Street,  Harvey,  111. 
LAWRENCE,  CHARLES  BASSETT,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Cleveland,  Ohio,  May  11,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Nellie  G.  Lawrence,  419  North  Main  Street,  North 

Baltimore,  Ohio. 
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I^AWKKNCE,  ERNEST  EDWIN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  New  Haven,  Conn.,  May  28,  1918. 

Died:  Naval  hospital,  Pelhara  Bay  Park,  N.  Y.,  October  10,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Lawrence,  37  McMullen  Avenue,  Wethers- 
field,  Mass. 
LA  WHENCE,  ISAAC  NELSON,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Birmingham,  Ala.,  June  6,  1918. 
Died:  Naval  hospital,  naval  base,  Virginia,  October  19,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  I.  Lawrence,  Randolph,  Ala. 
LA  WHENCE,  OSCAR  RUFUS,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  December  13,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  January  26,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mollie  Lawrence,  Cadiz,  Ky. 
LAWRENCE,  RAYMOND,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Boston,  Mass.,  April  16,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  13,  1918. 
Cause:  Influenza. 
Next   of   kin:  Mother,   Mrs.   Annabelle   Furber,   52   Brandstreet   Avenue, 

Beachmont,  Mass. 
LA  WHENCE,  PAULINE  MABIE,  landsman  for  yeoman    (F),  United  States  Naval 

Reserve  Force. 

Enrolled:  Washington,  D.  C.,  February  23,  1918. 
Died:  Navy  Yard,  Washington,  D.  C.,  July  29,  1918. 
Cause:  Uraemic  convulsions. 
Next  of  kin  :  Mother,  Delia  Dawkins,  234  Eleventh  Street  NE.,  Washington, 

D.  C. 
LAWRENCE,  RICHARD  SHAFTER,  mess  attendant,  third  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  Norfolk,  Va.,  October  29,  1917. 
Died :  U.  S.  S.  Maggie,  November  4,  1917. 
Cause :  Drowning. 

Next  of  kin :  Mother,  Lorene  Allen,  1123  Florida  Avenue,  Portsmouth,  Va. 
LAWRENCE,  WALTER  EDWARD,  Jr.,  hospital  apprentice,  second  class,  United  States 

Navy. 

Enlisted:  New  Haven,  Conn.,  Mayl  13,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  July  16,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin:  Father,  Walter  E.  Lawrence,  sr.,  531  Cumberland  Street, 

Norfolk,  Va. 
IIAWSON,  MILLARD  ERNEST,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  San  Francisco,  Calif.,  April  6,  1918. 

Died:  Stanford  University,  San  Francisco,  Calif.,  October  21,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mary  Lawson,  Boonville,  Calif. 
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LAY,  LEWIS  STERLING,  flreinan,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  3,  1917. 

Died :  U.  S.  S.  Martha  Washington,  April  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annie  Lay,  Lorenzo,  Tex. 
LAYBURN,  THOMAS,  enginenian,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  4,  1917. 

Died :  Naval  hospital,  Gibraltar,  October  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Layburn,  628  Coney  Island  Avenue,  Brooklyn, 

N.  Y. 
LAYMAN,  ANDREW  JULE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  August  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  20,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Layman,  route  27,  Bear  Creek,  Wis. 
LAYNE,  HARRY  NORVELL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  P.  M.  Layne,  Bremo  Bluff,  Va. 

LEACH,  HAROLD  BAYNTON,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  5,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  M.  Leach,  100  Orange  Street,  Waltham,  Mass. 
LEACH,  RUFUS  EARL,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  7,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause:  Lost  his  life  in  collision. 

Next  of  kin :  Father,  Arthur  Leach,  1611  West  Second  Street,  Chester,  Pa. 
LEADEN,  ROBERT  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  5,  1917. 

Died:  Naval  prison,  Portsmouth,  N.  H.,  December  28,  1917. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Mary  F.  Leaden,  347  Barder  Street,  East  Boston, 

Mass. 

LEAH  AN,  EDWARD  HENRY,  landsman  for  electrician  .(R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  February  ]  1,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  Mary  Leahan,  40  East  Newton  Street,  Boston,  Mass. 
LEAMON,    GEORGE   BERRY,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  30,  1918. 

Died :  Submarine  station,  Los  Angeles,  Calif.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  T.  Leamon,  33  Highland  Avenue,  Chattanooga, 
Tenn. 
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,  FBANK  EVERT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  August  13,  1917. 

Died :  Naval  hospital.  Great  Lakes,  III.,  November  14,  1917. 

Cause:  Ulcer  of  stomach. 

Next  of  kin :  Mother,  Elizabeth  M.  Leary,  5483  Dorchester  Avenue,  Chi- 
cago, 111. 

LEARY,  JOSEPH  DUBIGNON,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  February  11,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  22.  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Arthur  H.  Leary,  510  Howe  Street  Brunswick  Ga. 
LEABY,  WILLIAM  ANTHONY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Mount  Vernon.  N.  Y.,  August  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Daniel  F.  Leary,  69  East  Ninety-fifth  Street,  New  York,  N.  Y. 
LEBLOND,  ALFRED,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Portland,  Me.,  June  5,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  September  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alphonsine  Leblond.  R.  F.  D.  7,  Auburn,  Me. 
LE  COMPTE,  PAXSON,  chief  yeoman,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  March  25,  1916. 

Died :  Naval  aeronautic  station,  Pensacola,  Fla.,  September  15,  1917. 

Cause :  Self-inflicted  gunshot  wound. 

Next  of  kin :  Wife,  Emma  Le  Compte,  1532  East  Berk  Street,  Philadel- 
phia, Pa. 
LEDFORD,  ROBERT  HAYES,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  2,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Rebecca  H.  Ledford,  Point  Lick,  Ky. 
LEDuc,  LLOYD  ERNEST,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  June  7,  1918. 

Died :  Naval  Reserve  School,  Chicago,  111.,  October  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  A.  C.  LeDuc,  Wolvin  Building,  Duluth,  Minn. 
LEE,  BURTON  MONROE,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  June  4,  1917. 

Died:  Naval  Hospital.  Brooklyn,  N.  Y.,  June  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Wilson  Lee,  94  Union  Street,  Guilford,  Conn. 
LEE,  ED  ROBERT,  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Samuel  N.  Lee,  1107  South  Orchard  Street,  Carthage,  Mo. 
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LEK,  ELON,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  4,  1918. 

Died :  Navnl  training  camp,  Seattle,  Wash.,  July  7,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  William  W.  Lee,  Greenfield,  III. 
LEE,  JAMES  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Agnes  Lee,  203  Second  Street,  Valley  Junction,  Iowa. 
LEE,  JOHN  WILLIAM  ARTIST,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  2,  1918. 

Cause:  Empyema. 

Next  of  kin :  Father,  Booker  Lee,  Blossoms,  Tex. 
LEE,  RANDOLPH  THOMAS,  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  15,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  August  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Polly  Pundt,  Houston.  Tex. 
LEE,  RICHARD  SYKES,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Burlington,  Vt.,  December  6,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  August  19,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Lee,  Dorset,  Vt. 
LEE,  RORERT  HAROLD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  December  2,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  February  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lottie  Lee,  409  East  Pine  Street,  Fitzgerald,  S.  a 
LEE,  SELMER,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  13,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  29,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Olelle  Lee,  Gary,  Minn. 
LEE,  SELMER  NORTHON,  yeoman,  third  class,  United  States  Naval  Reserve  Fore*. 

Enrolled :  Great  Lakes,  111..  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Caroline  S.  Lee,  Hartland,  Minn. 
LEE,  THOMAS  VERNON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  T.  Lee,  1120  Fulton  Avenue,  Baltimore,  Md. 
LEEDY,  ARCHIE,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  14,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Father,  Daniel  K.  Leedy,  23  Holiday  Street,  Newark,  Ohio. 


455 

LEES,  SPENCER  MONTGOMERY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Philadelphia,  Pa.,  April  6,  1917. 
Died :  Cape  May,  N.  J.,  October  27,  1918. 
Cause :  Died  of  wounds. 
Next  of  kin:  Aunt,  Mary  A.  Thomas,  3501  North  Twenty-second  Street, 

Philadelphia,  Pa. 

LEESE,  ROYAL  ALLEN,  gunner's  mate,  first  class,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  March  23,  1915. 
Died :  U.  S.  S.  L-10,  January  24,  1918. 
Cause:  Fell  overboard  and  was  drowned. 
Next  of  kin :  Mother,  Mary  Leese,  Gettysburg,  Pa. 

LEFEVBE,  KENNETH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Detroit,  Mich.,  July  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Rebecca  B.  LeFevre,  Blissfield,  Mich. 
LEFFMAN,  HARRY  LEE,  hospital  apprentice,  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  23,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Agatstein,  811  Eastwood  Avenue,  Chicago,  I1L 
LEGARE,  ALBERT  JOSEPH,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  December  14,  1917. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  May  25,  1918. 
Sause:  Pleurisy,  supperative. 

Next  of  kin :  Father,  Pierre  Legare,  Riverside,  Mont. 
LEEGHTON,  ELLINGTON,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  January  13,  1908. 
Died :  Charlestown,  Mass.,  October  21,  1918. 
Cause :  Killed  by  train. 

Next  of  kin :  Wife,  Nellie  Leighton,  Mellbridge,  Me. 

LEITZ,  OTTO  ELLEN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  El  Paso,  Tex.,  May  22,  1918. 
Died :  New  Orleans,  La.,  November  4,  1918. 
Cause :  Accidentally  killed. 
Next  of  kin:  Sister,  Mrs.  Belle  L.  Davis,  3439  West  Forty-fourth  Street, 

Denver,  Colo. 
LEIVA,  FRANCIS  RANDOLPH,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  San  Pedro,  Calif.,  March  18,  1918. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Mother,  Amanda  Kelliher  Burhey,  205  North  St.  Andrews 

Place,  Los  Angeles,  Calif. 
LEM,  YEE,  Cabin  steward,  United  States  Navy. 
Enlisted :  San  Diego,  Calif.,  March  26,  1917. 
Died :  U.  S.  S.  Rochester,  September  27,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Wife,  One  Shee,  Sin  Ning,  Canton,  China. 
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LE  MASTER,  VYRL,  landsman  for  electrician  (R),  United  State  Navy. 

Enlisted:  Peoria,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charley  E.  Le  Master,  2120  North  Jefferson  Street, 

Peoria,  111. 

LE  MIEUX,  ARTHUB  JOHN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Le  Mieux,  720  South  Jefferson  Street,  Green 

Bay,  Wis. 

LEMMERHIRT,  WALTER  CARL,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  Lemmerhirt,  R.  R.  No.  20,  Burlington,  Wis. 
LENNON,  GRAYDON  VAUGHN,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Pamlico,  N.  C.,  April  26,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  P.  Lennon,  Manteo,  N.  C. 
LENNON,  JOHN  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  20,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Lennon,  331  Sackett  Street,  Brooklyn,  N.  Y. 
LENNON,  JOHN  THOMAS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  January  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  3,  1918. 

Cause:  Psychoses,  manic  depressive. 

Next  of  kin :  Grandfather,  John  Lennon,  28  Parker  Street,  Yonkers,  N.  Y. 
LENNON,  WILT  JAM  ERNEST,  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October 'l,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause:  Lost  life  in  explosion  on  board  ship. 

Next  of  kin :  Father,  William  H.  Lennon,  300  Quincy  Avenue,  East  Brain- 
tree,  Mass. 
LENNOX,  CHESTER  SMITHWICK,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  18,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Elizabeth  Lennox,  628  Sterling  Place,  Brooklyn,  N.  Y. 
LENTZ,  HERBERT  PAUL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  July  1,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,   Lizzy   A.   Lentz,  426  North   Fulton    Street,   Allen- 
town,  Pa. 
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LENTZ,  TEA  BURTON,  commissary  steward,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  4,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Uncle,  Silas  Grosh,  6318  Green  Street,  Chicago,  111. 
LEONARD,  NORMAN  HOYT,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  August  7,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Marion  Leonard,  260  Highland  Avenue,  Landsdowne,  Pa. 
LEONARD,  ROBERT  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  15,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ella  P.  Leonard,  Talbotton,  Ga. 
LEONARD,  ROSCOE  CONKLIN,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  July  14,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Mollie  V.  Leonard,  22  High  Street,  Cambridge,  Md. 
LEOXHARDT,  FREDERICK  MARTIN,  seaman,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  November  28,  1916. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  July  4,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Charles  Leonhardt,  599  Ninety-second  street,  Brook- 
lyn, N.  Y. 

LEQTJIX,  MAURICE  LENTILHON,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Newport,  R.  I.,  June  27,  1917. 

Died:  U.  S.  S.  Leviathan,  October  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  L.  Lequin,  55  Chestnut  Street,  East  Orange, 

N.  J. 
LESER,  PAUL  BEZELLA,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cleveland,  Ohio,  June  4,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  April  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Fred  L.  Leser,  Brecksville,  Ohio. 

LEUPOLD,  THEODORE  PHILIP,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  23,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mabel  C.  Leupold,  3902  North  Percy  Street,  Philadel- 
phia, Pa. 

LEVENSON,  MEYER  AI/TMAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  June  11,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Jacob  Levenson,  320  First  Avenue,  New  York,  N.  Y. 
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LEVERTON,  CHARLES  HENBY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  31,  1918. 

Died:  U.  S.  S.  Solace,  October  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mattie  C.  Leverton,  Cooperstown,  111. 
LEVI,  EDWIN  ROY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  A.  Levi,  Glenwood  City,  Wis. 
LEVY,  ABRAHAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Staten  Island,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  President  Lincoln,  October  1,  1917. 

Cause :  Accidentally  killed. 

Next  of  kin:  Father,   Joseph  Levy,   1166  Castleton   Avenue,   West   New 

Brighton,  N.  Y. 
LEVY,  HENRY,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Scranton,  Pa.,  May  2,  1917. 

Died :  Section  base,  Cape  May,  N.  .1,  June  11,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  Rica  Levy,  520  Pine  Street,  Scranton,  Pa. 
LEVY,  WILLIAM  ABRAHAM,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  April  5,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Levy,  85  Trowbridge  Street,  Cambridge,  Masa 
LEWANDOWSKI,  STEPHEN  WILLIAM,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Stella  F.  Lewandowski,  1309  Linden  Avenue,  South 

Bend,  Ind. 
LEWIS,  ABRAM,  chief  commissary  steward,  United  States  Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  April  19,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  ],  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rebecca  Lewis,  163  East  One  hundred  and  twelfth 

Street,  New  York,  N.  Y. 

LEWIS,  ARTHUR  RANSDKLL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  April  27,  1918. 

Died:  Bay  City,  Mich.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Frederick  A.  Lewis,  800  Center  Avenue,  Bay  City, 

Mich. 
LEWIS,  EARL  RAY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  12,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Giles  Lewis,  Box  142,  Mylo,  N.  Dak. 
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LEWIS,  ELMER  CLYDE,  seamau,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  22,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Eunice  II.  Lewis,  Farrnington,  Mo. 
LEWIS,  GAYLOKD  JUDDE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  19,  1917. 

Died:  Naval  hospital,  Pensacola,  Fla.,  June  7,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Lewis,  Weitchper,  Calif. 
LEWIS,  LESTER  ROY,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Lewis,  700  West  Jackson  Boulevard,  Chicago, 

111. 

LEWIS,   MCKINLEY   ROYAL,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enrolled :  Kane,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  C.  Lewis,  R.  F.  D.  2,  Box  83,  Shippensville, 

Pa. 
LEWIS,  MILTON  LEON,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Rochester,  N.  Y.,  February  6,  1917. 

Died:  Steamship  Asimina,  January  28,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Jennie  T.  Lewis,  32  Bond  Street,  Rochester,  N.  Y. 
LEWIS,  NILES  OLIVER,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  2G,  1917. 

Died :  L.  S.  S.  Sagadahoc,  September  5,  1918. 

Cause:  Endocarditis,  chronic. 

Next  of  kin :  Father,  Arthur  P.  Lewis,  372  Beacon  Street,  Somerville,  Mass. 
LEWIS,  ROBERT  DALE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jessie  W.  Lewis,  Sedan,  Kans. 
LEWIS,  ROBEET  FRANKLIN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  December  13,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Dr.  J.  F.  Lewis,  Marianna,  Ark. 
LEWIS,  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Easton,  Pa.,  June  21,  1917. 

Died:  U.  S.  S.  Rappahanock,  April  29,  1918. 

Cause:  Killed  by  accident. 

Next  of  kin :  Father,  Thomas  A.  Lewis,  1058  Wilkes-Barre  Street,  Easton, 

Pa. 
LEY,  HERMAN  HENRY,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  Fortress  Monroe,  Va.,  January  30,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mrs.  F.  M.  Ley,  2712  Genesee  Street,  Trenton,  N.  J. 
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LICHT.  FORREST  DICK,  flrenmn,  first  class,  United  States  Navy. 

Knlisted:  Portland,  Oreg.,  January  20,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laura  B.  Licht,  Orting,  Wash. 
LICKISS,  LLOYD  ROSCOE.  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  St.  Louis,  Mo.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Lulu  M.  Lickiss,  4056  Cleveland  Avenue,  St.  Louis,  Mo. 
LIED,  JACOB,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  4,  1917. 

Died:  IT.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Died  when  vessel  was  sunk  by  enemy  submarine. 

Next  of  kin :  Sister,  Louisa  Hente,  68  Columbus  Avenue,  New  York,  N.  Y. 
LIGHTENHOME,  CHARLES  CORN,  Jr.,  coxswain,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  January  16,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  Charles  C.  Lightenhome,  4845  Drake  Avenue,  Chi- 
cago, 111. 

LIGHTFOOT,   EDWARD  VALENTINE,  seaman,  second   class,    United   States  Naval 
Reserve  Force. 

Enrolled :  Richmond,  Va.,  May  29,  1918. 

Died:  Naval  hospital,  naval  base.  Virginia,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother.  Lucie  E.  Lightfoot,  Locust  Dale,  Va. 
LIGON,  CLAUDE  G.,  musician,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  28,  1918. 

Died:  Naval  hospital,  League  Island,  Philadelphia,  Pa.,  September  23.  1918. 

Cause:  Influenza, 

Next  of  kin :  Mother,  Julia  B.  Ligon,  Pryor,  Okla. 

LILES,  GEORGE  Louis,  machinist's  mate,  second  class   (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Denver,  Colo.,  July  13,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ethel  L.  Liles,  Fifteenth  and  Arapaho  Streets,  Denver, 

Colo. 
LILES,  SAM  CALVIN,  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  13,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Sam  Liles,  Loaxahoma,  Miss. 
LILJGREN,  KARL  ADOLPHUS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  U.  S.  S.  Georgia,  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Solace,  November  4,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Mother,  Jessie  Liljgren,  48  Houghton   Street,  West  Lynn, 
Mass. 
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LrtiEGABD,  ARKNT  BENJAMIN,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Oruaha,  Nebr.,  June  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  14,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Mandius  Lillegard,  Keldron,  S.  Dak. 
LTT.T.KGARD,  ELMER  HEDEAN,  chief  electrician  (R),  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  February  12,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Peter  J.  Lillegard,  R.  F.  D.  5,  box  65,  Hillsboro,  Oreg. 
LILLET,  ROBERT  GREENLEAF,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  May  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  8,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Sister,  Mrs.  Sallie  Rodgerson,  Williamston,  N.  C. 
LILLICH,  JOHN  EDGAR,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  May  29,  1918. 

Died :  York,  Pa.,  October  4,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  Lillich,  205  North  West  Street,  York,  Pa. 
LIMBAUGH,  HOBART  F.,  seaman,  second  class,  United  States  Naval  Reserve  Force, 

Enrolled:  Kansas  City,  Mo.,  July  15,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  September  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Frances  A.  Limbaugh,  Rinehart,  Mo. 
LINCOLN,  CHARLES,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Providence,  R.  I.,  May  4,  1917. 

Died :  Gallops  Island,  Boston,  Mass.,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Delia  Lincoln,  West  Shore  Road,  Conimicut,  R.  I. 
LINCOLN,  HERL  FREDERICK,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  27,  1917. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elinor  A.  Lincoln,  Medina,  Wash. 

LIND,  CARL  WILLIAM  HAROLD,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Chicago,  III.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  S.  Lind,  415  Morgan  Street,  Elgin,  111. 
LIND,  EDWARD  PHILLIP,  seaman,  second  class,  United  States  Navy- 
Enlisted  :  Boston,  Mass.,  December  3,  1917. 

Died:  Boston,  Mass.,  January  22,  1918. 

Cause:  Delirium. 

Next  of  kin :  Father,  Andred  Lind,  45  Merrifield  Street,  Worcester,  Mass. 
LINDATTER,  WiLBUB  EDWARD,  seaman  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  20  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  28,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Godred  J.  Lindauer,  3409  Piedmont  Avenue,  Balti- 
more, Md. 
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LJNDBERG,  PBED  WILLIAM,   painter,   third  class,  United   States  Naval    Reserve 

Force. 

Enrolled :  Chicago,  111.,  May  13,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mrs.  Augusta  A.  Lindnerg,  367  East  One  hundred  and  seven- 
teenth Street,  Chicago,  111. 

LINDEB,  WILLIAM  LEE,  coxswain,  United  States  Naval  Reserve  Force. 
Enrolled :  St.  Louis,  Mo.,  December  20,  1916. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  27,  1918. 
Cause:  Nephritis,  acute. 

Next  of  kin :  Mother,  Henriette  Linder,  510  Stell  Street,  Couway,  Ark. 
LINDLEY,  VEBNON  ALLEN,  coxswain,  United  States  Naval  Reserve  Force. 
Enrolled :  El  Paso,  Tex.,  July  10,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  William  Lindley,  Hopkinsville,  Ky. 
LINDQUIST,  RALPH  GIBSON,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  June  13,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  O.  A.  Lindquist,  3621  North  Moore  Street,  Peoria,  111. 
LINDSAY,  FRANK  STUTVESANT,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  June  6,  1917. 
Died :  New  York,  N.  Y.,  March  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  S.  Lindsay,  135  Essex  Street,  Brooklyn,  N.  Y. 
LINDSEY,  JOHN,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  April  26,  1916. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  March  13,  1918. 
Cause:  Tuberculosis. 

Next  of  kin:  Wife,  Mrs.  J.  Llndsey,  3260  Kensington  Avenue,  Philadel- 
phia, Pa. 
LINDSEY,  LUTHEB  MABTIN,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enrolled :  Louisville,  Ky.,  July  29,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Sue  W.  Lindsey,  Sebree,  Ky. 

LINDSTBOM,  ROBEKT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Los  Angeles,  Calif.,  May  15,  1918. 
Died :  Navy  yard,  Mare  Island,  Calif.,  October  13,  1918. 
Cause:  Influenza. 
Next  of  kin:  Father,  Lambert  Llndstrom,  1820  Capitol  Place,  St.  Paul, 

Minn. 

LINEBEBOEB,  JAMES  JENKINS,  chief  water  tender,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  16,  1914. 
Died :  U.  S.  A.  C.  T.  Ticonderopa,  September  30,  1918. 
Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 
Next  of  kin :  Mother,  Fannie  Lineberger,  Mount  Holly,  N.  C. 
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LJNG,  SHO,  wardroom  steward,  United  States  Navy. 

Enlisted :  U.  S.  S.  Brooklyn,  Shanghai,  China,  December  9,  1916. 

Died :  Naval  hospital,  Yokohama,  Japan,  August  13,  1918. 

Cause :  Carcinoma. 

Next  of  kin :  Wife,  Lita  Ling,  Agana,  Guam. 

LINK,  LESLIE  RAYMOND,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillie  W.  Link,  Hutchinson,  Ky. 
LINKHART,  MILO  GuAFTON,  chief  turret  captain,  United  States  Navy. 

Enlisted :  Yorktown,  Va.,  June  8,  1917. 

Died :  Scotland,  September  20,  1918. 

Cause:  Suicide  by  drowning. 

Next  of  kin :  Father,  Milo  Linkhart,  722  East  Hart  Street,  Dayton,  Ohio. 
LIPPINCOTT,  SAMUEL,  apprentice  seaman,  United  States  Naval  Reserve  Force, 

Enrolled :  Philadelphia,  Pa.,  May  31,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Susan  R.  Lippincott,  339  Main  Street,  Moorestown, 

Nf  J. 
LITCHFIELD,  JOHN  RUSSELL,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  17,  1917. 

Died :  France,  September  16,  1918. 

Cause :  Result  of  wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.  Martha  D.  Litchfleld,  604  West  Padon  Avenue, 

Blackwell,  Okla. 
LITHIO,  BRICE  DANIEL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Frances  C.  Lithio,  Akeley,  Minn. 
LITTLE,  MALLIE  BASS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  11,  1918. 

Died:  Submarine  base,  New  London,  Conn.,  October  10,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Harmon  Little,  Lavaca,  Ark. 

LITTLE,  PERCY  ALVIN,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Little,  R.  1,  Osnabrook,  N.  Dak. 
LfTTRELL,  CLARENCE  MCKINLEY,   fireman,  third  class,  United   States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  31,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin:  Mother,  Hannah  A.  Littrell,  R.  F.  D.  2,  Wirt,  Ind. 
LIVINGSTON,  ORVAL  FRANK,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  April  20^1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  September  14,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Clara  N.  Livingston,  general  delivery,  Chelen,  Wash. 
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LLOYD,  FKANCIS  JOSEPH,  sea  man,  second  class,  United  States  Naval  Reserve 
Force. 

Unrolled:  Newark,  N.  J.,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Margaret  Lloyd,  29  Canfield  Street,  Orange,  N.  J. 
LOBMEYEB,  HENRY  FREDERICK,  machinist's  mate,  second  class,  United   States 
Navy. 

Enlisted :  New  Haven,  Conn.,  February  21,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Result  of  explosion  on  board  ship. 

Next  of  kin:  Father,  Alexander  R.  Lobmeyer,  131  Standish  Street,  Hart- 
ford, Conn. 

LOCHMANN,  EMIL  ERNEST,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  May  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next   of   kin :  Mother,   Elizabeth  Lochmann,   735  North   Loraine  Avenue, 

Chicago,  111. 

LOCHMILLER,  FREDERICK  CARL,  seaman,  second  class,  United  States  Naval  Re- 
serve Force.  v 

Enrolled :  Omaha,  Nebr.,  June  29,  1918. 

Died :  U.  S.  S.  Georgia,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  P.  Lochmiller,  Denison,  Iowa. 
LOCHNER,  RICHARD  ANTHONY,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  September  IS,  1917. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,   Christina  H.   Lochner,   831   Pauline   Street,   New 

Orleans,  La. 
LOCKE,  GEORGE  WILLIAM,  seaman,  second  class,  United  Slates  Navy. 

Enlisted:  New  Haven,  Conn.,  November  13,  1917. 

Died :  Steamship  Florence  H.,  April  17  ,1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  John  Locke,  136  Havemeyer  Place,  Greenwich,  Conn. 
LOCKEY,  HERHEKT  TILLMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  April  17,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Sister,  Mrs.  Beulah  Cox,  Mill edgevi lie,  Ga. 
LOCKHART,  HOMER  HOUSTON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  14,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  16,  1918. 

Cause:  Fever. 

Next  of  kin :  Mother,  Sarah  F.  Lockhart,  Route  2,  Ripley,  Miss. 
LOCKHART,  JOSIAH  DAVID,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  17,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  26,  1917. 

Cause :  Appendicitis. 

Next  of  kin:  Father,  Joe  E.  Lockhart,  114  North  Dickson  Street,  Gaines- 
ville, Tex. 


465 

LOCKREY,  ROGER  WALCOTT,  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  9,  1914. 

Died :  U.  S.  A.  C.  T.  Pastores,  November  17,  1917. 

Cause:  Fell  overboard  and  was  drowned. 

Next  of  kin :  Mother,  Jessie  E.  Lockrey,  193  Main  Street,  Charlestown, 

Mass. 

LOCKWOOD,  ARTHUR  LOGES,  printer,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Hoboken,  N.  J.,  July  31,  1917. 

Died :    U.  S.  S.  Leviathan,  June  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Augusta   F.   Lockwood,  River  Avenue  and   Spruce 

Street,  Lakewood,  N.  J. 
LOEFFLER,  GEORGE  MARTIN,  seaman  signalman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  13,  1916. 

Died :  U.  S.  S.  Marietta,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Edward  M.  Loeffier,  426J  Eighth  Street,  Quincy,  111. 
LOFTUS,  MARTIN  CYRIL,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  23,  1918. 

Died:  Naval  hospital,  Cape  May,  N.  J.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Lof tus,  816  South  Valley  Avenue,  Olyphant,  Pa. 
LOGAN,  OLE  CHRIST,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Mary  Markuson,  Route  4,  Clear  Lake,  Wis. 
LOGAN,  ROGER  CHARLES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause:  Pneumonia,   broncho. 

Next  of  kin :  Mother,  Mrs  Edith  Logan,  R.  R.  3,  Goshen,  Ind. 
LOGSDON,  CHARLES,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  July  16,  1917. 

Died.:  U.  S.  S.  Oklahoma,  October  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Step-father,  Wesley  Needham,  402  Main  Street,  Jefferson- 

ville,  Ind. 

LOHSE,  HERBERT  ERNEST,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Chicago,  111.,  June  21,  1918. 

Died:  At  home,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :   Sister,  Mary  Lohse,  1548  Waveland  Avenue,   Chicago,  111. 
LOMAS,  LEROY  GOSLING,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Providence,  R.  I.,  June  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Mary-  E.  Lomas,  259  Central  Street,  Cantrall 
Falls,  R.  I. 
174483—20 30 
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LONDAHL.  HENRY,  landsman  for  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  May  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  P.  Londahl,  Jamestown,  N.  Y. 
LONDON,  JACOB  J.,  electrician,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  4,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin :  Father,  A.  H.  London,  50  Bright  Street,  Burlington,  Vt 
LONEEGAN,  JOSEPH  FRANCIS,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  January  29,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Alice  M.  Quiekett,  1294  Dorchester  Avenue,  Dorches- 
.  ter,  Mass. 
LONG,  BRYAN  BRECKENRIDGE,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  June  7,  1917. 

Died :  Steamship  Florence  H.,  April  17,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin :  Father,  Charles  C.  Long,  Lanark,  W.  Va. 
LONG,  EMMET  JAMES,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1917. 

Cause:  Poliomyelitis,  acute  bulbar. 

Next  of  kin :  Mother,  Celia  Long,  Greely,  Nebr. 
LONG.  IRL  EDWIN,  coxswain,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  18,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Father,  John  Ell  Long,  R.  F.  D.  4,  Walter,  Okla. 
LONGLEY,  LAWRENCE  ORAL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  May  2,  3917. 

Died :  U.  S.  S.  South  Dakota,  March  21,  1918. 

Cause:  Poisoning  by  inhalations  of  gas. 

Next  of  kin:  Mother,  Mary  J.  Longley,  Apison,  Tenn. 
LOOKER,  ARTHUR,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  6,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  January  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lozina  Looker,  R.  F.  D.  57,  Gladivin,  Mich. 
LOPATKA,  ISADOR,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  6,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Influenza. 

Next   of  kin :    Father,    Solomon   Lopatka,   439   Bergenline '  Avenue,   New 

York,  N.  Y. 

LORANS,  ARTHUR  WILLIAM,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Josephine  L.  Lorans,  White  Rock,  S.  Dak. 
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LOED.  CARL  CHESTER,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  30,  1916. 

Died :  Naval  hospital,  Washington,  D.  C.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Amy  M.  Lord,  814  Twenty-second  Street  NW.,  Wash- 
ington, D.  C. 

LOED.  THOMAS  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  7,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edmond  Lord,  Cornell,  Wis. 
LOEEE,  FRANK  HAZELTON,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa-,  May  17,  1915. 

Died :   Steamship  Vacuum,  May  2,  1917. 

Cause:   Exhaustion,  overexereise. 

Next  of  kin :   Mother,  Mary  C.  F.  Loree,  1618  Cayuga  Street,  Philadelphia, 

Pa. 
LOBTOX,  RUSSELL  EUGENE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  7, 1918. 

Cause:   Angina  Pectoris. 

Next  of  kin :  Father,  Lewis  N.  Lorton,  route  7,  Springfield,  Ohio. 
LORTZ,  HABOLD  RAY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  21, 1918. 

Cause:  Pneumonia,  broncho.  •  . 

Next  of  kin :  Father,  William  Lortz,  Batavia.  N.  Y. 

LOUDER,  SAMUEL  CHESTER,  apprentice  seaman.  United   States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  June  3,  1918. 

Died :  Naval  training  station,  Great  Lakes,  HL,  September  28, 1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  Louder,  508  Fairview  Street,  Riverside,  N.  J. 
LOUDOS,  WHXIAM  HOB  ART,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Louisville,  Ky.,  June  4,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  11, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  London,  rural  route  No.  1,  Depauw,  Ind. 
LOUGHIJN,  MICHAEL,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  21,  1918. 

Died :  U.  S.  S.  Galreston,  July  23,  1918. 

Cause:  Constipation. 

Next  of  kin :  Sister,  Mary  Curran,  85  Second  Place,  Brooklyn,  N.  Y. 
,  RICHARD,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Pelham  Bay  Park,  N.  Y.,  April  18,  1958. 

Died :  Mount  Vernon  Hospital,  N.  Y.,  October  9,  1918. 

Cause :   Pneumonia. 

Next  of  kin:    Son,  Harold  Lounsbery,  234  North  Terrace  Avenue,  Mount 
Vernon,  N.  Y. 
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I.OVE,  ARTHUR   VAUGHN,   seaman,  second  class,  United   States   Naval   Reserve 
Force. 

Enrolled  :   Chicago,  111.,  June  11,  1918. 

Died:  Naval  hospital,  Pugct  Sound,  Wash.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Harry  P.  Love,  7301  Park  Ridge  Road,  Chicago,  111. 
LOVE,  COLEMAN  STEVENS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  September  18,  1917. 

Died :  U.  S.  S.  Lake  Huron,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nellie  Love,  Coleman,  Tex. 
LOVE,  STANLEY  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  August  18,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Minnie  Love,  R.  1,  Box  21,  Benzonia,  Midi. 
LOVELACE,  FRED  JONES,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  5,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  February  10,  1918. 

Cause:  Mastoiditis,  acute. 

Next  of  kin :  Mother,  Elizabeth  Lovelace,  Wilderville,  Oreg. 
LOVELL,  BENJAMIN  PINKNEY,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  June  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  William  A.  Lovell,  Zimmerman,  La. 
LOVELL,  MYRON  WALTER,  Jr.,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  Jacksonville,  Fla.,  July  25,  1918. 

Died:  Fernandina,  Fla.,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Olivia  A.  Lovell,  Sanford,  Fla. 
LOVELY,  LYMAN  FREDERICK,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  April  30,  1917. 

Died:  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Lyman  Lovely,  2343  Bryant  Street,  Denver,  Colo. 
Low,  HARRY  ORPHEUS,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  27,  1918. 

Died:  At  home,  September  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Gladys  B.  Low,  616  Van  Buren  Street,  Joliet,  111. 
LOWDER,  JOHN  DAVID,  Jr.,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  28,  1916. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  In  explosion  on  board  ship. 

Next  of  kin :  Father,  John  D.  Lowder,  Lisbon,  S.  C. 

LOWELL,  VANCE  HANSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Portland,  Me.,  April  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edwin  A.  Lowell,  Lincoln,  Me. 
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LOWENBERG,  SAM  BLOCK,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  6,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sophia  Lowenberg,  Natchez,  Miss. 

LOWMAN,  DEWEY  NICHOLAS,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Father,  Nicholas  Lowman,  Leedsville,  Md. 

LOWRY,  CLELL  ELLE,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Oklahoma  City,  Okla.,  July  19, 1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  M.  Lowry,  Weatherford,  Okla. 

LOWRY,  MARY  GERTRUDE,  landsman  for  yeoman   (F),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  September  6,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  19,  1918. 

Cause : Influenza. 

Next  of  kin:  Father,  Thomas  P.  Lowry,  805  South  Forty-ninth  Street, 

Philadelphia,  Pa. 
LOWRY,  WILL  HENRY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  30,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  E.  Lowry,  R.  F.  D.,  No.  2,  Oak  Grove,  Ky. 
LOZWAY,  EARL  BERTRUM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  21,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  July  4,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :   Mother,  Mary  Lozway,  124   South   Twenty -eighth   Avenue, 
West  Duluth,  St.  Louis,  Minn. 

LUCAS,  KENNETH  RODNEY,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  May  23, 1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Dora  L.  Lucas,  23  Brown  Street,  Waltham,  Mass. 
LUCKAN,  CHARLES  FRANCIS,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  August  19,  1914. 

Died :  Steamship  Vacuum,  April  28,  1917. 

Cause :  Result  of  sinking  of  ship. 

Next  of  kin :  Mother,  Marie  C.  Luckan,  124  South  Maderla  Street,  Balti- 
more, Md. 
LUCKETT,  HOMER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mjllie  Luckett,  Elsberry,  Mo. 
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LUKA,   STANLEY,  carpenter's  mate,  third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  August  8,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Stalawva  Luka,  Cicero,  111. 
LUKE,  ISAAC  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  27,  1918. 

Died :  Gallups  Island,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Elie  R.  Luke,  Route  1,  Enigma,  Calif. 
LUKE,  RONALD  SANDS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  March  21,  1917. 

Died :  Roosevelt  Hospital,  New  York,  Mar  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  E.  Luke,  5  Tower  Place,  Danbury,  Conn. 
LUKEN,  HERMAN  BEBNAKD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Omaha,  Nebr.,  June  11,  1918. 

Died :  Camp  Logan,  111.,  October  1,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Herman  Luken,  Hazel,  S.  Dak. 
LUKER,  WALTER  MARION,  seaman,  second  class.  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  March  6,  1917. 

Died :  U.  S.  S.  Solace,  October  5,  1917. 

Cause :  Compound  fracture  of  skull. 

Next  of  kin :  Father,  J.  W.  Luker,  Bashi,  Ala. 
LUMPP,  FRANK,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich..  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  February  14,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Curry  Snyder,  R.  R.  1,  Pellston,  Mich. 
LUND,  ALFRED,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Lund,  Nekoma,  N.  Dak. 

LUNDGREEN,  FRANK  G.,  ship's  cook,   second  class,   United   States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans.  La.,  March  20,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Emil  Lundgreen,  385  Prospect  Street,  Perth  Am- 

boy,  N.  J. 

LUKDY,  VIRGIL  JACKSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lucy  J.  Lundy,  321  Cottage  Grove,  Bloomington,  Ind. 
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LUNN,  ROWLES  EDGAB,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  8,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  25,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Lunn,  Coudersport,  Pa. 

LUPHEB,  HARRY  JAMES,  machinist's  mate,  first  class  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Puget  Sound,  Wash.,  June  15,  'l918. 

Died :  Naval  hospital.  Gulfport,  Miss.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Vonnie  G.  Lupher,  Deer  Lodge,  Mont. 
LXJSBY,  HARRY  ELMER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  July  1,  1918. 

Died:  U.  S.  S.  Georgia,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Morgan  Lusby,  R.  F.  D.  1,  Danville,  Ark. 
LUSH,  FRED  STANLEY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  June  1,  1918. 

Died :  Great  Lakes,  111.,  October  13,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  Henry  W.  Lush,  Galeton,  Pa. 
LUSK,  GROVER,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Mai-ion  Lusk,  Larkinsville,  Ala. 
LUSK,  JOE,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Puget  Sound,  Wash.,  April  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  June  14,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  N.  U.  Lusk,  Ovillia,  Wash. 
LUSK,  VERNON  ALLEN,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  July  12,  1916. 

Died :  Lynn,  Mass.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Blanch  I.  Lusk,  Parish,  N.  Y. 
Lusso,  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  25,  1917. 

Died :  U.  S.  S.  Jenkins,  January  16,  1918. 

Cause :  Killed  by  shell  from  steamship  Neiv  York. 

Next  of  kin :  Father,  John  Lusso,  1870  North  Twenty-seventh  Street,  Kan- 
sas City,  Kans. 
LUTE,  CLARENCE  MELVIN,  seaman,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  15,  1917. 

Died :  Submarine  Base,  New  London,  Conn.,  September  29,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Kessa  Lute,  West  Union,  Ohio. 
LUTHER,  FRED  LESLIE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  August  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Menter  J.  Luther,  Burney,  Ind. 
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LUTZ,  CONKAO  AI.HFKT.  hmdsnwn  for  blacksmith.   rnite<!   State*   Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  May  17,  1918. 

Died:  Receiving  ship  nt  Philadelphia,  September  21.  1018. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lizzie  Lutz,  Flint  Hill,  Mo. 

LTTTZ,   VALENTINE  KILGORE,   hospital   apprentice,   second   class,   United    States 
Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  June  29,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  D.  Lutz,  Laurel,  Pa. 

LYAT,L,   SIDNEY  HENRY,  seaman,   second  class,  United   States  Naval   Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  June  4,  1918. 

Died:  San  Francisco,  Calif.,  October  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Lyall,  Verona,  Calif. 
LYCKE,  ADOLPH  NELSON,  oiler,  United  States  Navy. 

Enlisted:  Annapolis,  Md.,  October  15,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  March  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Lycke,  1829  North  Center   Street,  Stockton, 

Calif. 

LYDEN,  THOMAS  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  June  8,  1918. 

Died :  Naval  rifle  range,  Peekskill,  N.  Y.,  October  7,  1918. 

Cause:  Influenza. 

Next   of   kin :  Father,    Michael   Lyden,    1067   Bedford   Avenue,    Brooklyn, 

N.  Y. 
LYLES,  CLAY  TENNY,  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  June  1,  1916. 

Died :  U.  S.  S.  Pittsburgh,  July  23,  1917. 

Cause:  Killed  in  explosion. 

Next  of  kin:  Father,  Charles  R.  Lyles,  general  delivery,  Garland,  Tex. 
LYNCH,  ANDREW,   mess  attendant,   first  class,   United   States  Naval   Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  October  15,  1917. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Lynch,  R.  F.  D.,  3,  Berkeley,  Va. 
LYNCH,  BERNARD,  storekeeper,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  4,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Mary  A.  Murphy,  223  West  Twentieth  Street,  New 
York,  N.  Y. 
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LYNCH,  MICHAEL  JAMES,  chief  master  at  arras,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  May  10,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  February  12,  1918. 

Cause :  Dilatation,  acute  cardiac. 

Next  of  kin :  Wife,  Margaret  M.  Lynch,  644  Second  Avenue,  San  Fran- 
cisco, Calif. 

LYNCH,   JpHN  FBANCIS,   seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  27,  1917. 

Died :  Municipal  pier,  Chicago,  111.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Lynch,  4555  Sheridan  Road,  Chicago,  111. 
LYNCH,  PATBICK  FRANCIS,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  16,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,   Timothy   Lynch,   31   South   Oxford   Street,   Brook- 
lyn, N.  Y. 
LYNCH,  ROSCOE,  enginemau,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  January  22,  1918. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  E.  A.  Lynch,  Kenova,  W.  Va. 
LYNCH,  WILLIAM  FRANKLIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  March  27,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  20,  1918. 

Cause :  Tuberculosis. 

Next  of  kin:  Father,  William  D.  Lynch,  112  Pleasant  Street,  Franklin, 

Mass. 
LYNCH,  WILLIAM  HENRY,  jr.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  28,  1917. 

Died :  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  William  H.  Lynch,  1250  Brown  Avenue,  Manchester, 

N.  H. 
LYNGAAS,  HAROLD  TORALF,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  31,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  2,  1918. 

Cause:  Suicide. 

Next  of  kin:  Father,  Robert  Lyngaas,  924  Water  Street,  Eau  Claire,  Wis. 
LYNN,  EDDIE  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  11,  1917. 

Died :  U.  S.  S.  New  Hampshire,  June  30,  1917. 

Cause :  Lost  at  sea. 

Next  of  kin :  Mother,  Caroline  Dorster,  Saint  Marys,  Ohio. 
LYON,  JOHN  RAYMOND,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  January  24,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Gertrude  Dhu,  1530  South  Fifteenth   Street,  Terre 
Haute,  Ind. 
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LYONS,  DANIEL  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  2,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  May  6,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Margareut  Lyons,  1335  Wolf  Strett,  Philadelphia,  Pa. 
LYONS,  FRANKMN  JAY,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  May  21,  1018. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Matilda  S.  Lyons,  Osakis,  Minn. 
LYONS,  JOHN,  chief  water  tender,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  31,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  1,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Son,  John  Lyons,  jr.,  Van  Nest  Avenue,  Van  Nest,  N.  Y. 
LYONS,  LUTHER  DON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  J.  E.  Lyons,  Cosmopolis,  Wash. 
LYONS,  RAYMOND  TTIOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  18,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  December  8,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin:  Mother,  Ellen  Eacott,  147  East  One  hundred  and  twentieth 

Street,  New  York,  N.  Y. 

LYONS,  THOMAS  CANNON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  December  3,  1917. 

Died:  U.  S.  S.  Triton,  March  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Jeremiah  J.  Lyons,  4457  Maiden  Street,  Chi- 
cago, 111. 

McAoAiis,  WILLIAM  JAMES,  chief  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  14,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Annie  Jane  McAdams,  92  Morningside  Avenue,  New 

York,  N.  Y. 
MCALISTER,  JOHN  B.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  July  23,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Polly  Phillips,  Bayview,  Kootenai  County,  Idaho. 
MCALLISTER,  CLARENCE  HENRY,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin  :  Father,  Charles  McAllister,  Akron,  N.  Y. 


475 

MCAXLISTER,  LEONARD  N.,  coxswain,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  27,  1917. 

Died :  U.  S.  S.  Atlantic  Second,  November  10,  1918. 

Cause :  Accidentally  drowned. 

Next  of  kin :  Sister,  Lillian  McAllister,  Neoga,  111. 

MCALLISTER,   WED  WORTH  WEST,   chief  yeoman,   United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  November  2, 1917. 

Died :  At  home,  Mittineague,  Mass.,  July  26,  1918. 

Cause :  Embolism  of  left  lung. 

Next  of  kin :  Mother,  Lillie  L.  McAllister,  31  Ames  Avenue,  Mitteneague, 

Mass. 
MCANULTY,  BRANNON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  February  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  April  9,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Francis  McAnulty,  Malone,  Fla. 

MCARDLE,  JOHN  PAUL,  carpenter's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  June  17,  1918. 

Died :  United  States  Naval  Auxiliary  Reserves  School,  Chicago,  111.,  August 
22,  1918. 

Cause:  Compound  fracture  of  skull. 

Next  of  kin:  Father,  E.  J.  McArdle,  111  Broadway,  Wilmete,  111. 
MCABTHUR,   EARL  BYRON,  apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted :  Peoria,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Lyle  T.  McArthur,  704  Ravine  Avenue,  Peoria,  111. 
McBAiN,  EARL  WESLEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  9,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Cora  Goad,  Keystone.  S.  Dak. 
MCBRIDE,  EARL  LYLE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Frances  McBride  Clark,  Gray,  Okla. 
MCBRIDE,  JOHN  ALEXANDER,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Philadelphia,  Pa.,  March  11,  1918. 

Died :  Submarine  chaser  209,  August  27,  1918. 

Cause :  Lost  life  when  vessel  was  mistaken  for  enemy  submarine. 

Next  of  kin:  Mother,  Janet  McBride,  5419  Jefferson  Street,  Philadelphia, 

Pa. 
McBRTDE,  JOHN  GAYDEN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Life  lost  when  vessel  wns  sunk. 

Next  of  kin :  Father,  Louis  D.  McBride,  Florence,  Miss. 
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McBuBNEY,  JOHN  FRANCIS,  landsman  for  electrician  (G),  United  States  Navy 

Enlisted:  Richmond,  Va.,  July  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  McBurney,  South  Roanoke,  Va. 
MC-CABE,  JOHN  LEO,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  21,  1918. 

Died :  Royal  Naval  Hospital,  Bermuda,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Philip  McCabe,  161  East  Seventy-fifth  Street,  New 
York,  N.  Y. 

MCCABE,  WARREN   BENNETT,  hospital  apprentice,  second  class,   United  States 
Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mabel  McCabe,  Rushville,  111. 

MCCAFFREY,  PATRICK  FRANCIS,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Newport,  R.  I.,  May  8,  1918. 

Died :  Naval  training  station,  Newport,  R.  I.,  June  26,  1918. 

Cause:  Asphyxiation  by  illuminating  gas. 

Next  of  kin :  Father,  Patrick  McCaffrey,  523  Broad  Street,  Lonsdale,  R.  I. 
MCCAIN,  GEORGE  LEO,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  4,  1916. 

Died :  U.  S.  S.  Bainbridge,  July  3,  1918. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  Mother,  Bertha  G.  McCain,  508  North  Jackson  Street,  Robin- 
son, 111. 
McCALiSTEB,  CHARLES  JACKSON,  blacksmith,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  9,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Daisy  McCalister,  459  North  First  Street,  Terre  Haute, 

Ind. 
MCCALL,  FRANK  STEPHEN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  2,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  30,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Michael  McCall,  95  Cross  Street,  Providence,  R.  I. 
MCCALL,  GEORGE,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jane  McCall,  Decorah,  Iowa. 
MCCALLA,  RICHARD  CALVIN,  chief  quartermaster  (A),  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  21,  1917. 

Died :  Naval  station,  Pensacola,  Fla.,  May  10,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin :  Sister.  Margaret  G.  Scott,  Johnson  City,  Tenn. 
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MCCALLAN,  JAMES  LESTER,  landsman  for  electrician   (G),  United  States  Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  2,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Cousin,  Ella  Heiman,  876  Twenty-eighth  Street,  Milwaukee,  Wis. 
MCCANN,  GEORGE  HENRY,  seamau,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  10,  1918. 

Died :  Naval  hospital,  Norfolk.  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Mother.   Catherine  McCann,  2501   Potter   Street,   Philadel- 
phia, Pa. 

MCCANN,  RICHARD  WARD,  landsman,  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Effie  Anna  McCann,  Willsboro,  N.  Y. 
McCARTER,  JESSE  BBYAN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  24,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Perry  E.  McCarter,  Boaz,  N.  Mex. 

MCCARTHY,  EDWIN  GERARD,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Boston,  Mass.,  August  6,  1918. 

Died :  Naval  training  camp,  Bumkin  Island,  Mass.,  October  29, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Francis  McCarthy,  1540  Tremont  Street,  Rox- 
bury.  Mass. 

MCCARTHY,  JOHN  HUMPHREY,  seaman  (signalman),  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  May  24,  1918. 
Died :  U.  S.  S.  New  Hampshire,  November  7,  1918. 
Cause:  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Anna  Brown  McCarthy,  1006  University  Avenue,  East, 
Gainesville,  Fla. 

MCCARTHY,  EUGENE  SIMON,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  August  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Maurice  C.  McCarthy,  505  North  Roosevelt  Street, 

Bloomington,  111. 
MCCARTHY,  ROBERT  FLORENCE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Solace,  March  15,  1918. 

Cause:  Burns. 

Next  of  kin :  Father,  Eugene  McCarthy,  1929  Philip  Street,  Philidelphia,  Pa. 
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McCAKTNKY,  CLABENCE  H.,  machinist's  mate,  second  class.  National  Naval  Volun- 
teers. 

Enlisted :  Brooklyn,  N.  Y.,  July  10,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Died :  Lost  life  when  vessel  foundered. 

Next  of  kin :  Stepmother,  Jennie  McCartney,  1108  Hancock  Street,  Brooklyn, 
N.  Y. 

MC-CAULEY,  HAROLD  WRIGHT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 

Cause : Influenza. 

Next  of  kin:  Mother,  Sappho  Lane  McCauley,  903  Burnett  Avenue,  Ames, 

Iowa. 
MC-CATTLEY,  IKVON  EWELL,  seaman,  second  class,  United  States  Navy 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died :  Naval  hospital,  Norfolk,  VaM  August  22,  1917. 

Cause:  Valvular  disease,  cardiac,  chronic. 

Next  of  kin :  Father,  John  E.  McCauley,  Warehouse  Point,  Conn. 
MCCAUSLAND,  HARRY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  August  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  McCausland,  Osborne,  Kans. 
MCCLAIN,  GEORGE  BUSHNELL,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Milton  H.  McClain,  318  McLemore  Avenue,  Memphis, 

Tenn. 
MCCLANAHAN,  GARY,  apprentice  seaman,  United  States  Naval  Reserve  Force, 

Enlisted :  Louisville,  Ky.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mattie  McClanahan,  Nicholasville,  Ky. 
MCCLANAHAN,  GUY  STEPHEN,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  June  4,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  August  25,  1918. 

Cause:  Endocarditis. 

Next  of  kin :  Father,  Frank  McClanahan,  Farmersburg,  Ind. 

MCCLUER,  RALPH  EDGAR,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  October  3,  1916. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned. 

Next  of  kin:  Mother,  Josephine  McCluer,  4784  Pallister  Avenue,  Detroit, 

Mich. 
MCCLUKE,  LLOYD  EDWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  F.  McClure,  Colchester,  111. 
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MrCoMB,  JOE  GTLLIR,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Mare  Island,  Calif.,  April  18,  1917. 

Died :  U.  S.  S.  Pueblo,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Edith  P.  McComb,  Oceanside,  Calif. 

MCCOMISKEY,  WILLIAM  HENRY,   carpenter's  mate,  third  class,  United   States 
Naval  Reserve  Force. 

Enlisted :  Newport,  R.  I.,  July  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  McComiskey,  South  Scituate,  R.  I. 
MCCONKEY,  ROBERT  JOHNSON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  30,  1917. 

Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Mother,  Ella  Little,  R.  F.  D.  3,  Mount  Vernon,  Wash. 
MCCONNELL,  JESSE  HOWARD,  chief  gunner's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  September  17,  1917. 

Died :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  October 
12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Nina  K.  McConnell,  1420  Brookes  Street,  San  Diego, 

Calif. 

MCCONNELL,   JOSEPH  MAESEE,  landsman  for  electrician,  United   States  Naval 
Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  February  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Weston  H.  McConnell,  La  Fontaine,  Kans. 
MCCORD,  IRWIN  ALONZO,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis.  Ind.,  June  6,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  21,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Hannah  V.  McCord,  Frankton,  Ind. 
McCoRKLE,  HENBY,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  20,  1917. 

Died :  U.  S.  S.  Von  Steuben,  April  4,  1918. 

Cause:  Knife  wound. 

Next  of  kin:   Sister,  Viola  Johnson,  1816  North  Ringgold   Street,  Phila- 
delphia, Pa. 

McCoRKLE,  HUGH  ARCHIBALD,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  St.  Louis,  Mo.,  June  13,  1918. 

Died:  Naval  training  camp,  Seattle,  Wash.,  November  1,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Sister,  Mary  B.  Raines,  Beaman,  Mo. 
McCoRMTCK,  EMAIETT  LAWRENCE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  10,  1918. 

Died :  Mare  Island,  Calif.,  October  31,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  A.  McCormick,  Crystal  City,  Tex. 
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McCoBMiCK,  FKANK  HENKY,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  16,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Nora  Amundsen,  9869  Sunnyside  Street,  Oakland, 

Calif. 
McCoY,  ALLISON  JOE,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  August  19,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  F.  Crandall,  Box  283,  Deertrail,  Colo. 
McCoY,  FORREST  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Kansas  City,  Mo.,  May  4,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edgar  M.  McCoy,  Urich,  Mo. 
McCRARY,  HARRY  LEE,  electrician,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  February  7,  1917. 

Died :  Submarine  base,  San  Pedro,  Calif.,  December  9,  1917. 

Cause:  Died  from  injuries. 

Next  of  kin :  Sister,  Mary  B.  McCrary,  253  Maple  Street,  Laurel,  Miss. 
MCCRAY,  ROBERT,  ship's  cook,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1917. 

Died:  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  Capus  McCray,  Navy  Yards,  care  of  Harry  Brown, 

Building  No.  5,  Charleston,  S.  C. 

MCCRAY,  ROBERT  FRANCIS,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Nellie  McCray,  R  4,  Jamesport,  Mo. 
MCCREERY,  WILLIAM  H.,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  Decmber  14,  1917. 

Died:  Naval  hospital,  Pensacola,  Fla.,  February  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Robert  W.  McCreery,  168  Bank  Street,  Fall  River, 

Mass. 
MCCRISAKEN,  JOSEPH  BERNARD,  pharmacist's  mate,  second  class,  United  States 

Navy- 

Enlisted:  Indianapolis,  Ind.,  April  16,  1917. 
Died:  U.  S.  S.  Marietta,  October  14,  3918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Phceba  L.  McCrisaken,  101  Pearl  Street,  Washington, 

Ind. 
McCuLLAH,  HERMAN  ELLIS,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  St.  Louis,  Mo.,  July  16,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  John  C.  McCullah,  R.  F.  D.  2,  Aurora,  Mo. 
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McCuLLOUGH,  JAMES,  coppersmith,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  7,  1917. 

Died:  Receiving  ship,  Philadelphia,  Pa.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Margaret  McCullough,  2827  Popular  Street,  Phila- 
delphia, Pa. 

McCuLLOUGH,  JOHN  CAMEKON,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Pittsburgh,  Pa.,  May  9,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  September  26,  1918. 

Cause:  Influenza. 
Next  of  kin :  Father,  William  McCullough,  4058  Howley  Avenue,  Pittsburgh, 

Pa. 

McCtrLLOUGH,  LEWIS  DAVID,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  June  1,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Clark  B.  CcCullough,  Manhattan,  Kans. 
MCCULLOUGH,  SILAS  MARTIN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Birmingham,  Ala.,  June  3,  1918. 

Died :  U.  S.  S.  Comfort,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Fannie  McCullough,  Cleveland,  Ala. 
McCuiXY,  RAWSON  CLABENCE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  12,  1917. 

Died:  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  14,  1918 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Addiline  Foster,  1226  East  Fifty-second  Street,  Los 

Angeles,  Calif. 

McCuERY,  JOSEPH  EMERSON,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Georgetown,  S.  C.,  June  17,  1918. 

Died :  U.  S.  S.  Montauk,  S.  P.,  392,  August  21,  1918. 

Cause :  Shipwrecked. 

Next  of  kin :  Wife,  Fannie  Mae  Hunt  McCurry,  220  West  Warley  Street, 

Florence,  S.  C. 
MCDANIEL,  RICHARD  HUGHIE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  June  25,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  ship. 

Next  of  •kin:  Father,  Raleigh  D.  McDaniel,  Magnolia,  Miss. 
MCDONALD,  HAL  BAKER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.%Va..  March  24,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  May  27,  1917. 

Cause:  Scarlet  fever. 

Next  of  kin:  Father,  James  E.  McDonald,  718  East  Montgomery  Avenue. 
Ashland,  Conn. 
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MCDONALD,  JKSSK  KI.IAKS.  H  reman,  third  class.  United  States  Navy. 
Enlisted:  Houston,  Tex.,  August  15,  1918. 
Died :  Navy  Yard,  Mare  Island,  Calif.,  October  14,  1918. 
CmiS4> :  Intlurn/a. 

Next  of  kin :  Mother,  Martha  E.  McDonald.  Spurger,  Tex. 
Mi -DONALD,  JOSEPH  GABRIKI.,  commissary  steward,  United  States  NavaT  Reserve 

Force. 

Enlisted:  Washington,  D.  C.,  June  17.  1918. 
Died :  Naval  hospital,  naval  base,  Va.,  September  28,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife.  Mary  M.  McDonald,  2131  Pennsylvania  Avenue,  Wash- 
ington, D.  ('. 

MoDoNALD,  JOSEPH   MICHAKI.,   seaman,   second   class,    United    States   Naval  Re- 
-  serve  Force. 

Enlisted:  Chicago,  111.,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause : Influenza. 

Next  of  kin :  Mother,  Mary  McDonald,  721  Ninth  Street,  La  Salle,  111. 
MCDONALD,  KARL,  landsman  for  musician,  United  States  Naval  Reserve  Force. 
Enlisted :  Cincinnati.  Ohio,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Leroy  McDonald,  Ashville,  Ohio. 
MCDONALD,  SIDNEY  SHEBRILL,  fireman,  third  class.   United  States  Navy. 
Enlisted :  Nashville,  Term.,  July  6,  1917. 
Died :  U.  S.  S.  Wicomico,  July  14,  1918. 
Cause:  Lost  overboard. 

Next  of  kin :  Mother,  Bell  Burse  McDonald,  Lafollette,  Tenn. 
MCDONOUGH,  EDWARD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  June  8,  1917. 
Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  3,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  Bartholomew  McDonough,  general  delivery,  Seattle, 

Wash. 

MCDONOUGH,  GEORGE  JOSEPH,  chief  boatswain's  mate.  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  December  24,  1914. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :    Brother,   Frank   X.   McDonough,   110   Edsall   Avenue,   New 

York,  N.  Y. 

McDouoALL,  ABRAHAM  CLIFFORD,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  December  11,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  January  8,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Eliza  B.  McDougall,  Tallahassee,  Fla. 
McDouGALL,  WILLIAM  JAS.,  Jr.,  engineman,  second  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  March  23,  1917. 
Died :  U.  S.  S.  Chicago,  September  29,  1918. 
Cause:  Pneumonia. 

Next   of   kin:    Wife,   Jennie   McDougall,    1011    Oakdale    Street,    Philadel- 
phia, Pa. 
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MoDouGLE,    BENJAMIN    HOMER,    seaman,    second    class,    United    States    Naval 
Reserve  Force. 

Enlisted :  Jacksonville,  Fla.,  June  29,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  A.  McDougle,  R.  F.  D.  1,  Orlando,  Fla. 
McELREE,  REUBEN,  coxswain,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  12,  1916. 

Died :  U.  S.  S.  Delaicare,  June  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kiii :  Ella  McElree,  Suffren,  N.  Y. 
MCELKOY,  JEROME,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Burlington,  Vt.,  March  19,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  20,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nellie  McElroy,  Montgomery,  Center,  Vt. 
MCELVEEN,  LOWELL  HUDSON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  December  15,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  27,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Mother,  Zetta  McElveen,  Timrnonsville,  S.  C. 

MCELWEE,  JOSEPH  ANTHONY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  July  16,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 

Cause:  Influenza. 

•    Next  of  kin :  Brother,  Owen  McElwee,  Main  Street,  Sugar  Notch,  Pa. 
MCELYEA,  GEORGE  GKEEN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  August  16,  1918. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  H.  McElyea,  R.  1,  Yoakum,  Tex. 
MCENANY.  VINCENT  FRANCIS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  J.  McEnany,  R.  R.  1,  Bryan,  Iowa. 
McEvoY,  JOSEPH  ARTHUR,  seaman,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.;  January  17,  1918. 

Cause :  Leukaemia. 

Next  of  kin :  Mother,  Mary  McArthur,  Lake  View,  Wash. 

MCFADDEN,   JOHN   ALLEN,   yeoman,   first   class,   United   States  Naval   Reserve 
Force. 

Enlisted,  Washington,  D.  C.,  June  6,  1918. 

Died :  Naval  hospital,  Washington,  D.  C.,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Pauline  A.  McFadden,  3243  P  Street  N.  W.,  Washing- 
ton, D.  C. 

FOREST,  fireman;  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  November  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  17,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  McFarland,  Winchester,  Ind. 
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McPAKLANE,  GKORGE,  landsman  for  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enlisted :  Kansas  City,  Mo.,  June  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Brother,  James  MoFarlane.  Sussex  County  Hospital,  Brigh- 
ton, England. 

MCGAHN,  LEO  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  July  10,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nora  McGahn,  626  Bennett  Street,  Appleton,  Wis. 
McGAHREN,  GEOKGE  ANTHONY,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Wilkes-Barre,  Pa.,  August  5,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  John  McGahren,  36  Butler  Street,  Dorra nee- 
ton,  Pa. 
McGALUARD,  GEOKGE  TOMLINSON,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  22,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Charles  McGalliard,  II.  F.  D.,  5,  Bridgeton,  N.  J. 
MCGEEHAN,  JAMES,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Philadelphia,  Pa.,  May  10,  1918.' 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  1,  1918.  • 

Cause:  Influenza. 

Next  of  kin :  Father,  Patrick  McGeehan,  Fintown,  Ireland. 
McGHEE,  ROBERT  MONTGOMERY,  pharmacist,  second  class,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  June  30,  1913. 

Died:  Shangai  Isolation  Hospital,  Shangai,  China,  September  3,  1917. 

Cause:  Smallpox. 

Next  of  kin :  Father,  J.  W.  McGhee,  Clennan,  Fla. 

McGiNNEss,  ERNEST  ANDREW,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Little  Rock,  Ark.,  June  19,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  K.  McGinness,  Grange,  Ark. 
McGiNNEss,  JOHN  HERBERT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Pittsburgh,  Pa.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  John  McGinniss,  41  Andrew  Street,  Sharon,  Pa. 
McGiNNEss,  WALTER  IRVIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lydia  McGinness,  R.  1,  Elma,  Iowa. 
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McGiNNis,  JOHN  FRANCIS,  boilermaker,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  May  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  November  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Marvel  McGinnis,  2542  Eighth  Avenue,  Rock  Island,  111. 
MCGINTY,  JOHN  WILLIAM,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  26,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin :  Brother,  Robert  McGinty,  25  Camden  Avenue,  Providence, 

R.  I. 

McGovEEN,  JOHN  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  8,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  McGovern,  6803  May  Street,  Chicago,  111. 
McGowAN,  JOHN  PATRICK,  ship  fitter,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  February  26,  1915. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Margaret  McGowan,  15  Austin   Street,  Cambridge, 

Mass. 

McGowAN,  MALSEY  MARK,  mess  attendant,  third  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  February  6,  1918. 

Died :  Receiving  ship,  New  York,  March  3,  1918. 

'Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Beatrace  Caspersen,  59  Courtland  Street,  Port  Rich- 
mond, N.  Y. 
MCGOWAN,  MICHAEL  FRANCIS,  blacksmith,  first  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  18,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin :  Father,  James  F.  McGowan,  439  Oak  Street,  Scranton,  Pa. 
MCGRATH,  FRANK  XAVIKR,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  March  12,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N*  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Eugene  T.  McGrath,  302  East  One  hundred  and  thirty- 
seventh  Street,  New  York,  N.  Y. 
MCGRATH,  GEORGE  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  March  19,  1917. 

Died:  Halifax,  Nova  Scotia,  March  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  James  E.  McGrath,  1268  West  Twenty-third  Street, 

Los  Angeles,  Calif. 

MCGRATH,  GEORGE  SAMUEL,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  May  7,  1917. 

Died :  Navy  Base  No.  17,  Inverness,  Scotland,  June  19,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Marian  McGrath,  16  Draper  Street,  Dorchester,  Mass. 
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McGKATH,  JOSKIMI  FRANCIS.  seaiUMM.  second  cliiss,  United   States  N;iv:il   Reserve 

Force. 

Enlisted:  Boston,  Mass.,  March  21,  101S. 
Died :  Lynn,  Mass.,  October  22,  1918. 
Cause:   Broncho-pneumonia  and   influenza. 

Next  of  kin:  Mother,  Xora  A.  MHJrath.  2s  High  Rock  Street,  Lynn,  Mas-*. 
McGRATH,  THOMAS  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Kansas  City.  Mo.,  July  ir>,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 
Cause :  Influenza. 
Next  of  kin:  Father,  Thomas  Francis  MeGrath,  sr.,  2328  Madison  street, 

Kansas  City,  Mo. 

McGRAW,  LEO,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  Cincinnati,  Ohio,  July  3,  1918. 
Died  :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Father,  Frank  McGraw,  171*2  Sherman  Avenue,  Norwood,  Ohio. 
McGuiRE,  DANIEL  FRANCIS,  seaman,  second  class,  United  States  Navy. 
Enlisted:  New  Haven,  Conn.,  April  14,  1917. 
Died,  U.  S.  S.  Charleston,  July  13,  1917. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mary  McGuire,  Norwich,  Conn. 
McGuiRE,  JESSE  MARION,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Oklahoma  City,  Okla.,  April  29,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  June  7,  1917. 
Cause:  Suppurative  pleurisy. 
Next  of  kin :  Mother,  Maud  Mosley,  Brock,  Okla. 

McGuiRE,  PAUL  VINCENT,  landsman  for  electrician    (R),  United   States  Navy. 
Enlisted :  Peoria,  111.,  January  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  III.,  February  26,  1918. 
Cause:  Measles. 
Next  of  kin:  Mother,  Grace  B.  Davis,  716  South  Illinois  Street,  Springfield, 

111. 
McGuiRE,  WILLIAM  JOSEPH  GEORGE,  seaman,  second  class   (C),  United   States 

Naval  Reserve  Force. 
Enlisted:  Milwaukee,  Wis.,  June  26,  1918. 

Died :  Mountainside  hospital,  Montclair,  N.  J.,  October  22,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Father,  John  E.  McGuire,  22  East  St.  Patrick  Street,  Rice 

Lake,  Wis. 
McGuiRK,  JOHN  ALOYBIUS,  landsman  for  machinist's  mate  (A),  United  States 

Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  13,  1917. 

Died:  Naval   hospital,  naval   operating  base,  Hampton   Roads,   Va.,   Feb- 
ruary 6,  1918. 

Cause :  Cerebrospinal  fever. 
Next  of  kin  :  Father.  James  McGuirk,  Cherry  and  Walnut  Streets,  Towanda, 

Pa. 
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McGuKK,  CHARLES  JOSEPH,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  July  6,  1917. 

Died:  Marine  hospital,  Stapleton,  Staten  Island,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  McGurr,  363  Montgomery  Street,  Jersey  City, 

N.  J. 
MclNERNY,  JAMES,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  November  7,  1916. 

Died :  Dispensary,  navy  yard,  Boston,  Mass.,  July  28,  1917. 

Cause :  Tuberculosis,  pulmonary. 

Next  of  kin:  Uncle,  Dennis  Mullins,  263  Beacon  Street,  Jersey  City,  N.  J. 
MclNERNY,  JOHN  ALOYSIUS,  gunner's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  Philadelphia,  Pa.,  March  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  O.  Mclnerny,  1917  North  Twenty-third  Street, 

Philadelphia,  Pa. 

MclNTOsH,  JAMES,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Burlington,  Vt.,  April  30,  1918. 

Died:  Naval  hospital,  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Lizzie  Taylor,  Box  225,  Barre,  Vt. 
MclNTosH,  JOHN  ALISTER,  landsman  for  yoeman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  23,  1917. 

Cause :  Measles,  suppurative  pleurisy. 

Next  of  kin :  Mother,  Maggie  S.  Mclntosh,  Moss  Point,  Miss. 
MclNTosH,  WALTER  PRESTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Columbia,  S.  C.,  May  11,  1918. 

Died:  Naval  hospital.  Charleston,  S.  C.,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Maggie  Cato,  203  King  Street,  Bennettsville,  S.  C. 
MclNTYRE,  THOMAS  ALOYSITJS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed  by  submarine. 

Next  of  kin:  Wife,  Mary  Mclntyre,  2821  North  Waterloo  Street,  Phila- 
delphia, Pa. 

MclsAAC,  ANGUS  LEBOY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  June  24,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Bell  Rose  Mclsaac,  South  Rockwood,  Mich. 
MclSAAc,  JAMES,  fireman,  second  class,  United  States  Naval  Reserve  Fow. 

Enlisted :  New  Orleans,  La.,  December  11,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  M.  Mclsaac,  315  Kirby  Avenue, 
nooga,  Tenn. 
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MclvKK,  WILLIAM  WALLACE,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  June  13,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife.  Esther  E.  Mclver,  61  Dexter  Street,  Medford,  Mass. 
MCKAY,  DAVID  CARTER,  chief  boatswain's  mate,-  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  June  27,  1917. 

Died :  Harper  Hospital,  Detroit,  Mich.,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jessie  D.  McKay,  232  Gladstone  Avenue.  Detroit, 

Mich. 
MCKAY,  JOHN  RUSSELL,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Wellfleet,  Mass.,  April  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  1,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Linnie  H.  McKay,  Wellfleet,  Mass. 
McKEAN,  CHARLES  PERKINS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  October  23,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  16,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Gertrude  McKean,  Groton,  Mass. 
McKEAN,  WALTER  MYRON,  fireman,  third  class.  N.  N.  V. 

Enlisted :  Seattle,  Wash.,  July  13,  1917. 

Died :  Base  2,  November  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Maud  McKean,  Fall  City,  Wash. 
MCKEE,  DALLAS,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  19,  1918. 

Died :  U.  S.  S.  Solace,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Scott  McKee,  Glad  Springs,  Va. 
MCKEEN,  DONALD  JANE,  blacksmith,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  May  17,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Sister,  Fannie  Serna,  Santa  Rita,  N.  Mex. 

MCKELVEY,    Lucius    SINCLAIR,    landsman    for    machinist's   mate    (A),    United 
States  Naval  Reserve  Force. 

Enlisted :  Portland,  Oreg.,  June  10,  1918. 

Died:  Naval  hospital,  Gulfport,  Miss.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Hazel  McKelvey,  230  East  Forty-ninth  Street,  Port- 
land, Oreg. 
MCKENNA,  EUGENE  WILLIAM,  blacksmith,  first  class,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  August  4, 1917. 

Died  :  U.  S.  S.  Jason,  January  1,  1918. 

Cause:   Poisoned  by  illuminating  gas. 

Next  of  kin :   Mother,  Marie  McKenna,  Fort  Benton,  Mont. 
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MCKEXNA,  HARRY  ALBERT,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted  :   Johnstown,  Pa.,  June  28,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause :   Influenza. 
Next  of  kin  :   Sister,  Catherine  McKenna,  318  Forty-fifth  Street,  Pittsburgh, 

Pa. 
MCKENXA,  JOSEPH  LEO,  seaman,   second  class,  United   States  Naval   Reserve 

Force. 

Enlisted:   Washington,  D.  C.,  March  30,  1918. 
Died :   Naval  hospital,  Washington,  D.  C.,  October  18,  1918. 
Cause :  Influenza. 
Next  of  kin :   Father,  Peter  J.  McKenna,  24  Waterman  Street,  Valley  Falls, 

R.  I. 

MCKENZIE,  EDWARD  JOSEPH,  seaman,  second  class,  United  States  Navy. 
Enlisted :   Boston,  Mass.,  December  31,  1917. 
Died :  Receiving  ship,  New  York,  N.  Y.,  March  22,  1918. 
Cause :   Cerebrospinal  fever. 
Next  of  kin :    Mother,  Catherine  McKenzie,  31  Marcella   Street,   Boston, 

Mass. 
MCKENZIE,  KENNETH  DICKSON,  landman  for  quartermaster,  United  States  Naval 

Reserve  Force. 

Enlisted :   Boston,  Mass.,  July  18,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Ethel  McKenzie,  1202  Boyleston  Street,  Brookline,  Mass. 
MCKENZIE,  WILLIAM  FRANK,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  December  15,  1917. 
Died :  'Naval  hospital,  Norfolk,  Va.,  January  10,  1918. 
Cause :   Pneumonia. 

Next  of  kin :   Father,  J.  W.  McKenzie,  Liudsey,  Okla. 
MCKEOWN,  BERNARD  JOSEPH,  fireman,  first  class,  United  States  Navy. 
Enlisted  :   Philadelphia,  Pa.,  August  28,  1914. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:   Killed  in  action  with  enemy  submarine. 

Next  of  kin :   Brother,  Francis  Patrick,  2650  North  Palethrope  Street,  Phil- 
adelphia, Pa. 
MCKEOWN,  MICHAEL  JOHN,  carpenter's  mate,  first  class,  United  State?  Naval 

Reserve  Force. 

Enlisted :   Philadelphia,  Pa.,  August  29,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 
Cause :   Influenza. 

Next  of  kin  :  Wife,  Laura  P.  McKeown,  box  75,  Camden,  Del. 
McKiLLOP,  MATTHEW  JOHN,  carpenter's  mate,  first  class,  United  States  Navy. 
Enlisted :   Norfolk,  Va.,  August  13,  1914. 
Died :  Naval  hospital,  Norfolk,  Va.,  March  15,  1918. 
Cause :   Broncho-pneumonia. 

Next  of  kin  :  Father,  Michael  McKillop,  Holyoke,  Mass. 
McKiNLEY,  THOMAS  JACKSON,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Montgomery,  Ala.,  June  29,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  Pinkney  S.  McKinley,  Evergreen,  Ala. 
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M<  KiNNKY,  IHMH.KY  (>. \KI.KY.  niMclriiiist 's  mate,  lii'st   rhiss.  United  States  Naval 

Reserve  Force. 

Enlisted  :  Washington,  1).  C.,  Dec.  11,  1917. 
Died:  Naval  air  station,  Pensacola,  Fla.,  October  4,  1918. 
Cause:  Killed  in  seaplane  accident. 

N.-xt  of  kin:  Wife.  Ida  W.  McKinney,  458tt  Ashland  Avenue,  St.  Louis,  Mo. 
Josi  i-ii   CHRISTOPHER,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  March  29,  1917. 
Died:  U.  S.  A.  C.  T.  Antilles,  October  17,  1917. 
Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin :  Father,  Andrew  L.  McKiuney,  73  Goble  Street,  Newark,  N.  J. 
WILLIAM   BKN.JAMIN,  seaman,   second   class,   United   States  Naval 

Reserve  Force. 

Enlisted :  Sault  St.  Marie,  Mich.,  May  6,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Helen  McKinney,  2130  Fourth   Avenue.   Sault  Ste. 

Marie,  Mich. 
McKissoN,  DONALD  EDWIN,  electrician,  third  class    (R),  United  States  Naval 

Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  June  4,  1917. 
Died:  At  home,  December  28,  1917. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Katherine  McKisson,  2157  Glenwood  Avenue,  Toledo, 

Ohio. 

MCKNIGHT,  HERBERT  FRANK,  seauiau,  second  class,  United  States  Navy. 
Enlisted :  Montgomery ,  Ala.,  April  21,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  June  18,  1917. 
Cause:  Tuberculosis. 

Next  of  km :  Uncle,  George  A.  Hall,  Poarch,  Ala. 
MCKNIGHT,  JOHN  JOSEPH,   apprentice  seaman,   United   States  Naval   Reserve 

Force. 

Enlisted:  Philadelphia,  Pa.,  July  22,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kin:  Wife,  Anna  McKnight,  2016  McCIellan  Street,  Philadelphia, 

Pa. 
MCLAIN,   FRED  THOMAS,   fireman,   third   class,   United   States  Naval   Reserve 

Force. 

Enlisted:  Minneapolis,  Minn.,  July  25,  1918. 
Died :  U.  S.  S.  Mercy,  October  29,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  McLaiu,  Kenwood  Park,  R.  4,  Duluth,  Miun. 
MCLABNEY,  JOHN  WARD,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  December  6,  1917. 
Died :  Navy  Base  Hospital  No.  5,  March  15,  1918. 
Cause :  Edema  of  lung. 
Next  of  kin :  Father,  John   F.   McLarney,   134  Frank   Street,  Bridgeport, 

Conn. 
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MCLAUGHLIN.  JAMES,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  21,  1918. 

Died:  Naval  hospital,  Azores,  October  22,  1918. 

Cause:  Pneumonia. 

Next    of    kin:  Mother,    Kate    McLaughlin,    936    Harford    Avenue,    Balti- 
more, Md. 

MCLAUGHLIN,   JOHN  JOSEPH,  ship's  cook,  fourth  class,  United   States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  March  27,  1918. 

Died:  Naval   hospital,   League   Island,  Pa.,    September  28,   1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  McLaughlin,  Marley,  Ireland. 
MCLAUGHLIN,  PATRICK  A.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  June  5,  1918. 

Died :  Hazleton,  Pa.,  November  5,  1918. 

Cause:  Pneumonia. 

Next   of   kin:  Father,   Patrick   McLaughlin,   546   North   Wyoming   Street, 

Hazleton,  Pa. 

MCLAUGHLIN,    STEPHEN    PERCY,    seaman,    second    class,    United    States    Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  11,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause :  Influenza. 

Next    of   kin:  Mother,    Margaret    McLaughlin,    618    Dudley    Street,    Dor- 
chester, Mass. 

MCLAUGHLIN,   WILLIAM    JAMES,   seaman,    second    class,    United    States   Naval 
Reserve  Force. 

Enlisted:  New  Haven,  Conn.,  May  24,   1918. 

Died:  Kingston  Avenue  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  McLaughlin,  156  Bristol  Street,  Southington, 

Conn. 
MCLENNAN,  MERRILL  DEWEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  9,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  28,  1917. 

Cause:  Pleurisy. 

Next  of  kin:  Father,  Hugh  McLennan,  242  West  Sixth  Street,  Sheridan, 

Wyo. 
McLEOD,  DANIEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Provincetown,  Mass.,  April  9,  1918. 

Died:  U.  S.  S.  Maine,  October  1,  1918. 

Cause:  Pnejimonia.' 

Next  of  kin:  Mother,  Euphemia  McLeod,  Middlesboro,  Mass. 
MCLEOD,  OSCAR  EDISON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Birmingham,  Ala.,  May  1,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Father,  Alexander  B.  McLeod,  De  Funiack  Springs,   Fla. 
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McLEY.  JAMES  NELSON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  March  5,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  15,  1917. 

Cause:  Measles,  broncho-pneumonia   and   suppurative  pleurisy. 

Next  of  kin :  Mother,  Mary  Bray,  Edgar,  Nebr. 

MCLOUGHLIN,   FRANK   JOSEPH,   electrician,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  25,  1918. 

Died :  New  York,  N.  Y.,  October  26,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Brother,  Bartholomew  McLoughlin,  431  West  Forty-fourth 

Street,  New  York,  N.  Y. 

MCLOUGHLIN,   GEORGE  IGNATIUS,  chief  yeoman,  United   States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  December  3,  1917. 

Died :  Home,  Rosindale,  Mass.,  October  4,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Mary  F.  McLoughlin,  73  Newberg  Street,  Rosindale, 

Mass. 

MCMAHAN,  JOHN  FRANCIS,  landsman  for  electrician  (E),  United  States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  March  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  McMahon,  McCordsville,  Ind. 
MCMAHAN,  JOHN  JOSEPH,  seaman,  second  class,  United  States  Navy  . 

Enlisted :  Boston,  Mass.,  April  30,  1918. 

Died :  U.  S.  S.  Mercy,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  McMahan,  19  South  Whipple  Street,  Lowell, 

Mass. 

MCMAHON,  ALOYSIUS  PATRICK,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  McMahon,  Camp  City,  Ulmer  Park,  Brook- 
lyn, N.  Y. 

MCMAHON,  DONALD  MANSFIELD,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  June  3,  1918. 

Died :  Boston,  Mass.,  October  14,  1918. 

Cause:  Pneumonia,  lobar.  . 

Next  of  kin :  Father,  Cornelius  McMahon,  Stowe,  Vt. 

MCMAHON,  EABL  JEFFREY,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  May  13,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Jeffrey  McMahon,  box  45,  Yalmar,  Mich. 
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MCMAHON,  SAMUEL,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  2,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  17,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Selena  Burns,  123  State  Street,  North  Haven,  Conn. 
MCMILLAN,  ARCHIE  EDWABD,  seaman,  second  class,  United   States  Naval  Re- 
serve Force. 

Enlisted :  Great  Lakes,  111.,  May  31,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  McMillan,  2421  Ballow  Street,  Chicago,  111. 
MC.MILLIAN,  GABNETT  ELDBED,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  23,  1915. 

Died :  Brooklyn,  N.  Y.,  November  1,  1918. 

Cause :  Railway  accident. 

Next  of  kin :  Wife,  Ethel  L.  McMillan,  R.  F.  D.  1,  Lometa,  Tex. 
McMiLLEN,  WILLIAM  ALLEN,  quartermaster,  second  class   (A),  United  States 
Navy. 

Enlisted :  Louisville,  Ky.,  February  6,  1918. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Julia  McMillen,  Tenth  Street,  Ashland,  Ky. 
MCMILLON,  STOKELY,  commissary  steward,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  February  7,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Fay  Mae  McMillori,  1238  B  Street,  Portsmouth,  Va. 
MCMULLEN,  JAMES  WALTER,  Blacksmith,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  May  27,  1918. 

Died :  Naval  air  station,  Pauillac  France,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  McMullen,  411  South  Broadway,  Aurora,  111. 
MCMUBBAY,  WILLIE  OLIVEB,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  30,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  September  16,  1918. 

Cause:  Acute  nephritis. 

Next  of  kin :  Sister,  Sarah  McMurray  Rawlins,  1425  Florida  Street,  Baton 

Rouge,  La. 
MCNABB,  JOHN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Wife,  Bessie  Lillian  McNabb,  R.  R.  1,  Moshiem,  Tex. 
McNAiB,  SAMUEL  ROBINSON,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Hugh  Robinson  McNair,  Dansville,  N.  Y. 
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Mi'Nvu.Y,    1'Hii.ur    I''I;.\N(  is,    seaman,    second    rl.iss.    I Hiled    Stales    Naval    Re- 
serve Force. 

Knlisted:  Pittsburgh,  1'a.,  July  :u,  1917. 

Died:  Navul  hospital,  Great  Lakes,  III.,  September  L'2,  I'.Ms. 

Cause :   Influenza. 

Next  of  kin:  Mother,  Bridget  MeNally,  !J20  Fourth  Avenue,  Homestead,  Pa. 
M(  XAMAHA,  ROGER  BERNARD,   seaman,   second   class,  United   States  Naval   Re- 
serve Force. 

Enlisted :  Detroit,  Mich.,  June  G,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Next  of  kin :  Wife,  Verona  Chopinan  McNamara,  41  Avery  Avenue,  Detroit, 

Mich. 
MCNEAL,  GKOBGE  MASON,  fireman,  second  class,  United  States  Navy- 

Enlisted :  Montgomery,  Ala.,  March  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  J.  Y.  McNeal,  404  Powell  Street,  Birmingham,  Ala. 
McNEELY,  CLAUDE  JOHNSON,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  May  22,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  15,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Laura  Mabel  Tucker,  Box  11,  Thebes,  111. 
MCNEES,   STERLING   EVANS,   apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  15,  1918. 

Cause*:  Influenza. 

Next  of  kin :  Father,  Oscar  Park  McKees,  R.  8,  Lawrence,  Kans. 
MCNEIL,  HABRY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  August  30,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  November  23,  1917. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Otillia  McNeil,  79  Fifty-fifth  Street,  Carona,  N.  Y, 
MCNEIL,  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  2,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  4,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Edith  Leach,  G16  East  Chestnut  Street,  Olney,  I1L 
MCNEIL,  JOHN  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  April  30,  1917. 

Died :  Steamship  Luckenbach,  October  12,  1917. 

Cause :  Lost  life  in  sinking  of  vessel. 

Next'  of  kin:  Father,  James  McNeil,  132  S  Street,  Plainville,  Mass. 
McNELLY,  EUGENE  FBANKLIN,  coxswain,  United  States  Navy. 

Enlisted:  Naval  station,  Portland,  Oreg.,  June  27,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next   of   kin:  Father,    George   F.    McNelly,   1072   East    Fifteenth    Street, 
Portland,  Oreg. 
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MCNICHOLAS,  WILLIAM  PATRICK,  water  tender,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  14,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  Bernard  McNicholas,  4935   South  Halstead   Street, 

Chicago,  111. 

MCNIERNEY,  WILLIAM  FRANCIS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Great  Lakes,  111.,  September  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Cornelius  McNierney,  111  North  Drake  Street,  Titus- 

ville,  Pa. 
MCNULTY,  WILLIAM  JOHN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  19,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Catherine  McNulty,  13  Putnam   Street,  Charlestown, 

Mass. 
McNuTT,  HENRY  TROLIJNGER,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  11,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mannie  McNutt,  Ceres,  Va. 
MCNUTT,  JOSEPH,  ISAAC,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  27,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  C.  McNutt,  Cheneyville,  La. 

MCPARTLAND,  WILLIAM  PATRICK,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Syracuse,  N.  Y.,  April  12,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  23,  1918. 

Cause :  Bronco-pneumonia, 

Next  of  kin  :  Father,  James  McPartland,  West  Coxsackie,  N.  Y. 
MCPHERSON,  JOHN  EARL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  April  20,  1917. 

Died:  Naval  Hospital,  Hampton  Roads,  Va.,  February  16,  1918. 

Cause:  Spinal  meningitis. 

Next  of  kin :  Mother,  Daisy  G.  M.  McPherson,  Grangeville,  Idaho. 
MCPHERSON,  WELDON  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  6,  1917. 

Died :  Receiving  ship,  Boston,  Mass.,  April  18,  1917. 

Cause:  Gunshot  wound. 

Next  of  kin :  Aunt,  Eliza  McPherson,  20  Oayson  Avenue,  Dorchester,  Mass. 
McQtJADE,  JOHN  PATRICK,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  October  17,  1917. 

Died:  U.  S.  S.  Chicago,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  William  McQuade,  South  Street,  Woonsocket,  R.  I. 
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McQuEARV.  GRKEN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Louisville,  Ky.,  July  13,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Ellen  McQueary,  Eller,  Ky. 
MCQUILLAN,  EVEKETT,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Provincetown,  Mass.,  December  10,  1917. 
Died :  Naval  hospital.  Chelsea,  Mass.,  March  6,  1918. 
Cause:  Broncho-pneumonia. 
Next  Of  kin:  Mother,   Sarah  McQuillan,  23  Court   Street,   Provincetown, 

Mass. 

McRAE,  DUNCAN  ARCHIE,  electrician,  first  class,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  May  18,  1917. 
Died:  U.  S.  S.  F-l,  December  17,  1917. 
Cause :  Drowned. 

Next  of  kin :  Sister,  Florence  Mary  McRae,  Elaine,  Wash. 
McREE,  HORACE  LEVY,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:   San  Francisco,  Calif.,  November  14,  1916. 
Died :  Balboa  Heights,  Canal  Zone,  June  5,  1918. 
Cause :  Acute  miliary  tuberculosis. 

Next  of  kin:  Sister,  Lula  McRee,  R.  F.  D.  7,  Wesson,  Copish  County,  .Miss. 
MCREYNOLDS,  TAYLOR  LEECH,  seaman,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  March  8,  1917. 
Died :  Naval  hospital,  Fort  Lyons,  Colo.,  January  5,  1918. 
Cause:  Tuberculosis. 
Next  of  kin :  Father,  John  L.  McReynolds,  2901  Morrison  Avenue,  Houston, 

Tex. 

McSHEFFREY,  GEORGE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  December  11,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  March  12,  1918. 
Cause :  Meningitis,  cerebrospinal. 
Next  of  kin:   Mother,    Katherine   McSheffrey,   Bunagee,   Culdaff   County, 

Donegal,  Ireland. 
McSoRLEY,  FRANK  LEO,  Jr.,  yeoman,  first  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  New  York,  N.  Y.,  November  15,  1917. 
Died:  St.  Elizabeth's  Hospital,  Elizabeth,  N.  J.,  October  29,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  Frank  L.  McSorley,  sr.,  40  Cedar  Street,  Brooklyn, 

N.  Y. 

MCSPADDEN,  FRANK  GARRETT,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  May  29,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  3,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  James  M.  McSpadden,  Byers,  Tex. 
McSwEEN,  BONNIE,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Jackson,  Miss.,  October  11,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  December  15,  1917. 
Cause :  Pneumonia,  broncho. 

of  kin:  Father,  Malc'omb  McSween,  Picayune,  Miss. 
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McVAY,  HENBY  JACOB,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  St.  Louis,  Mo.,  May  31,  1918. 

Died:  Naval   hospital,    Philadelphia,   Pa.,    September   22,   1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Letha  McVay,  R  4,  Joplin,  Mo. 
MCVEIGH,  JOHN  JAMES,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  14,  1917. 

Died:  Naval  air  station,  St.  Trojan,  Charente  Inferire,  France,  August 
23,  1918. 

Cause:  Wound  received  in  seaplane  accident. 

Next  of  kin :  Father,  James  McVeigh,  1706  Master  Street,  Philadelphia,  Pa. 
MCVEIGH,   JOSEPH   FRANCIS,   seaman,    second   class,   United    States   Navy. 

Enlisted :  New  York,  N.  Y.,  April  25,  1917. 

Died:  Steamship  Florence  H.,  April  17,  1918. 

Cause:  Killed  in  explosion. 

Next  of  kin:  Father,  Patrick  McVeign,  136  Slater  Street,  Paterson,  N.  J. 
MCVEY,  CHARLES  ALBERT,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  July  8,  1918. 

Died:  U.  S.  S.  Massachusetts,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Ferdinand  D.  McVey,  Marthasville,  Miss. 
McViCAR,  GEORGE  WARD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  12,  1917. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  April  4,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin  :  Father,  George  A.  Me  Vicar,  Onaga,  Kans. 
McWrmAMS,  EBLE,  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,    Ohio,   April   19,    1917. 

Died :  U.  S.  S.  Albert,  April  21,  1918. 

Cause:  Diphtheria. 

Next  of  kin:  Father,  Carrol  McWilliams,  Granville,  Ohio. 
MACDONALD,  ARNOLD,  landsman  for  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enlisted :  East  Providence,  R.  I.,  March  5,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  J.  MacDonald,  42  Camp  Street,  Providence, 

R.  I. 

MACDONALD,  EDWARD  STEPHEN,  yeoman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Navy  yard,  Boston,,  Mass.,  February  6,  1918. 

Died :  Naval  hospital,  Washington,  D.  C.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Margaret  MacDonald,  Allston,  Mass. 
MACDONALD,  GEORGE  CLAYTON,  machinist's  mate,  second  class,  United  States 

Naval  Reserve  Force. 

Enlisted:  Chester,  Pa.,  April  23,  1917. 

Died :  At  home,  Philadelphia,  Pa.,  November  9,  1918. 

Cause :  Myocarditis,  acute. 

Next  of  kin :  Mother,  Anna  B.  MacDonald,  22  Madison  Street,  Chester,  Pa. 

174483—20 32 
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MACDONALD,  RODERICK  D.,  fireman,  third  class,  National  Naval  Volunteer. 

Enlisted:  Bristol,  R.  I.,  March  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  17,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Jennie  MacDonald,  54  Hayward  Street,  Providence,  R.  I. 
MACDONNELL,  THOMAS  FRANCIS,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  14,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  ('i/cJoim. 

Next  of  kin :  Father,  John  MacDonald,  536  Broadway,  South  Boston,  Mass. 
MACEDO,  THOMAS  RAYMOND,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  February  7,  1916. 

Died:  Naval  hospital,  New  London,  Conn.,  May  23,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Mother,  Ursula  B.  Macedo,  268  Prospect  Street,  Hayward, 
Calif. 

MACFEETERS,  WILLIAM  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 

Cause :  Pneumonia. 

Next   of   kin:  Mother,   Flora   C.   MacFeeters,   10703   Englewood    Avenue, 

Cleveland,  Ohio. 
MACGREGOB,  ROB  ROY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  28,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Peter  MacGregor,  Pequannock,  N.  J. 
MACINTYRE,  JOHN,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  21,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  January  7,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Mother,  Katherine  Maclntyre,  2315  Redner   Street,   Phila- 
delphia, Pa. 
MACKENZIE,  ARTHUR  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  1,  1917. 

Died:  Naval  prison,  Portsmouth,  N.  H.,  February  22,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Katheryn  O'Neil,  240  West  Fifteenth  Street,  New 

York,  N.  Y. 
MACKENZIE,  FRED,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  28,  1917. 

Died :  Navy  Base  Hospital  No.  5,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Mackenzie.   2353  Washington  Avenue,  New 

York,  N.  Y. 
MACKEY,  WILLIAM  EDWARD,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  13,  1917. 

Died :  U.  S.  S.  North  Dakota,  January  15,  1918. 

Cause:  Washed  overboard. 

Next  of  kin  :  Mother,  Maggie  C.  Mackey,  Sherman,  Tex. 
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MACKIN,  EDWAKD  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Newark,  N.  J..  April  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Brother,  Joseph  Michel  Mackin,  66  West  Eleventh   Street, 

Bayonne,  N.  J. 

MACKWOOD,   HAROLD  FREDERICK,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted  :  Buffalo,  N.  Y.,  July  6,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next    of    kin :  Father,    Robert    Nelson    Mackwood,    569    Sawyer    Street, 

Rochester,  N.  Y. 
MACNALLY,  EDWARD  ALOYSIUS,  landsman  for  electrician.  United  States  Navy. 

Enlisted :    Philadelphia,  Pa.,  May  15,  1917. 

Died :  Naval  hospital,  New  York,  N  Y.,  June  13,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Joseph  MacNally,  319  State  Street,  Springfield,  Mass. 
MACNAMARA,  GEORGE  ROBERT,  hospital  apprentice,  United  States  Navy. 

Enlisted :  Minneapolis.  Minn.,  February  25,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  9,  1918. 

Cause :  Abscess  of  brain. 

Next  of  kin :  Mother,   Sarah  J.  MacNamara,   409   Seventh   Street,  Fargo, 

N.  Dak. 

MAcVixTiE,  CARL  DOUGLASS,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 

Enlisted :  Niagara  Fall,  N.  Y.,  February  19,  1917. 

Died :  U.  S.  S.  Ton  Steuben,  September  6,  1928. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Clara  MacVittie,  63  Duane  Avenue,  La  Salle,  N.  Y. 
MADDEN,  ARTHUR  ALLEN,  Jr.,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Columbia,  S.  C.,  May  15,  1918. 

Died:  Naval  Hospital,  Philadelphia,  Pa.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother.  Nellie  Madden,  1408  Hampton  Avenue,  Columbia,  S.  C. 
MADDEN,  CHARLES  HENRY,  moss  attendant,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted  :  Boston,  Mass.,  November  22,  1917. 

Died:  Naval  Hospital,  Chelsea,  Mass.,  February  12,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin  :  Mother,  Mary  E.  Madden,  169  Winsor  Avenue,  Waterloo,  Mass. 
MADDEN,  WILLIAM  FRANCIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  3,  1917. 

Died:  U.  S.  S.  Arkansas,  June  13,  1918. 

Cause:   Poisoning,  heroin. 

Next  of  kin  :  Mother,  Elizabeth  Madden,  217  Mercer  Street,  Jersey  City, 
N.  J. 
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MADIGAN,  EDWARD  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N  Y.,  October  15,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Delia  Madigan,  227  First  Street,  Albany,  N.  Y. 
MADISON,  MAXWELL  DAVID,  seaman,  United  States  Navy. 

Enlisted:  Port  Royal,  S.  C.,  May  19,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  April  5,  1918. 

Cause:  Acute  nephritis. 

Next  of  kin :  Brother,  Charles  Madison,  1944  Russel  Street,  Detroit,  Mich. 
MADLINGEK,  AUGUST  Louis,  seaman,  second  class,  United  States  Naval  Reserye 
Force. 

Enlisted:  Newark,  N.  J.,  July  13,  1918. 

Died :  Naval  Hospital,  Pelham  Bay  Park,  N.  Y.,  October  29,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Frank  X.  Madlinger,  11  South  Cherry  Street,  Pough- 

keepsie,  N.  Y. 
MAENDEB,  LEO  EDWIN,  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  27,  1917. 

Died:  Naval  Hospital,  Brooklyn,  N.  Y.,  October  30,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Adolph  Gus  Maender,  St.  Louis,  Mo. 

MAEBTINS,  WALTER  CHABLES,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  March  22,  1917. 

Died:  Naval  Hospital,  New  London,  Conn.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Sophia  Maertins,  27  Aldrich  Street,  Ilosindale,  Mass. 
MAGDALUYO,  MANUEL,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  July  27,  1918. 

Died:  Navy  Yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Consolacion  Reyes,  Calibo,  Capiz,  P.  I. 
MAGENUEIMEB,  FREDERICK,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  March  8,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin:  Brother,  Robert  P.  Magenheimer,  387  Charlotte  Place,  Glen- 
dale,  Long  Island,  N.  Y. 
MAGGIO,  FKANK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  21,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Santo  Maggio,  143  Wyona  Street,  Brooklyn,  N.  Y. 
MAGLINTI,  CIBIACO,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  Cavite,  P.  I.,  May  23,  1917. 

Died:  U.  S.  S.  Abarenda,  October  25,  1918. 

Cause :  Killed  on  boat. 

Next  of  kin  :  Mother,  Crisanta  Pimbal,  Cavite,  P.  I. 
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MAGNEB,  EDMUND  FBANCIS,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  November  12,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Missing  from  boat  returning  with  liberty  party. 

Next  of  kin :  Mother,  Mary  E.  Magner,  Martins  Lane,  Hingham,  Mass. 
MAGNEB,   JAMES  LAWBENCE,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  New  York,  N.  Y.,  January  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:   Sister,  Marie  Magner,  226  East  Eighty-sixth   Street,  New 

York,  N.  Y. 

MAGNUS,  PHILIP  EDMUND,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Magnus,  R.  R.  4,  Foley,  Minn. 
MAGONI,  CHABLES,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  30,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Died  as  result  of  explosion  on  board  ship. 

Next  of  kin:  Brother,  John  Magoni,  26  Merrick  Street,  West  Springfield, 

Mass. 
MAGOON,  CHESTEB  EABL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Burlington,  Vt,  October  10,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  March  21,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Magoon,  72  North  Maine  Street,  Burre,  Vt. 
MAHAB,  JOHN  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Sister,  Catherine  Leffler,  300  East  Street,  Rensselaer,  N.  Y. 
MAHATHEY,  JAMES,  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  March  6,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  life  when  vessel  wag  torpedoed. 

Next  of  kin :  Wife,  Jennie  Mahathey,  1519  Jackson  Street,  Philadelphia,  Pa. 
MAHEB,  CONKELIUS  PATBICK,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Johanna  Maher,  2070  Ryer  Avenue,  New  York,  N.  Y. 
MAHEU,  FBANK  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  February  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  13,  1917. 

Cause :  Acute  rheumatic  fever.    . 

Next  of  kin :  Mother,  Madeline  Maheu,  606  Court  Street,  Hoboken,  N.  J. 
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MAHONEY,  FRANCIS  MICHAEL,  fireman,  third  class,  rnit.-.i  sr;it«>s  Naval 

Force. 
Enlisted:  Pittsburgh,  Pa.,  May  10,  1918. 

Died :  U.  S.  S.  Nebraska,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Michael  Mahoney,  father,  6635  Lyric  Street,  Pittsburgh,  Pa. 
MAHONEY,  JAMES  ALPHONSUS,  landsman  for  machinist's  mate,   United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  January  21,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Katherine  Mahoney,  Roxbury,  Mass. 
MAHONY,  SAMUEL  THOMAS,  quartermaster.  ^>rond  class,  United   States  Naval 
Reserve  Force. 

Enlisted:  Boston,  Mass.,  May  24,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  28,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Charlotte  Mahony,  107  Garfleld  Avenue,  Revere,  Mass. 
MAHRE,  RONALD  HENRY,  hospital  apprentice,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  August  Mahre,  Amery,  Wis. 
MAILLOUX,  CYRIL  D.  J.,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  Mass.,  May  7,  1917. 

Died :  Woods   Hole   section,   second   naval   district,    Newport,    R.    I.,    Sep- 
tember 22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Cyril  Mailloux,  137  River  Road,  New  Bedford,  Mass. 
MAIN,  EART  TATOR,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  May  20,  1918. 

Died:  United  States  naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  No- 
vember 5,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ruth  A.  Main,  724  Warren  Street,  Hudson,  N.  Y. 
MAISENHALTER,  JOHN  JOSEPH,  seaman,  Fleet  Naval  Reserves. 

Enlisted:  Cincinnati,  Ohio,  January  14,  1918. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  June  15,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  968  McMillan  Street,  Cincinnati,  Ohio. 
MAJEWSKI,  CASIMIR,  ANDREW  MATTHEW,  seaman,  second  class,  United  States 
Navy. 

Enlisted:  Chicago,  111.,  January  30,  1917. 

Died :  U.  S.  S.  Jouett ,  September  30,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mary  Metier,  4104  Cornelia,  Chicago,  111. 
MAKOWSKT,  MICHAEL  PETER,  shipfltter,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Milwaukee,  Wis.,  May  8,  1918. 

Died:  Bellevue  Hospital,  New  York,  N.  Y.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,"  Katherine  Makowski,  716  Ninth  Avenue,  Milwaukee, 
Wis. 
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MALANEY,  EABL  ELBERT,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Des  Moines,  Iowa,  May  7,  1917. 
Died:  U.  S.  S.  Solace,  January  16,  1918. 
Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Eva  Lena  Malaney,  Redding,  Iowa. 
MALEWITZ,  JOSEPH  WALTER,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Detroit,  Mich.,  June  29,  1917. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause:  Killed  in  explosion  on  board  ship. 
Next  of  kin :  Father,  Thomas  Malewitz,  53  Valley  Avenue,  Grand  Rapids, 

Mich. 
MALLINS,  JOSEPH  PATRICK,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  16,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Evelyn  Mallins,  251  West  Twenty-ninth  Street,  New 

York,   N.    Y. 
MALLON,  HARRY  ANTHONY,  apprentice  seaman,   United   States  Naval  Reserve 

Force. 

Enlisted:  Philadelphia,  Pa.,  August  8,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Washington,  September  27,  1918. 
Cause:  Lobar  pneumonia. 
Next  of  kin:  Mother,  Josephine  F.  Mallen,  213  Seaside  Avenue,  Atlantic 

City,  N.  J. 

MALLON,  JAMES  HUNTER,  yeoman,  third  class,  United  States  Navy. 
Enlisted :  Brooklyn,  N.  Y.,  June  21,  1917. 
Died :  U.  S.  S.  Mercy,  August  1,  1918. 
Cause:  Drowning. 
Next  of  kin :  Father,  Joseph  Mallon,  259  West  One  hundred  and  fifty-third 

Street,  New  York,  N.  Y. 
MALLORY,  JOHN  ROBERTSON,  mess  attendant,'  third  class,  United  States  Naval 

Reserve  Force. 

Enlisted:  Nashville,  Tenn.,  June  29,  1918. 
Died:  Naval  forces,  foreign  service,  October  12,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Marion  Watson,  Springfield,  Tenn. 
MALLORY,  JOHN  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Des  Moines,  Iowa,  July  8,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  12,  1918. 
Cause: Influenza. 

Next  of  kin :  Mother,  Sarah  M.  Mallory,  Cantrall,  111. 
MALLOY,  LAAVRKNCE  JEROME,  yeoman,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  June  11,  1918. 

Died:  St.  Mary's  Hospital,  Philadelphia,  Pa.,  October  14,  1918. 
Cause :  Influenza. 
Next  of  kin:  Wife,  Teresa  Malloy,  130  Park  Avenue,  Wilkes-Barre,   Pa. 
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MALNOBY,  RAYMOND  LKSTER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Detroit,  Mich.,  July  13,  1918. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  October  8,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Margaret  N.  Malnory,  R.  F.  D.,  No.  1,  Lake  Ann, 

Mich. 
MALONE,  ANTONE,  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted :  Fall  River,  Mass.,  March  29,  1917. 

Died:  Naval  hospital,  New  London,  Conn.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Sarah  Maloue,  68  Oregon  Avenue,  Fall  River,  Mass. 
MALONE,  EAKL  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  k;n :  Father,  A.  J.  Malone,  Box  106,  Leeds,  Mo. 

MALONE,   EDWABD   WILLIAM,   quartermaster,  second   class    (A),   United   States 
Navy. 

Enlisted :  Newark,  N.  J.,  January  22,  1918. 

Died:  Naval  air  station,  Montaxik,  L.  I.,  N.  Y.,  October  10,  1918. 

Cause:  lobar  pneumonia. 

Next  of  kin:  Mother,  Jennie  Malone,  30  Oak  Street,  Trenton,  N.  J. 
MALONE,  JAMES  BETHEL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  21,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  23,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Harrison  Malone,  Right,  Tenn. 

MALONE,   JOHN   JAMES,   seaman,   second   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  10,  1918. 

Died :  U.  S.  S.  Granite  State,  July  21,  1918. 

Cause:  Drowned. 

Next   of  kin :    Father,   William    F.   Maloue,   2114   Mohegan   Avenue,   New 

York,  N.  Y. 
MANCHESTER,  RUSSELL  BRACE,  seaman,  N.  N.  V. 

Enlisted :  Fall  River,  Mass.,  April  9,  1917. 

Died :  U.  S.  S.  Kearsarge,  June  22,  1918. 

Cause:  Drowned. 

Next  of  kin :   Father,  Stephen  A.  Manchester,  96  Brayton  Avenue,  Fall 

River,  Mass. 

MANDEVILLE,   GABBETT  THOMPSON,   chief  quartermaster,  United   States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  November  19,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  12,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  kin:  Mother,  Clara  E.  Mandeville,  2115  Lyndale  Avenue,  Minne- 
apolis, Minn. 
MANDEVILLE,  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Williamsport,  Pa.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  2, 1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mary  .Mandeville,  Canton,  Pa. 
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MANIGEO,  DAVID,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  17,  1917. 

Died  :  Naval  hospital,  Brooklyn,  N.  Y.,  October  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Wife,  Ida  Manigeo,  131  West  Fortieth  Street,  New  York,  N.  Y. 
MANLEY,   GEORGE  HERBERT,   landsman   for  quartermaster    (A),    United    States 

Navy- 
En  listed  :  Baltimore,  Md.,  March  27,  1917. 
Died  :  Tours,  France,  August  21,  1917. 
Cause :  Died  as  result  of  aviation  accident. 
Next  of  kin:  Father,  Herbert  N.  Manley,  28  Woodland  Road,  Maplewood, 

N.  J. 

MANN,  CHARLES  WILLIAM,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  June  18,  1917. 
Died :  Archangel  hospital,  Russia,  October  21,  1917. 
Cause:  Bronchial  pneumonia. 
Next  of  kin :  Father,  Adam  Mann,  528  East  Eighty -fourth  Street,  New  York, 

N.  Y. 

MANN,  CLAUDE,  oiler,  United  States  Navy. 
Enlisted :  Chicago,  111.,  June  23,  1916. 
Died :  U.  S.  S.  Manley,  March  19,  1918. 
Cause :  Killed  in  explosion  on  board  ship. 

Next  of  kin  :  Mother,  Fannie  Mann,  811  Columbia  Station,  Joliet,  111. 
MANN,  WALKER  HILLMAN,  landsman  for  electrician   (R),  United  States  Naval 

Reserve  Force. 

Enlisted :  Washington,  D.  C.,  April  26,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  William  A.  Mann,  Wingina,  Va. 

MANNER,  WILLIAM  KLINE,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Indianapolis,  Ind.,  October  13,  1917. 
Died:  Naval  hospital,  Norfolk,  Va.,  October  24,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Wife,  Flora  Manner,  206$  Hamilton  Avenue,  Detroit,  Mich. 
MANNING,  HENRY  CLAY,  mess  attendant,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Baltimore,  Md.,  July  1,  1918. 
Died :  U.  S.  S.  Mercy,  October  4, 1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  William  S.  Manning,  Tappahannock,  Va. 
MANNING,  JOHN  PATRICK,  boiler  maker,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  December  7,  1917. 
Died :  Gallops  Island,  Mass.,  September  30,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  Michael  J.  Manning,  1523  River  Street,  Hyde  Park, 

Mass. 
MANSFIELD,  HARRY  ALBERT,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Boston,  Mass.,  May  31,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  August  12,  1918. 
Cause :  Pneumonia,  lobar. 
.Next  of  kin :  Mother,  Matilda  T.  Mansfield,  192  Winter  Street,  Manchester, 

N.  H. 
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MANSFIELD,   WILLIAM   HKNKY,  seaman,   second   class,    United   States   Naval    Re- 
serve Force. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 
Died :  U.  S.  S.  Utah,  October  26,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Father,  William  Thomas  Mansfield,  133  Estill  Avenue,  Rich- 
mond, Ky. 

MABAHRENS,  CARL  FREDERICK,  seaman,  second  class,  United  States  Naval  lie- 
serve  Force. 

Enlisted :  New  York,  N.  Y.,  September  24,  1917. 
Died :  U.  S.  S.  Michigan,  January  15,  1918. 
Cause:  Fractured  skull. 
Next  of  kin:  Guardian,  William1  Butcher,  14  New  Chambers  Street,  New 

York,  N.  Y. 
MARBLE,  RALPH  LEANDER,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Milwaukee,  Wis.,  June  4,  1918. 
Died :  U.  S.  S.  Mercy,  October  13,  1918. 
Cause:  Cerebrospinal  meningitis. 

Next  of  kin:   Brother,  Herbert  Marble,   108  Twenty-eighth   Street,   Mil- 
waukee, Wis. 

MARCHBANKS,  ROY  NIMROD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  December  4,  1917. 
Died :  Receiving  ship,  New  York,  N.  Y.,  March  19,  1918. 
Cause:  Purpura  hemorrhage. 

Next  of  kin :  Father,  Eliza  Marchbanks,  Whitman,  Nebr. 
MARION,  ALVA  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Portland,  Oreg.,  April  9,  1918. 
Died :  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Florence  Marion,  New  Sharon,  Iowa. 
MARION,  FRANCIS  JAMES,  seaman,  United  States  Navy. 
•  Enlisted :  Buffalo,  N.  Y.,  October  18,  1917. 
Died :  U.  S.  S.  Solace,  October  1,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:   Father,   James   H.   Marion,  127  Virginia   Street,   Waterloo, 

N.  Y. 

MARK,  MELVIN  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Denver,  Colo.,  July  1,  1918. 

Died :  Receiving  ship,  Mare  Island,  Calif.,  October  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Uncle,  George  Russell,  Seibert,  Colo. 

MARKLEY,  CHARLES  FREDERICK,  yeoman,  second  class,  United  States  Naval  He- 
serve  Force. 

Enlisted :  Philadelphia,  Pa.,  May  23,  1918. 
Died :  Philadelphia,  Pa.,  October  7,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Sadie  Markley,  203  North  Tenth  Street,  Reading,  Pa. 
MARKS,  MAYNARD  THOMAS,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  August  12,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  15,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Augustus  L.  Marks,  56  Humphreys  Street,  Dorchester, 
Mass. 
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MARKS,  VAYNE  DALE,  electrician,  second  class  (K),  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  November  24,  1916. 

Died :  Naval  hospital,  Philadelphia,  Pa..  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Vera  Barnett,  5095  Cabanne  Street,  St.  Louis,  Mo. 
MAROON,  CLAUDE  LESLIE,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force.  a 

Enlisted:  Chico,  Calif.,  November  10,  1917. 

Died :  Section  naval  base,  San  Diego,  Calif.,  November  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,   Emma  Houston,   708   Santa  Clara   Street,   Vallejo, 

Calif. 
MARQUEZ,  PASCUAL,  cabin  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  9,  1916. 

Died :  U.  S.  S.  Solace,  March  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Niece,  Nemecia  Marquez,  Albay,  P.  I. 
MARB,  WILLIAM  SAMUEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  21,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  13,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ella  Sloan,  625  Norris  Street,  Ottumwa,  Iowa. 
MARSH,  FRANK,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  October  25,  1917. 

Died :  U.  S.  S.  Melville,  November  10,  1918. 

Cause:  Tuberculosis,  meningitis. 

Next  of  kin :  Father,  King  Marsh,  312  North  Coyal  Street,  Pensacola,  Fla. 
MARSHALL,  CLIFFORD  FRANK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  11,  1917. 

Died :  U.  S.  S.  Montana,  June  3,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jennie  E.  Haynes,  Bastrop,  Tex. 

MARSHALL,  CLIFTOX  GOULD,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  June  18,  1918. 

Died :  Quarantine  station,  Gallop's  Island,  Mass.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Stella  Gould  Marshall,  West  Upton.  Mass. 
MARSHALL,  GEORGE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  30,  1918. 

Died :  Naval  station,  Mare  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Sophia  Marshall  Wright,  Box  118,  Bartlesville,  Okla. 
MARSHALL,  HARRY  EVERETT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Kans.,  July  3,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin.:  Mother,  Nannie  Isabel  Marshall,  R.  R.  No.  1,  De  Soto,  Kans. 
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MARSHALL,  PERLEY  ROSCOK,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  July  8,  1918. 

Died :  Quarantine  station,  Gallop's  Island,  September  27,  1938. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Reva  Vera  Marshall,  Clear  Lake,  Iowa. 
MARSHALL,  RICHARD  FOSTER,  engineman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  June  24,  1918. 

Died :  Gallops  Island,  October  1,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Lillian  Marshall,  69  Reservoir  Street,  Cambridge, 

Mass. 
MABSHALL,  THEBON  WALDO,  hospital  apprentice,  first  class,  United  States  iNavy. 

Enlisted:  Peorla,  111.,  July  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  Marshall,  Abingdon,  111. 
MARSHALL,  WILLIAM  GARFIELD,  warrant  officer,  steward,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  19,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin:  Wife,  Gladys  Marshall,  111  West  One  hundred  and  thirty- 
eighth  Street,  New  York,  N.  Y. 
MARSHBURN,  DJALMA,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  April  9,  1917. 

Died :  U.  S.  N.  A.  S.  Dunkirk,  May  20,  1918. 

Cause:  Drowning. 

Next   of   kin:    Father,    Otis   M.   Marshburn,    201    South   Baylan    Avenue, 

Raleigh,  N.  C. 

MARSTERS,  RALPH  GRANT,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  London,  Conn.,  June  15,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  October  13,  1918. 

Next  of  kin :  Mother,  Carrie  B.  Marsters,  22  Ledyard  Street,  New  London, 

Conn. 
MARSTON,  EARL  HAROLD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  22,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  May  26,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Estelle  Marston,  Canton,  Me. 

MABTEL,  JOSEPH  Louis,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  Dec.  5,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  Sept.  30,  1918. 

Cause :  Lost  life  when  vessel  sunk. 

Next  of  kin:  Mother,  Mary  A.  Martel,  Ipswich.  Mass. 
MARTIN,  BENJAMIN  FRANKLIN,  coxswain,  for  W.  M.,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  February  9.  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next   of  kin:    Father,    Samuel    W.    Martin,   234   East   New    Street,    Lan- 
caster, Pa. 


509 

MARTIN,  CHARLES  AMOS,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  December  7,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  23,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  William  H.  Martin,  518  Andover  Street,  Lawrence, 

Mass. 

MARTIN,  CLARENCE  LOFTON,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  New  Orleans,  La.,  December  14,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Constance  T.  Martin,  Avenue  K  and  Sixth  Street,  Crowley,  La. 
MARTIN,  EARL  GROUSE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  January  10,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  23, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Harry  W.  Martin,  1924  Penn  Street,  Harrisburg,  Pa. 
MARTIN,  ERCEIX  WILLIAM,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  September  21,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  5,  1918. 

Cause :  Killed  in  explosion. 

Next  of  kin:  Father,  William  J.  Martin,  1012   South  Chadwick  Street, 

Philadelphia,  Pa. 

MARTIN.  GEORGE  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Dallas,  Tex.,  July  16,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause:  Pericarditis. 

Next  of  kin :  Sister,  Glide  Martin,  Goodlett,  Tex. 

MARTIN,  GEORGE  ELLSWORTH,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Buffalo,  N.  Y.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Alice  Martin,  113  Bird  Avenue,  Buffalo,  N.  Y. 
MARTIN,  HERALD  VERNON,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  6,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  19,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Father,  Vern  Martin,  Fort  Scott.  Kans. 
MARTIN,  HERSCHEL  NET,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  St.  Louis,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Hortense  A.  Martin,  433a  Kimbrough  Street,  Spring- 
field, Mo. 
MARTIN,  HUGH  GEARY,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  2,  1917. 

Died :  U.  S.  S.  Roanoke,  July  2,  1918. 

Cause:  Fell  from  express  train. 

Next  of  kin :  Mother,  Julia  Martin,  232  Front  Street,  McComb,  Miss. 
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MARTIN,  JOSEPH,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  20,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Edward  J.  Martin,  62  Rodman  Street,  Quincy,  Mass. 
MAKTIN,  JOHN  ADRIAN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Haven,  Conn.,  June  4,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  3,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Brother,  Henry  P.  Martin,  185  Maple  Street,  New  Britain, 

Conn. 
MAKTIN,  JOSKPH  ARTHUR,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  March  15,  1916. 

Died:  Naval  hospital,  Chelsea,  Mass.,  June  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jennie  A.  Martin,  1145  Saginaw  Street,  Salem,  .Muss. 
MARTIN,  JOSKPH  DENNIS  TKLESPHORR,  jr.,  fireman,  third  class,  United  States 
Navy. 

Enlisted :  Boston,  Mass.,  June  23,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  D.  T.  Martin,  854  Brockton  Avenue,  Arling- 
ton, Mass. 
MARTIN.  RUDOLPH  HKNRY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  July  20,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Daniel  F.  Martin,  Nesses,  S.  C. 

MARTIN,  SHIRLEY  WILLIAMSON,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Montgomery,  Ala.,  April  21,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  16,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nancy  Martin,  Five  Mile,  Ala. 
MARTIN,  VAN  M.,  chief  quartermaster  (A),  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  20,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Margueritte  C.  Martin,  Hutchinson,  Kans. 
MARTIN,  WALTER  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  24,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  4,  1918. 

Cause:  Jaundice  and  catarrh. 

Next  of  kin :  Father,  John  Francis  Martin,  Frazee,  Minn. 
MARTINE,  GEORGE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father.  Herman  Martine,  Chaseburg,  Wis. 
MARTINEZ,  MANUEL  JOSKPH,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  El  Pnso,  Tex.,  October  11,  1917. 

Died :  Section  1,  Norfolk  Va.,  October  12.  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Susana  L.  Martinez,  box  273,  Laukersham,  Calif. 
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MABTONE,  ANGIOLINO,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  June  11,  1918. 

Died :  U.  S.  S.  Leviathan,  September  14.  1918. 

Cause :  Broncho-pneunionia. 

Next  of  kin :  Father,  John  Martone,  Cerviuara,  Italy. 
MARVELLE,  PAUL  LEBARON,  gunner's  mate,  second  class,  United   States  Navy. 

Enlisted :  Newport,  R.  I.,  November  19,  1914. 

Died :  U.  S.  S.  Seneca,  September  16,  1918. 

Cause:  Drowned  when  U.  S.  S.  Seneca  came  to  the  rescue  of  the  torpedoed 
Wellington. 

Next  of  kin :  Father,  James  A.  Marvelle,  45  Main  Street,  Wareham,  Mass. 
MASO,  WILLIAM  FREDERICK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Milwaukee.  Wis.,  July  8,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife.  Charlotte  Maso,  West  Washington  Street,  Monroe,  Wis. 
MASON,  BERNARD  WILLIAM,  machinist's  mate,  second  class.  United  States  Naval 
Reserve  Force. 

Enlisted:  Tompkinsville.  N.  Y.,  July  9,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father.  William  L.  Mason.  73  Sand  Street,  Stapleton,  Staten 

Island,  N.  Y. 

MASON.    CHARLES    KUGKNK.    apprentice   seaman,    United    States   Naval   Reserve 
Force. 

Enlisted :  Philadelphia.  Pa.,  July  27,  1918. 

Died:  Naval  hospital,  Philadelphia.  Pa.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Jennie  Mason,  405  North  Redfield  Street,  Philadelphia, 

Pa. 
MASON.  FRANCIS  ARTHUR,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  February  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Samuel  Knox  Mason,  La  Fayette,  Ga. 
MASON,  WALKER  BRIGGS,  landsman  for  electrician    (R),  United   States  Naval 
Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  November  30.  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  19,  1918. 

Cause:  Mumps. 

Next  of  kin :  Father.  Otis  N.  Mason,  Wrentham,  Mass. 
MASOTES,  FLORENCIO,  steerage  cook.  United  States  Navy. 

Enlisted :  Montevideo,  Uruguay,  February  14,  1918. 

Died :   Willard   Parker  Hospital,   New   York,   N.   Y..   October  1,   1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Paula  Ingua,  Real  Street,  Camalig,  Albay,  P.  I. 
MASSEE,  NEEDHAM  JEROME,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Atlanta,  Ga.,  December  10,  1917. 

Died :  Naval  hospital,  New  London",  Conn.,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Ludie  B.  Massee,  Marshallville,  Ga. 
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MASSEY,  JAMES,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  June  15,  1918. 

Died :  Receiving  ship,  Norfolk,  Va.,  August  30,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Wife,  Nellie  Massey,  521  Fayette  Street,  Portsmouth,  Vn. 
MATCHETT,  JOHN  ROBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  May  21,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  September  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  S.  Matchett,  R.  2,  Kingston,  Mo. 
MATHENY,  CHRISTOPHER  LOVELL,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  April  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  18,  1917. 

Cause:  Appendicitis,  acute. 

Next  of  kin  :  Father,  J.  W.  Matheny,  Holly  Hill,  S.  C. 
MATHERS,  JOHN  TERRY,  electrician,  third  class   (R),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  24,  1917. 

Died :  S.  S.  Lake  City,  October  3,  1918. 

Cause:  Killed  in  collision. 

Next  of  kin :  Mother,  Lilly  Ellen  Mathers,  503  North  Marion  Avenue,  Wash 

ington,  Iowa. 

MATHESON,  CHARLES  B.,  mess  attendant,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  February  20,  1917. 

Died :  Yarmouth,  Nova  Scotia,  September  10,  1917. 

Cause :  Spinal  meningitis. 

Next  of  kin :  Mother,  Isabelle  Matheson,  Mattapau,  Mass. 
MATHEWS,  WILLIAM  CLYDE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  3,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Amanda  Mathews,  San  Augustine,  Tex. 
MATHIS,  ARTHUR  FRANK,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  December  28,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  William  E.  Mathis,  Cottonplant,  Ark. 
MATIASEK,  Louis  JOHN,  carpenter's  mate,  United  States  Naval  Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Barbara  Matiasek,  2405  Winfield  Avenue,  Berwyri, 

111. 
MATIC,  FELIX,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  8,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Maria  Andaya,  Bacolor,  Pampanga,  P.  I. 
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MATRE,  LAWRENCE  SYLVANOTJS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Mother,  Catherine  Matre,  6458  Magnolia  Avenue,  Chicago,  111. 
•MATSON,  MARSHALL  EWALD,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  March  8,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  April  15,  1918. 

Cause :  Pleurisy. 

Next  of  kin  :  Mother,  Anna  Matson,  2629  Mallon  Street,  Chicago,  111. 
MATTATALL,  FRANK  SANBORN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Portland,  Me.,  July  3,  1918. 

Died :  Quarantine  station,  Gallops  Island,  Mass.,  October  1, 1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Mary  Eva  Mattatall,  East  Machias,  Me. 
MATTER,  SHERMAN  EDWIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Hattie  Matter,  Plainfield,  111. 
MATTESON,  WILLIAM  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newport,  R.  L,  April  6,  1917. 

Died :  U.  S.  S.  Hull,  December  14,  1917. 

Cause:  Lost  overboard. 

Next  of  kin :  Father,  William  Matteson,  Main  Street,  Natick,  R.  I. 
MATTHEWS,  DAVID  SANDERS,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Birmingham,  Ala.,  July  17,  1918. 

Died :  Naval  air  station,  Killingholme,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Oscar  Matthews,  Ozark,  Ala. 

MATTHEWS,  EDGAR  ANDREW,  bandsman  for  quartermaster   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  July  17,  1918. 

Died :  Dunwoody,  naval  training  school,  Minneapolis,  Minn.,  November  9, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Roswell  Matthews,  Southwick,  Mass. 
MATTHEWS,  ERNEST  LEOPOLD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Minneapolis,  Minn.,  July  9,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frederick  G.  Matthews,  route  No.  1,  Mora,  Minn. 
MATTHIESSEN,  ALFRED  HENRY,  ship's  cook,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Reno,  Nev.,  September  25,  1917. 

Died :  Section  naval  base,  San  Diego,  Calif.,  October  29,  1918. 

Caiise :  Influenza. 

Next  of  kin :  Mother,  Lillie  Cora  Simonson,  Pavlak,  Nev. 
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MATTICKS,  JOHN  WESLEY,  hospital  apprentice,  tirst  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Baltimore,  Md.,  December  7,  1917. 

Died:  University  of  Maryland,  Baltimore,  Md.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.   Hattie  C.  Matticks,  115  West  Broad   Street, 

Millville,  N.  J. 
MATTINGLY,  GEORGE  GUYTON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  25,  1918. 

Cat  se :  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  W.  Mattingly,  R.  R.  2,  Nicholasville,  Ky. 
MATTISON,  HOMER  EDWARD,  electrician,  third  class   (R),  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  June  3,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alice  Mattison,  Comstock,  N.  Y. 
MATTOX,  BARNEY  WILLIAM,  apprentice  seaman,  United  States  Navy,  i 

Enlisted ;  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Dennis  Mattox,  Southville,  Miss. 
MATTSON,  BERNHARD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  1,  1915. 

Died :  U.  S.  S.  Dochra,  November  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  S.  M.  Johnston,  Bowas  Mora,  Sweden. 
MATTSON,  EDWARD  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  January  8.  1917. 

Died :  U.  S.  S.  North  Dakota,  January  15,  1918. 

Cause :  Drowned. 

Next  of  kin :  Sister,  Llla  Mattson,  Eveleth,  Minn. 
MATZ,  ROY  GUSTAV,  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  San  Pedro,  Calif.,  December  11,  1917. 

Died:  Naval  training  camp,  San  Pedro,  Calif.,  November  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Lucille  Matz,  333  California  Street,  San   Francisco, 

Calif. 
MAUPIN,  HARRY,  coxswain  United  States  Navy. 

Enlisted:  Seattle,  Wash.,  April  19,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Milichia  Angeline  Maupin,  Richland,  Wash. 
MAURER,  JOHN  SHERMAN,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  7,  1917. 

Died :  Dunwoody,  Industrial  Institute,  Minneapolis,  Minn.,  August  11,  1918. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Alice  Maurer,  East  A  Street,  Ontario,  Calif. 
MAXWELL,  DAVID  MARION,  pharmacist's  mate,  second  class,  United  Slates  Navy. 

Enlisted :   Dallas,  Tex.,  December  31,  1914. 

Died  :   Company  A,  Fifth  Marines,  in  France,  June  17,  1918. 

Cause :    Wounds  received  in  action. 

Next  of  kin :    Father,  David  A.  Maxwell,  Lockesburg,  Ark. 
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MAXWELL,  JENNINGS  BRYAN,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted  :   Peoria,  111.,  June  5,  1918. 

Died :  Naval  hospital.  Naval  Base,  Va.,  October  3,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :   Father,  John  A.  Maxwell,  McLean,  111. 
MAY,  FRANK  HENRY,  fireman,  third  class,  United  States  Navy. 

Enlisted :   Omaha,  Nebr.,  December  8,  1917. 

Died :   Naval  station,  Great  Lakes,  111.,  January  18,  1918. 

Cause :    Pneumonia,  broncho. 

Next  of  kin :   Father,  Joseph  May,  Sturgis,  S.  Dak. 
MAY.  JOSEPH  E*RL.  fireman,  second  class,  United  States  Navy. 

Enlisted  :    Birmingham,  Ala.,  June  2,  1917. 

Died  :  Naval  hospital,  Brooklyn,  N.  Y.,  November  22.  1917. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :   Father.  R.  J.  May,  Riley  Station,  Birmingham,  Ala. 
MAYER,  FRANK  JOSEPH,  baker,  second  class,  United  States  Navy. 

Enlist*  d  :   Cincinnati.  Ohio,  March  31,  1917. 

Died :   U.  S.  S.  Orizaba,  August  17,  1918. 

Cause :   Lost  life  when  depth  charge  exploded  on  vessel. 

Next  of  kin :   Brother,  John  Mayer,  512  Dandridge  Street,  Cincinnati,  Ohio. 
MAYER,  JOHN  VALENTINE,  landsman  for  machinists'  mate  (A),  United  States. 
Naval  Reserve  Force. 

Enlisted  :   Buffalo,  N.  Y.,  July  11,  1918. 

Died  :   Naval  hospital,  Great  Lakes,  111.,  October  1, 1918. 

Cause :   Influenza. 

Next  of  kin :  Herman  F.  Mayer,  221  East  Utica  Street,  Buffalo,  N.  Y. 
MAYERS,  EDMUND,  oiler,  United  States  Navy. 

Enlisted :   New  York,  N.  Y.,  June  30,  1916. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  November  22,  1917. 

Cause:   Tuberculosis,  chronic  pulmonary. 

Next  of  kin :   Wife,  Cora  Mayers,  188  Sumner  Avenue,  Brooklyn,  N.  Y. 
MAYES.  CHARLES  WESLEY,  seaman,  United  States  Navy. 

Enlisted  :   Houston,  Tex..  April  11,  1917. 

Died  :  Naval  hospital,  New  York,  N.  Y.,  October  4,  1918. 

Cause :    Broncho-pneumonia. 

Next  of  kin  :  Mother,  Cora  Mayes,  Barker,  Tex. 
MAYNARD,  HARRY  ARNEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Dallas,  Tex.,  April  29,  1917. 

Died  :   Naval  Officers  Training  School,  Baltimore,  Md.,  November  1,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :    Mother,  Ellen  Maynard,  West  Booth  and  College   Streets, 

Paris,  Tex. 
MAYO,  HENRY  CARL,  machinist's  mate,  first  class  (A),  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  3,  1917. 

Died:  Red  Cross  Military  Hospital  No.  806,  Malabry,  Paris,  October  31. 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Minnie  Mayo,  Rouses  Point,  N.  Y. 
MEACHAN,  ROBERT  WEBSTER,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  10,~1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Mother,  Lyda  B.  Meachan,  Blissfield,  Mich. 
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MEAD,  IRL  EDSON,  landsman  for  electrician   (R),  United  States  Naval  Reserve 

Force. 

Enlisted:  Detroit,  Mich.,  May  25,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Mead,  Elberta,  Benzie,  Mich. 
MEADOR,  AARON  EDWARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  12,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  May  28,.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Ofallow  R.  Meador,  Arlington,  Nebr. 
MEAGHER,  JOSEPH,  chief  turret  captain,  Fleet  Naval  Reserves. 

Enlisted:  Philadelphia,  Pa.,  June  29,  1917. 

Died:  In  ambulance  on  way  to  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Marcella  B.  Meagher,  2C14  South  Rosewood   Street, 

Philadelphia,  Pa. 
MEALLEY,  THADDEUS,  chief  yeoman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  9,  1914. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C.,  December  15,  1917. 

Cause:  Dementia,  paralytica. 

Next  of  kin:  Wife,  Laura  M.  Mealley,  407  Leedon  Street,  Jenkintown,  Pa. 
MEANS,  LAWRENCE  ALICESON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  April  24,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  September  28,  1917. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Fannie  Means,  box  2338,  Globe,  Ariz. 
MEANS,  OWEN  GILBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Bates  Means,  908  South  Clayton  Street,  Bloom- 

Ington,  111. 
MECHABER,  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  Bedford,  Mass.,  May  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Mechaber,  87  Kenyon  Street,  New  Bedford, 

Mass. 

MECHALKE,  JOSEPH  MITCHELL,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Buffalo,  N.  Y.,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Robert  Louis  Mechalke,  757$  Harper  Street,  Che- 

niung  County,  Elmira,  N.  Y. 
MEDICIS,  MARTIN  ANDREW,  Jr.,  oiler,  United  States  Navy. 

Enlisted :  Galveston,  Tex.,  November  4,  1914. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  July  1,  1917. 

Cause:  Arthritis,  acute. 

Next  of  kin :  Father,  Martin  A.  Medicis,  Opelousas,  La. 
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MEDIOLDIA,  VICTOK,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  November  7,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Teodora  Magdo,  Copez,  P.  I. 
MEECH,  JOHN  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  30, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  W.  Meech,  Blue  Mound,  Kans. 
MEFFOBD,  GEOKGE  DEWEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Sadie  Mefford,  New  Castle,  Ky. 

MEINIG,  ROBERT  WILLIAM,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  July  1,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Nexf  of  kin:  Father,  Carl.  A.  Meinig,  3604  North  Forty-second   Street, 

Omaha,  Nebr. 
MEISTEE,  ANDKEW  FEED,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  September  5,  1916. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Member  of  crew  when  vessel  was  lost. 

Next  of  kin :  Mother,  Anna  Klose,  57  Kinney  Street,  Wilkes-Barre,  Pa. 
MEITZLER,  HAROLD  RAYMOND,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,.  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Paris  Andrew  Meitzler,  Armstrong,  111. 
MELICK,  JAY  RUSSELL,  landsman  for.  electrician  (R),  United  States  Navy. 

Enlisted :  Des  Moiues,  Iowa,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Tnono  Melick,  131  Hyland  Street,  Ames,  Iowa. 
MELLIES,  CLARENCE  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  5,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  23,  1918. 

Cause: Influenza. 

Next  of  kin  :  Mother,  Lydia  F.  Mellies,  Owensville,  Mo. 
MELLINGEE,  OSCAR  JAMES,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Butte,  Mont.,  November  19,  1914. 

Died :  Naval  prison,  Mare  Island,  Calif.,  October  16, 1917. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Aunt,  Emma  Butler,  1396  East  Market  Street,  Akron,  Ohio. 
MELTON,  RANNEL,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Indianapolis,  Ind.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26, 1918. 

Cause : Influenza. 

Next  of  kin  :  Mother,  Mary  Jane  Melton,  Dixon,  Ky. 
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.MKI.VIN,  FKKD  LAWRENCE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  June  17,  1918. 

Died :  Bellevue  hospital,  New.  York,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Emma  Melvin,  R.  It.  3.  box  -S3,  Waynestown,  Intl. 
MENAGH,  WILLIAM  FRANCIS,  engineman,  second  t-lass.  I'nited  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  April  11,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Aunt,  Mrs.  Mary  Henderson,  193  Hoyt  Street,  Brooklyn,  X.  V. 
MENARD,  HECTOR  NAPOLEON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven;  Conn.,  April  20,  1917. 

Died :  U.  S.  S.  Hancock,  January  10,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Mrs.  Agnes  Menard,  250  Willow  Street,  Bridgeport, 

Conn. 

MENDELSOHN,  ROY  MILTON,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  December  11, 1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Sonia  Mendelsohn,  621  South  Marshfield  Avenue, 

Chicago,  111. 
MENDES,  JOSE  ANTHONY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  July  29,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  Antonio  S.  Mendes,  139  Laurel  Hill  Avenue,  Provi- 
dence, R.  I. 
MENSE,  EWALD,  landsman  for  electrician  (R),  United  States  Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  May  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Catherine  Mense,  5605  Etzel  Avenue,  St.  Louis,  Mo. 
MEBCADO,  Lucio.  native  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  8,  1913. 

Died :  Naval  hospital,  Canacao,  P.  I.,  May  14,  1917. 

Cause :  Tuberculosis,  acute. 

Next  of  kin :  Father,  Gaton  Mercado,  Silan,  Cavite,  P.  I. 

MER'CER,  ALFRED  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  June  13,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wi  fe.  Eva  May  Mercer,  Washington  Road,  Washington  Park, 

Baltimore,  Md. 
MERCER,  EMERY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Navy  rifle  range,  Camp  Logan,  111.,  January  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  February  24,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Malida  Mercer,  Springport,  Mich. 
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MERCER,  MAHLON  ATLEE,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  May  28,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 
Cause:  Influenza. 

Next  of  kin :  Sister,  Mary  E.  Goodwin,  501  Summit  Avenue,  Westville,  N.  J. 
MERCHANT,  FINIS  KING,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  14,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  23,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  D.  Merchant,  Ashville,  Ala. 

MERKEL,  GEORGE  CHRISTIAN,  machinist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  May  27,  1914. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Katherine  Merkel,  258  East  Phillellena  Street,  Phila- 
delphia, Pa. 

MERKEL,  LAWRENCE,  fireman,  second  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  20,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Morris  Merkel,  1123  Laurens  Street,  Baltimore,  Md. 
MERRIAM,  ROY  STEWART,  coxswain,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  March  27,  1914. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  William  A.  Merriam,  Hickman,  Calif. 
MERTENS,  THEODORE  ERNEST,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Cincinnati,  Ohio,  June  3,  1918. 
Died :  Naval  hospital,  New  Orleans,  La.,  October  5,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Minnie  Mertens,  68  Hanford  Street,  Columbus,  Ohio. 
MERWIN,  JOHN  JULIAN,  landsman  for  electrician   (R),  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  January  2,  1918. 
Died:  Naval  Radio  School,  Cambridge.  Mass.,  April  10,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  John  Julian  Merwin,  77  Whalley  Avenue,  New  Haven, 

Conn. 

MERZ,  WALTER  EDWARD,  seaman,  United  States  Navy. 
Enlisted:  Syracuse,  N.  Y.,  September  8,  1917. 
Died :  U.  S.  S.  Florence  H.,  April  17.  1918. 
Cause:  Explosion  on  board  the  steamship  Florence  H. 
Next  of  kin :  Mother,  Helen  Merz,  921  Highland  Street,  Syracuse,  N.  Y. 
MESSANG,   JOHN  PETER  ALBERT,   chief  machinist's  mate,  United   States  Navy. 
Enlisted :  Chicago,  111.,  February  13,  1913. 
Died :  U.  S.  S.  F-l,  December  17,  1917. 
Cause:  Drowned. 
Next  of  kin :  Wife.  Anna  Messang,  2253  North  Hope  Street,  Philadelphia, 

Pa. 

MESSENGER,  CLARENCE  HENRY,  electrician,  first  class,  United  States  Navy. 
Enlisted:  Denver,  Colo.,  October^l4,  1915. 
Died:  Naval  hospital,  Charleston," S.  C.,  October  13,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin:  Wife,  Edna  Messenger,  3837  Howe  Street,  Oakland,  Calif. 
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MESSIER,  ALPHONSE  JOSEPH,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  7,  1918. 

Died :  Naval  hospital,  Mass.,  November  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Georgianna  Messier,  45  Kinsley  Street,  Nashua,  N.  H. 
METCALF,  FREDERICK  ARTHUR,  fireman,  "third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  William  Metcalf,  Kimball,  Minn. 

METCALF,  HARRY  SAWYER,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Albany,  N.  Y.,  June  11,  1918. 

Died :  Naval  recruiting  station,  Burlington,  Vt.,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Mabel  E.  Metcalf,  Fort  Covington,  N.  Y. 
METCALF,  VICTOR  SHARP,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  27,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Ruth  Sharp  Metcalf,  University  of  Virginia,  Char- 

lottesville,  Va. 
METHVIN,  BENJAMIN  LEVI,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  May  7,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  August  1,  1917. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Lucy  Methvin,  R.  F.  D.  A,  Americus,  Ga. 
METTALSTADT,  CLINTON  HAERIS,  landsman  for  machinist's  mate   (A),  United 
States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  5,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  7,  1918. 

Cause :  Disease. 

Next  of  kin:  Mother,  Lydia  Annie  Anderson,  913  East  Fourteenth  Street, 

Kansas  City,  Mo. 
METZ,  GROVER  EDWIN,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  24,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin:  Wife,  Hazel  Metz,  904  Davisadero  Street,   San  Francisco, 

Calif. 
METZ,  SHARON  EMMET,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  9,  1917. 

Died :  U.  S.  S.  Missouri,  July  26,  1918. 

Cause:  Automobile  accident. 

Next  of  kin :  Father,  Thomas  Metz,  1634a,  Texas  Avenue,  St.  Louis,  Mo. 
METZGER,  BERNARD  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  4,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Mother,  Tena  Metzger,  220  East  Seventy-eighth  Street,  New 
York,  N.  Y. 
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MEYEK,  CHESTEB  HENBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  May  13,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Conrad  Henry  Meyer,  2015  Benton  Street,  St.  Louis, 

Mo. 
MEYEB,  HENBY  JOSEPH,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  November  19,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  L.  Spencer,  3529  Itaska  Avenue,  St.  Louis,  Mo. 
MEYEB,  HOWABD  PHILLIP,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enlisted:  Milwaukee,  Wis.,  May  10,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  P.  Meyer,  Kiel,  Wis. 
MEYEB,   MABTIN,   seaman,   second  class,  United   States  Naval  Reserve  Force. 

Enlisted :  New  London,  Conn.,  May  25,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,-  Elsie  Meyer,  Norwich,  Conn. 
MEYEBS,  ABTHUB,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  3,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Louis  Meyers,  434  West  One  hundred  and  twentieth 

Street,  New  York,  N.  Y. 

MEYEBS,  Louis  RICHABD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  May  18,  1918. 

Died:  Naval  hospital,  Newport,  R.  L,  September  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Manson,  69  Third  Avenue,  Paterson,  N.  J. 
MIANO,  FBANK  LAWBENCE,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enliste*:  Buffalo,  N.  Y.,  June  20,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Lawrence  Miano,  493  Seventh  Street,  Buffalo,  N.  Y. 
MICCIO,  MARIE  ELIZABETH,  yeoman  (F),  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  September  9,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y",  October,  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Vincent  Miccio,  934  Atlantic  Avenue,  Brooklyn,  N.  Y. 
MICHALEO,  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  30,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Sister,  Mary  Osizto,  18  Medow  Street,  Adams,  Mass. 
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MICKKLSO.V  Loris,  npprentkv  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  June  28,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause :  Influenza. 
Next   of  kin:   Mother,   Sarah   F.   Mickelson,   1412  North   Seventh   Street, 

Philadelphia,  Pa. 
MICKTM,  MARTIN  WILEM,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  May  1,  1917. 
Died :  Naval  hospital,  League  Island,  March  5,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Rachel  Mickum,  2511  East  Dauphin  Street,  Phila- 
delphia, Pa. 

MIDDLKKAMP,  LESTER  WILLIAM,  seaman,  second  class,  N.  N.  V. 
Enlisted :  St.  Louis,  Mo.,  August  15,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  January  18,  1918. 
Cause :  Fever. 

Next  of  kin :  Mother,  Mary  Middlekamp,  Warrenton,  Mo. 
MIDDLETON,  HENRY  BOYD,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Washington,  D.  C.,  April  21,  1917. 
Died :  U.  S.  S.  Nevada,  July  2,  1917. 
Cause :  Jumped  overboard. 
Next  of  kin :  Father,  Isaac  F.  Middleton,  1006  Main  Street,  Fredericks- 

hurg,  Va. 
MIDGLEY,  SAMUEL  ERIC,  blacksmith,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Baltimore,  Md.,  December  21,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Friend,  F.  M.  Sampson,  16  Crystal  Street,  Worcester,  Mass. 
MIHALIK,  HENRY  CHRISTIAN,  seaman.  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  April  16,  1917. 
Died:  Steamship  Tyler,  May  2,  3918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed. 
Next   of  kin:   Mother,   Caroline  B.   Mihalik,   3814   Dauphin    Street,   New 

Orleans,  La. 
MIKELS,  JAMES  HERMAN,  storekeeper,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  July  2,  1918. 
Died :  Philadelphia,  Pa.,  October  11,  1918. 
Cause :  Influenza. 

Next  of  kin :  Wife,  Ruth  Mikels,  95  Broad  Street,  Stroudsburg,  Pa. 
MIKKSELL,  DEAN  WILBUR,  landsman  for  electrician,  United  States  Naval  Reserve 

Force. 

Enlisted :  Great  Lakes,  111.,  May  31,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Lucy  P.  Mikesell,  R.  R.  2,  Rochester,  Ind. 
MIKESELL,  EARL  WILLIAM,  landsman  for  electrician  (R),  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  May  3,  1918. 
Died :  U.  S.  S.  Mercy,  October  13,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Charles  H.  Mikesell,  New  Madison,  Ohio. 
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MHAM.  CAKTKK.  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  New  York.  N.  Y.,  June  8,  1917. 

Died :  U.  S.  S.  Louisville,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ellen  Milam,  2001  Broadway,  Nashville,  Tenn. 
MILAYA,  AGRIPINO,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  February  18,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  23,  1918. 

Cause :  Broncho-pimirnonia. 

Next  of  kin :  Mother.  Tarcela  Ogbec,  Pinamalayan,  Mindoro,  P.  I. 
MILBOURN,   IRWIN   MYRLE,   fireman,  third   class,   United   States  Naval   Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  July  25,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause : Influenza. 

Next  of  kin :  Father,  David  K.  Milbourn,  El  Dorado,  Kans. 
MILBURN,  CHARLIE  HAMILTON,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  October  2,  1918. 

Died :  Kansas  City,  Mo.,  October  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katherine  McAffee,  2919  Hardesty   Street,  Kansas 

City,  Mo. 

MILES,  CHARLIE  MCKIXLEY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Chicago,  111.,  July  10,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin:  Brother,  Clarence  C.  Miles,  4351  Prairie  Avenue,  Chicago,  111. 
MILES,  IRA  WILMER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  July  22,  1918. 

Died :  Naval  hospital,  navy  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Leila  R.  Milos,  Spartan  Heights,  Spartanburg,  S.  C. 
MILES,  JOHN  HENRY,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  August  29,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  December  22,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Patrick  Miles,  Shortsville,  N.  Y. 
MILES,  RALPH  THOMAS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Johnstown,  Pa.,  December  25.  1917. 

Died :  U.  S.  S.  Raleigh,  April  15,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Isaac  Miles,  189  Ebensburg  Road,  Johnstown,  Pa. 
MILES,    VIRGIL  LEE,   engineman,   second   class,    United   States   Naval   Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Martha  Herman,  Prairie  Depot,  Ohio. 
MILLAGE,  OSCAR,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Omaha,  Nebr.,  August,19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause: Influenza. 

Next  of  kin :  Father,  Silas  Millage,  Pukwaua,  S.  Dak. 
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MILLAN,  CHAELES  VAN  BUBEN,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Parkersburg,  W.  Va.,  May  10,  1918. 

Died :  Base  Hospital  No.  5,  France,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,   Josephine  Millan,  320  Locust  Street,  Mannington> 

W.  Va. 
MILLAR,  WILLIAM  THOMAS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  16,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Jeannette  Millar,  60  West  Avenue,  San  Francisco, 

Calif. 
MILLED,  ALBERT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  July  12,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  John  Miller,  New  Albion,  N.  Y. 
MILLER,  ALBERT  MCKINLEY,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  1,  1917. 

Died :  Naval  torpedo  station,  Newport,  R.  I.,  October  19,  1917. 

Cause:  Suicide. 

Next  of  kin:   Father,  William   I.   Miller,  738  Center  Avenue,   Ottumwa, 

Iowa. 
MILLER,  ARCHIE  ANDERSON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  June  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Stepmother,  Mary  R.  Miller,  Lakeside,  Calif. 
MILLER,  ARTHUR  RAYMOND,  chief  commissary  steward,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  February  6,  1918. 

Died :  U.  S.  S.  Siboncy,  October  18,  1918. 

Cause :  Influenza  complicated  by  pneumonia. 

Next  of  kin :  Wife,  Bertha  G.  Miller,  2004  South  Camac  Street,  Philadel- 
phia, Pa. 

MILLER,  BAYARD  FRANKLIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  St.  Louis,  Mo.,  May  27,  1918. 

Died:  Naval  training  camp,  Detroit,  Mich.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Jones  Miller,  Eldon,  Mo. 
MILLER,  BERNHARD  ROHERT,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  18,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  November  1,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lottie  Miller,  Hondo,  Tex. 

MILLER,   CARY  FRANCIS,   hospital   apprentice,  first  class,  United   States  Naval 
Reserve  Foivr. 

Enlisted :  Norfolk,  Va.,  June  18,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Eugene  X.  Miller,  Bridgewater,  Va. 
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MILLER,  CARL  AUGUST,  boiler  maker,  United  States  Navy. 
Enlisted:  San  Francisco,  Calif.,  March  12,  1913. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  board  missing  Cyclops. 

Next  of  kin :  Sister,  Bertha  J.  Donovan,  213  Fifth  Street,  Santa  Rosa,  Calif. 
MILLER,  CARL  JULIUS,  coxswain,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  October  28,  1916. 
Died :  Naval  Hospital,  New  York,  N.  Y.,  January  15,  1918. 
Cause:  Hemorrhage,  cerebral. 
Next  of  kin:   Sister,  Hanna  Svendsen,  Villa  Dovra,  Steljeck,  Christiana. 

Norway. 
MILLER,  CHARLES  BURKE,  fireman,  third  class,  United   States  Naval  Reserve 

Force. 

Enlisted:  Louisville,  Ky.,  July  17,  1918. 
Died :  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Mary  Miller,  106  Vernon  Street,  Ironton,  Ohio. 
MILLER,  CHARLES  CONNFORTH,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  London,  Conn.,  June  4,  1918. 
Died:  Naval  Hospital,  New  London,  Conn.,  September  30,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bell  Miller,  47  Elm  Street,  Waterville,  Me. 
MILLER,  CHARLES  JOSEPH,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  August  2,  1918. 

Died :  Naval  Hospital,  Hampton  Roads,  Va.,  October  17,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Charles  Miller,  R.  R.  5,  box  19,  Newton,  111. 
MILLER,  CHARLES  WILLIAM,   apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enlisted :  Atlantic  City,  N.  J.,  April  10,  1917. 
Died :  Philadelphia,  Pa.,  April  2,  1918. 
Cause:  Meningitis. 
Next  of  kin:  Father,  Robert  C.  Miller,  24  North  Delancy  Place,  Atlantic 

City,  N.  J. 

MLLLER,  CLARENCE  EDGAR,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  December  14,  1917. 
Died :  Norfolk,  Va.,  October  15,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  James  H.  Miller,  R.  R.  3,  box  124A,  St.  Joseph,  Mo. 
MILLER,  DANCY  MONROE,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  July  31,  1917. 
Died :  Naval  hospital,  Portsmouth,  Va.,  April  26,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Anna  Burnsed  Miller,  Bunnell,  Fla. 
MILLER,  DAVIDSON  CLALB,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Cleveland,  Ohio,  June  4,  1917. 
Died :  U.  S.  S.  Texas,  January  16,  1918. 
Cause:  Lost  overboard  at  sea. 
Next  of  kin :  Father,  F.  M.  Milled,  Yeagertown,  Pa. 


Mi I.I.KK,  DONALD  A.,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Camp  Logan,  111.,  December  3,  1917. 
Died:  Navy  rille  range,  Wakefleld,  Mass.,  March  1C,.  1918. 
Cause:  Diptheria. 

Next  of  kin  :  Father,  Newton  E.  Miller,  Athens,  Mich. 

MILLER,  DONALD  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Peoria,  111.,  October  1,  1918. 

Died:  Naval  section,  seaman  apprentice  training  camp,  University  of  Illi- 
nois, Urbana,  111.,  October  12,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Mother,  Mabel  C.  Miller,  Hart  Road,  Vincennes,  Ind. 
MILLER,  EARL  Louis,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  May  3, 1917. 
Died:  Submarine  base,  San  Pedro,  Calif.,  October  10,  1917. 
Cause:  Drowned. 

Next  of  kin :  Father,  Julian  Eugene  Miller,  Lonp  City,  Nebr. 
MILLER,  EABLE  RICHARD,  seaman,  second  class,   United    States  Naval   Reserve 

Force. 

Enlisted :  Omaha,  Nebr.,  June  5,  1918. 
Died :  Naval  hospital,  Nebraska,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Henry  F.  Miller,  Logan,  111. 

MILLER,  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Richmond,  Va.,  July  8,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Father,  Melvin  Miller,  Shell  Creek,  Tenn. 
MILLER  EDWARD  GOAR,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Jackson,  Miss.,  December  17,  19i7. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  14,  1918. 
Cause :  Pleurisy. 

Next  of  kin :  Wife,  Louisa  Miller,  McCool,  Miss. 
MILLER,  ELWOOD  HUBERT,  apprentice  seaman,  United  States  Navy. 
Enlisted  :  Los  Angeles,  Calif.,  April  22,  1918. 
Died :  Naval  training  camp,  San  Diego,  Calif.,  July  4,  1918. 
Cause:  Pleurisy. 

Next  of  kin  :  Father,  Martin  Miller,  R.  R.  B.  box  68,  Reedley,  Calif. 
MILLER,  EMET  Rosco,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Louisville,  Ky.,  January  9,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  3,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Frank  Miller,  R.  F.  D.  No.  1,  Rumsey,  Ky. 
MILLER,  FRANK  CALVIN,  water  tender,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  13,  1917. 
Died :  U.  S.  S.  McKee,  September  17,  1918. 
Cause:  Drowned. 

Next  of  kin:  Mother,  Flora  Clothier,  111  West  Haley  Street,  Santa  Bar- 
bara, Calif. 

MILLER,  FRANK  LESLIE,  electrician,  first  class   (R),  United  States  Navy. 
Enlisted :  Chicago,  111.,  March  29,  1917. 

Died :  Naval  radio  station,  Marion,  Mass.,  September  12,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Leslie  D.  Miller,  4625  West  Hermitage  Avenue,  Chi- 
cago, 111. 
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MILLER,  FRANK  LYLE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause : Influenza. 

Next  of  kin  :  Father,  John  Wesley  Miller,  Nauvo,  111. 

MILLER,  FRANK  MONROE,  landsman  for  musician,  United  States  Naval  Reserve 
Force. 

Enlisted :  Baltimore,  Md.,  August  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Noah  H.  Miller,  64  Madison  Street,  Westminster,  Md. 
MILLER,  FREDERICK  C.,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted  :  Brooklyn,  N.  Y.,  June  15,  1917. 

Died :  Naval  hospital,  Pelharn  Bay  Park,  N.  Y.,  April  1,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Mother,  Sarah  Miller,  1085  Greene  Avenue,  Brooklyn,  N.  Y. 
MILLER,  GEORGE  SANDERS,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  September  17,  1917. 

Died :  U.  S.  S.  President  Grant,  June  15,  1918. 

Cause :  Acute  nephritis. 

Next  of  kin  :  Sister,  Roberta  Fannin,  Detroit,  Mich. 

MILLER,  GORDON.  LOTHIAN,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Pittsburgh,  Pa.,  May  28,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  7,  1918. 

Cause :  Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Annetta  Miller,  5317  Broad  Street,  Pittsburgh,  Pa. 
MILLER,   HARRY  ALBERT,   machinist's  mate,  second  class,  United   States  Naval 
Reserve  Force. 

Enlisted :  New  London,  Conn.,  July  30,  1918. 

Died:  New  London,  Conn.,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Rose  Petransky,  184  Arch  Street,  New  Britain,  Conn. 
MILLER,  HARRY  CARL,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Detroit,  Mich.,  July  26,  1916. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Father,  William  J.  Miller,  Novi,"  Mich. 

MILLER,  HARRY  MAURICE,  coppersmith,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Newport,  R.  I.,  December  13,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  13,  1918. 

Cause:  Pleurisy  suppurative. 

Next  of  kin :  Mother,  Catherine  Miller,  Oakland  Beach,  R.  I. 
MILLER,  JAMES  JOSEPH,  boilermaker,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  22,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Sister,  Clara  Miller  Allen,  1214  South  Franklin  Street,  New 
Orleans.  La. 
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MILLER,  JASPER  CLIFFOBD,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  June  15,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Levi  Allen  Miller,  821  Palm  Street,  Abilene,  Tex. 
MILLER,  JOHN,  Jr.,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Norfolk,  Va.,  April  12,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Marie  Miller,  734  East  One-hundred  and  sixty-sixth 

Street,  New  York,  N.  Y. 
MILLER,  JOHN  BENJAMIN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Louise  Preston  Miller,  702  Center  Street,  Bowling 

Green,  Ky. 
MILLER,  JOHN  HENRY,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Susan  F.  Miller,  222  North  Arch  Street,  Lancaster,  Pa. 
MILLER,  JOHN  ROGERS,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  R.  Miller,  Belle  Mead,  N.  J. 
MILLER,  JOHN  RUSSEL,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  November  21,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Miller,  74  South  Martha  Avenue,  Akron,  Ohio. 
MILLER,  JONATHAN  LEE,  seaman  (S),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  13,  1917. 

Died :  U.  S.  S.  New  Hampshire,  September  17,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Phoebe  Miller,  R.  F.  D.  1,  Mauckport,  Ind. 
MILLER,  LEO  FLOYD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  5,  1918. 

Died:  City  contagious  hospital,  Seattle,  Wash.,  November  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Josie  Pittman  Miller,  Spooner,  Minn. 
MILLER,  LEMUEL  BLAND,  jr.,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enlisted :  Washington,  D.  C.,  April  9,  1917. 

Died :  Newport  News,  Va.,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mamie  C.  Miller,  337  Twenty-seventh  Street,  Newport 
News,  Va. 
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MILLER,  NOKMAN  DWEETH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  April  11,  1917. 

Died :  U.  S.  S.  Solace,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jennie  Miller,  Box  29,  R.  F.  D.,  Leesville,  S.  C. 
MILLER,  OLIVER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Louisville,  Ky.,  May  26,  1918. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Luannia  Miller,  Big  Clifty,  Ky. 
MILLER,  RAY  ADAM,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  18,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Daniel  W.  Miller,  R.  F.  D.  1,  Box  34,  Gerster,  Mo. 
MILLEB,  RAY  EUGENE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Louisville,  Ky.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Scottia  Miller,  R.  R.  3,  Nicholasville,  Ky. 
MILLER,  RAY  RECORD,  landsman  for  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Indianapolis,  Ind.,  May  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Henry  Miller,  route  No.  1,  Morristown,  Ind. 
MILLER,  ROBEKT  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Amanda  Emma  Miller,  Washington  College,  Tenn. 
MILLER,  ROY  FERDINAND,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  St.  Louis,  Mo.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  James  Robert  Miller,  226  West  Spring  Street,  Boon- 

ville,  Mo. 
MILLER,  SAMUEL,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  May  2,  1918. 

Died  :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Ralph  Miller,  139  Starr  Street,  Brooklyn,  N.  Y. 
MILLER,  SAMUEL,  jr.,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  March  4,  1918. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  N.  Y.,  October  21,  1918. 

Cause;  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Miller,  5  Quincy  Place  NE.,  Washington,  D.  C. 
MILLER,  VERN,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  30,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  11,  1917. 

Cause:  Pleurisy. 

Next  of  kin :  Sister,  Mrs.  S.  O.  Noyes,  route  2,  Gobleville,  Mich. 

174483—20 34 


530 

MILLER,  WARREN  J.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  13,  1918. 

Died  :  Camp  Logan,  111.  (Navy  rifle  range),  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  L.  Miller,  Waynesville,  Ohio. 
MILLER,  WAYNE  JACKSON,  hospital  apprentice  (second  class) ,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Hazel  Miller,  Biscoe,  N.  C. 
MILLER,  WILLIAM  FREDERICK,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  November  28,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Anna  H.  Miller,  3140  Reach  Street,  Philadelphia,  Pa. 
MILLER,  WILLIAM  HARRISON,  boiler  maker,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  June  27,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  by  explosion  on  board  ship. 

Next  of  kin :  Father,  James  R.  Miller,  1411  Grandview  Avenue,  Ports- 
mouth, Ohio. 
MILLER.  WILLIAM  REGINALD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif,  December  21,  1917. 

Died:  Naval  training  camp,  Mare  Island,  Calif.,  September  11,  1918. 

Cause:  Knife  wound. 

Next  of  kin :  Mother,  Mary  E.  Miller,  New  Pine  Creek,  Oreg. 
MILLER,  WILLIE  PEARL,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Birmingham,  Ala.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Willie  G.  Miller,  Dorcas,  Okla. 
MILLIGAN,  JOSEPH  RICHIE,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  12,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Father,  Thomas  Milligan,  2036  East  York  Street,  Philadel- 
phia, Pa. 

MILLIMAN,  GUY  RAYMOND,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enlisted :  Albany,  N.  Y.,  June  24,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Bertha  Milliman,  265  Ninth  Street,  Troy,  N.  Y. 
MILLIO.  CHRIST,  ship's  cook,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Bridgeport,  Conn.,  August  17,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Shaw  collided  with  steamship  Aqnitania. 

Next  of  kin :  Wife,  Vacilia  Millio,  Kozane,  Macedonia,  Greece. 
MILLMAN,  RAYMOND  THEODORE,  landsman  for  electrician,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918N 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Millman,  R.  F.  D.  2,  Red  Bud,  111. 
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MILLS,   GEORGE  NELSON,  molder,  second  class,   United   States  Naval  Reserve; 
Force. 

Enlisted :  Portland.  Oreg.,  July  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  Mills,  521  Rhine  Street,  Portland,  Oreg. 
MILNE,  THOMAS  LINKLATER,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Detroit,  Mich.,  August  2,  1918. 

Died :  On  leave,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Alice  Hortenze  Milne,  Standish,  Mich. 
MILNER,  GEORGE  EDWARD,  Jr.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  March  15,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  G.  Milner,  Constantine,  Mich. 
MILNER,  JOHN  THOMAS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  3,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  11,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Father,  Henry  Milner,  R.  F.  D.  4,  Huntsville,  Ala. 
MILSAPS,  EARNEST  MADISON,  seaman,  scond  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Atlanta,  Ga.,  July  10,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Orgie  Lane  Milsaps,  Greenback,  Tenn. 
MILTON,  ALFRED  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  28,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  August  14,  1917. 

Cause :  Drowned. 

Next  of  kin:  Guardian,   Joseph  Milton,  564  Marshall  Avenue,   St.  Paul, 

Minn. 
MELTONBERGER,  REED,  fireman,  third  class,  United  States  Navy. 

Enlisted:  San  Pedro,  Calif.,  August  12,  1918. 

Died:     United  States  submarine  base,  San  Pedro,  Calif.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Ruth  Miltonberger,  Pocatello,  Idaho. 
MINCH,  Louis,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  mussing  Cyclops. 

Next  of  kin :  Mother,  Mary  Minch,  1935  Oakdale  Street,  Philadelphia,  Pa. 
MINDER,  RAY,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Lamar,  Colo.,  May  2,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sally  Elizabeth  Minder,  Lamar,  Colo. 
MINKATJ,  CHARLES  JOSEPH,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  12,  1918. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:  Mother,  Anna  Minkau,  19  Loomis  Street,  Rochester,  N.  Y. 
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MINKER,  CLARENCE  STANLEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  3,  1917. 

Died :  Receiving  ship,  New  York,  N.  Y.,  March  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Sarah  Minker,  R.  F.  D.  9,  Salem,  Oreg. 
MINKLE,  HAROLD  WATSON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  16,  1917. 

Died :  Naval  training  station,  Cedar  Falls,  Iowa,  December  4,  1917. 

Cause :  Killed  by  train. 

Next  of  kin:  Mother,  Jennie  Minkle,  706  West  First  Street,  Cedar  Falls, 

Iowa. 

MINNAGH,  WILLIAM  FRANCIS,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  October  29,  1917. 

Died :  Wyckoff  Hospital,  Brooklyn,  N.  Y.,  September  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Minnagh,  729  Humboldt  Street,  Brooklyn,  N.  Y. 
MINOR,  WALTER  CLARENCE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Josephine  Minor,  R.  F.  D.  3,  Oskaloosa,  Iowa. 
MINSTER,  GROVER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  30,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Joseph  Minster,  261  Water  Street,  Paterson,  N.  J. 
MITCHELL,  ALBEE  LEWIS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  7,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  April  25,  1917. 

Cause :  Spinal  meningitis. 

Next  of  kin :  Mother,  Mary  Mitchell,  Rex,  Ga. 

MITCHELL,  EARL  WILLIAM,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  James  B.  Mitchell,  706  West  State  Street,  Spring- 
field, Ohio. 
MITCHELL,  EUGENE  DAVIS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  May  2,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Lost  life  as  result  of  explosion. 

Next  of  kin  :  Father,  Samuel  J.  Mitchell,  116  Holmes  Street,  Frankfort,  Ky. 
MITCHELL,  HOMER  WARNER,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  July  22,  1918. 

Died :  U.  S.  S.  Mercy,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Isaac  Thomas  Mitchell,  R.  R.  5,  Bloomington,  111. 
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MITCHELL,  HOWAKD  FBEDEEIC,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  June  14,  1918. 

Died:  United  States  Naval  training  camp,  Bumkin  Island,  Mass.,  Septem- 
ber 16,  1918. 

Cause :  Influenza,  bronchial  pneumonia. 

Next  of  kin :  Mother,  Mary  Mitchell,  65  Adella  Avenue,  West  Newton,  Mass. 
MITCHELL,  JOSEPH  FREEMAN,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  July  19,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Jula  A.  Mitchell,  341  Fourth  Street,  Pratt  City,  Ala. 
MITCHELL,  OLIVER  CHABLKS,  yeoman,  third  class,  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  April  2,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  25,  1917. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nellie  C.  Mitchell,  Elizabethtown,  N.  Y. 
MITCHELL,  RAYMOND  EDWABD,  hospital  apprentice,  second  class,  United  States. 

Navy. 

Enlisted:  New  Haven,  Conn.,  September  24,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  21,  1917. 
Cause :  Cerebrospinal  fever. 
Next  of  kin:  Mother,  Elizabeth  Carrie  Mitchell,  104  School  Street,  West 

Hartford,  Conn. 

MITCHELL,  ROBERT  GEOBGE,  chief  yeoman,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  June  11,  1917. 
Died :  San  Francisco,  Calif.,  July  14,  1918. 
Cause:  Drowned. 

Next  of  kin :  Mother,  Florence  Mitchell,  Fairfax,  Calif. 
MITCHELL,  WILLIAM  JENNINGS  BBYAN,  fireman,  third  class,  United  States  Naval 

Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  19,  1918. 
Died:  Na^al  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Charles  W.  Mitchell,  Fayette,  Mo. 
MITCHELL,  WILLIAM  WALTEB,  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Kansas  City,  Mo.,  February  8,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  October  2,  1918. 
Cause :  Influenza. 
Next  of  kin:  Mother,  Katy  Hampton  Mitchell,  R.   F.   D.,  4,   Miltonvale, 

Kans. 

MIXTEK,  GORDON,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  June  11,  1917. 
Died :  U.  S.  S.  Mercy,  October  20,  1918^ 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Clarence  D.  Mixter,  210  Austin  Street,  Worcester, 

Mass. 

MIZE,  AUSTIN,  seaman,  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  April  16,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause :  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  Louis  M.  Mize,  Ovenville,  Ala. 
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MOEHL,  GKOKGE  ANDREW,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  I1L,  January  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  28,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  W.  Moehl,  Washington,  111. 
MOELLER,  HEBBERT,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died :  U.  S.  S.  Louisville,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Moeller,  341  Fifty-seventh  Street,  New  York, 

N.  Y. 
MOHR,  FRED,  molder,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Helen  Mohr,  1101  North  Wood  Street,  Chicago,  111. 
MOHR,  JOSEPH  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Great  Lakes,  111.,  December  4,  1917. 

Died :  U.  S.  S.  Saranac,  April  27,  1918. 

Cause:  Fracture. 

Next  of  kin:   Father,   Joseph  Mohr,   1043   Irving  Park  Boulevard,   Chi- 
cago, 111. 

MOHRMANN,  WILLIAM  JOHN  NICHOLAS,  machinist's  mate,  second  class,  United 
States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  May  27,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  November  9,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  William-  F.  Mohrmann,  265  Second  Avenue,  College 

Point,  Long  Island,  N.  Y. 
MOLLENCOP,  EARL  WILLIAM,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  February  16,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mandy  Mollencop,  429  Twenty-first  Street,  Salem, 

Oreg. 

MONAHAN,  MARY  AGNES,  yeoman  (F),  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Boston,  Mass.,  March  12,  1918. 

Died :  First  naval  district,  Boston,  Mass.,  September  5,  1918. 

Cause:  Killed  in  accident. 

Next  of  kin :  Sister,  Catherine  Daly,  24  Center  Street,  Maiden,  Mass. 
MONIZ,  TONY  ALBERT,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  December  7,  1917. 

Died :  Naval  air  station,  San  Diego,  Calif.,  February  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Isabel  Moniz,  R.  F.  D.  2,  Sequin,  Wash. 
MONK,  ROBERT  SILAS,  chief  pharmacist's  mate,  United  States  Navy. 

Enlisted :  Washington,  D.  O.,  October  17,  1914. 

Died :  Naval  hospital,  Chelsea,  Mass.,  August  10,  1918. 

Cause:  Poisoning. 

Next  of  kin:  Wife,  Marie  F.  Monk,  631  East  Capital  Street,  Washing- 
ton, D.  C. 
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MONROE.  JOHN  THEODORE,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Wilmington,  N.  C.,  May  7,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  A.  Monroe,  Marion,  S.  C. 
MONROE,   TOWNSEND   LANCE,   landsman   for   yeoman,   United   States  Navy. 

Enlisted:  Atlanta,  Ga.,  August  8,  1918. 

Died :  Poughskeepsie,  N.  Y.,  October  20,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Verna  Monroe,  White  Springs,  Fla. 

MONSON,  DAVID  CHRISTOPHER,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Minneapolis,  Minn.,  June  3,  1918. 

Died :  Willard  Parker  hospital,  New  York,  N.  Y.,  October  6,  1918. 

Cause :  Spinal  Meningitis. 

Next  of  kin :  Mother,  Bertha  Monson,  Granite  Falls,  Minn. 
MONTGOMERY,   GORMLEY   JOSEPH,   seaman,   second   class,   United   States  Naval 
Reserve  Force. 

Enlisted:  Brooklyn,  N.  Y.,  May  4,  1918. 

Died :    U.  S.  S.  Sylvan  Arrow,  September  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Montgomery,  857  Prospect  Place,  Brook- 
lyn, N.  Y. 
MONTGOMERY,   HIRAM   WILLIS,   fireman,  third   class,  United   States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next    of   kin :  Mother,    Mary   E.    Montgomery,    Shattuck,    Okla. 
MONTGOMERY,  JOHN  WILLIAM,  quartermaster,  second  class   (A),  United  States 
Naval  Reserve  Force. 

Enlisted:  Boston,  Mass.,  April  3,  1918. 

Died :    U.  S.  S.  Shaw,  October  9,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Father,  Robert  Montgomery,  Natick,  Mass. 
MONTIEL,   ALFONSO,    mess   attendant,    second   class,   United    States   Navy. 

Enlisted :  Cavite,  P.  I.,  May  29,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next   of   kin :  Mother,   Hermongena   Maestro,   Romblou,   Capiz,   P.    I. 
MONTMORENCY,  JOHN  VICTOR,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Paul  Montmorency,  15  Walnut  Street,  Detroit, 

Mich. 
MONTORFANO,  Louis,  seaman,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  March  27,  1917. 

Died :  U.  S.  S.  Alabama,  August  1,  1918. 

Cause:  Acute  cholangitis. 

Next    of    kin :  Father,    Paul    Montorfano,    523    Highpoint    Avenue,    West 
Hoboken,  N.  J. 
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MOODY,  JOHN  KENNETH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  San  Francisco,  Calif.,  June  18,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Herbert  Lyle  Moody,  Redding,  Calif. 
MOOK,  OBBIK  GLAIR,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  June  5,  1917. 

Died :  U.  S.  S.  Utah,  October  25,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  O.  C.  Mook,  747  Seventh  Street,  Port  Arthur,  Tex. 
MOON,  ALBERT  TILTON,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  June  3,  1918. 

Died :  Naval  training  station,  San  Fraucisco,  Calif.,  August  9,  1918. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :   Mother,  Bessie  Case  Moon,  2575  Thirty-first  Avenue,   San 

Francisco,  Calif. 
MOONEY,  CHRISTOPHER,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  March  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  April  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Julia  Mooney,  146  Spruce  Street,  Paterson,  N.  J. 
MOONEY,  ROBERT  EMMETT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Richmond,  Va.,  June  29,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  G.  Mooney,  Flatwoods,  Va. 
MOORE,  CHARLES  ALBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  November  12,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Willma  Duncan,  Days  Creek,  Oreg. 
MOORE,  CHARLES  RICHARD,  water  tender,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  April  14,  1916. 

Died :  U.  S.  S.  Wm.  Rockefeller,  May  18,  1918. 

Cause:  Killed  when  ship  was  torpedoed. 

Next  of  kin :  Father,  George  Moore,  Somerset,  Pa. 

MOORE,  CLARENCE  STARR,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Puget  Sound,  Wash.,  May  26,  1917. 

Died :  U.  S.  submarine  chaser  No.  311,  July  17,  1918. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  May  H.  Lewis,  3823  Alki  Avenue,  Seattle,  Wash. 
MOORE,  DAVID  BROOKS,  quartermaster,  second  class   (A),  United  States  Nava. 
Reserve  Force. 

Enlisted :  San  Diego,  Calif.,  August  9,  1918. 

Died:  Naval  training  station,  San  Diego,  Calif.,  November  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mary  E.  Moore,  3421  Woolman  Avenue,  San  Diego, 
Calif. 
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MOORE,  FRANK  HUGH,  landsman  for  electrician  (G),  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  May  29,  1918. 
Died :  U.  S.  S.  Mercy,  October  12,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lelia  Moore  Simmons,  Gilmore,  Ark. 
MOORE,   GLEN  ALMANAN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Syracuse,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Gertrude  Moore,  Minoa,  N.  Y. 

MOORE,  HARRY  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted :  Philadelphia,  Pa.,  July  2,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Maude  Eleanor  Brockie,  2047  Brandywine  Street, 

Philadelphia,  Pa. 

MOOBE,  IRVING  T.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Newport,  R.  I.,  April  14,  1917. 
Died :  Headquarters,  Newport,  R.  I.,  December  19,  1917. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jessie  I.  Moore,  1829  East  First  Street,  Duluth,  Minn. 
MOORE,  JAMES  BERNARD,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Norfolk,  Va.,  October  26,  1915. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Nephew,  John  A.  Moore,  Pocomoke  City,  Md. 
MOOBE,  JEREMIAH,  hospital  apprentice,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Indianapolis,  Ind.,  July  10,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Moore,  Lyons,  Ind. 
MOORE,  LAWRENCE  HENBY,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  October  22,  1913. 
Died :  Naval  station,  Key  West,  Fla.,  July  21,  1917. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  James  Alfred  Moore,  R.  F.  D.  6,  Tyler,  Tex. 
MOORE,  LEE  BLANCHAED,  landsman  for  electrician  (R),  United  States  Navy. 
Enlisted :  Oshkosh,  Wis.,  February  8,  1918. 
Died :  Naval  station,  Great  Lakes,  111.,  May  17,  1918. 
Cause:  Measles. 

Next  of  kin :  Father,  William  Henry  Moore,  Galloway,  Wis. 
MOORE,  LESLIE  ALCOTT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Boston,  Mass.,  April  19,  1918. 
Died :  U.  S.  S.  Nebraska,  September  25,  1918. 
Cause :  Spanish  influenza. 

Next  of  kin :  Wife,  Bessie  Amelia  Moore,  84  River  Street,  Mattapan,  Mass. 
MOORE,  MARSHALL,  seaman,  second  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  December  3,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  March  19,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  William  Moore,  Webster  Grove,  Mo. 
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MOORE,  ROSCOE  CHESTER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Morris  Emery  Moore,  Osborne,  Kans. 
MOORE,  RUSSELL  ROBINSON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  13,  1917. 

Died :  Receiving  ship,  Washington,  D.  C.,  October  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Thomas  B.  Moore,  101  Bast  Sixth  Street,  Wilmington, 

Del. 
MOORE,  SIDNEY  HILL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  May  9,  1918. 

Died :  Navy  Base  Hospital  No.  5,  November  5,  1918. 

Cause :  Erysipelas. 

Next  of  kin :  Father,  Frank  Arthur  Moore,  Americus,  Kans. 
MOORE,  STANLEY  MATHEWS,  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  27,  1915. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  May  27,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Father,  Jesse  E.  Moore,  post-office  box  21,  Cincinnati,  Ohio. 
MOORE,  STEWART  MARK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Misb.,  July  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Fannie  Moore  Pugh,  Wildsville,  La. 
MOORE,  WILLIAM  CHARLES,  machinist's  mate,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  December  24,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  18,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Michael  Moore,  804  Classon  Avenue,  Brooklyn,  N.  Y. 
MOORE,  WILLIAM  HENRY,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Brooklyn,  N.  Y.,  November  24,  1917. 

Died :  New  York,  N.  Y.,  October  22,  1918. 

Cause:  Acute  indigestion. 

Next  of  kin:  Father,  William  Henry  Moore,  sr.,  151  West  Ninety-sixth 

Street,  New  York,  N.  Y. 
MOORE,  WiNfiELu  HERBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  Nov.  16,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Perry  Moore,  Barker,  Tex. 
MOORES,  HERMAN  GRAY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  6,  1917. 

Died  :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Lillian  Moores,  Muir,  Ky. 
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MOORHEAD,  THOMAS  JOSEPH,  seaman,  second  class,  United   States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:   Pneumonia,   lobar. 

Next  of  kin :  Father,  James  Moorhead,  22  Court  Street,  Newtonville,  Mass. 
MOORMAN,  LEW  KTLBOTJRN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Cincinnati,  Ohio,  June  18,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next    of    kin :    Mother,    Frances    Elizabeth    Moorman,    114    South    Creek 

Street,  Dewey,  Okla. 
MOOTZ,  EUGENE  WILLIAM,  seaman,  United  States  Navy. 

Enlisted  :  Biiffalo,  N.  Y.,  November  13,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:   Father,  Adam  Joseph  Mootz,  620  William  Street,  Buffalo, 

N.  Y. 

MORAN,  ALBERT  FRANCIS,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Des  Moines,  Iowa,  May  15,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  5,  1918. 

Cause :  Steam  burns. 

Next  of  kin :  Mother,  Catherine  Moran,  R.  R.  1,  Onslow,  Iowa. 
MORAN,  EDWARD  BARTHOLOMEW,  seaman,  second  class,    United    States    Naval 
Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  24,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  October  3,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Michael  James  Moran,  Brattleboro,  Vt. 
MORAN;  JAMES  WATKINS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Moran,  Una,  Tenn. 
MORAN,  JOHN  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  May  23,  1917. 

Died :  Steamship  Actaeon,  November  25,  1917. 

Cause:  Killed  when  vessel  was  torpedoed. 

Next  of  kin :  Aunt,  Margaret  Moran,  245  Granston  Street,  Providence,  R.  I. 
MORAN,   THEODORE  EDWARD,   seaman,   second   class,   United   States  Naval  Re- 
serve Force. 

Enlisted :  Peoria,  111.,  June  11,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  29,  1918. 

Cause:  Lobar  pneumonia. 

Next   of  kin:   Father,   Mark   Francis  Moran,   754   East   Cantrell    Street, 

Decatur,  111. 
MOKA.V  THOMAS  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  July  20,  1917. 

Died :  U.  S.  S.  Solace,  Base  No.  2.  March  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Hanora  Moran,  249  Fifth  Street,  Jersey  City,  N.  J. 
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FKKD,  shipfitttT,  first  class,  United  States  Navy. 
Enlisted :  Newark,  N.  J.,  July  14,  1917. 
Died :  U.  S.  S.  Leonidas,  October  23,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Father,  Henry  N.  Morbach,  351  North  Sixth  Street,  Newark, 

N.  J. 

MORENCY,  OMEB,  fireman,  first  class,  United  States  Naval  Reserve  Force. 
Enlisted:  Boston,  Mass.,  May  28,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  18,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Ferdinand  Morency,  Salem,  Mass. 
MORESCO,   WILLIAM   MICHAEL,   landsman   for   machinist's  mate,   United   States 

Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  16,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C.,  September  27,  1918. 
Cause :  Lobar  pneumonia. 

Next  of  kin :  Wife,  Carrie  A.  Moresco,  570  Neptune  Avenue,  Brooklyn,  N.  Y. 
MORGAN,  CLARKSON  MOORE,  chief  machinist's  mate,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  August  12,  1914. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 
Cause:  Hemorrhage. 

Next  of  kin :  Mother,  Elmira  Morgan,  Harrisonville,  N.  J. 
MORGAN,  EDWARD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  July  3,  1917. 
Died:  Receiving  ship,  Norfolk,  Va.,  March  14,  1918. 
Cause :  Suicide. 

Next  of  kin :  Mother,  Constance  Morgan,  6  North  Street,  Portland,  Oreg. 
MORGAN,  EDWARD  SCOTT,  Jr.,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  July  9,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 
Next  of  kin :  Father,  Edward  Scott  Morgan,  sr.,  1364  Columbia  Road  NW., 

Washington,  D.  C. 

MORGAN,  EUGENE  JOHN,  yeoman,  second  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  February  14,  1916. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action. 

Next  of  kin :  Brother,  Frank  J.  Morgan,  Jacksonville,  Fla. 
MORGAN,  JAMES,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Portland,  Oreg.,  December  10,  1917. 
Died :  Naval  station,  Mare  Island,  Calif.,  February  2,  1918. 
Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Lulu  Morgan,  Harrisburg,  Oreg. 
MORGAN,  JEFFERSON  DAVIS,  ship's  cook,  first  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  March  14,  1916. 
Died :  Marine  Hospital,  Baltimore,  Md.,  October  3,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Sister,  Carrie  Jennings,  809  Fifth  Avenue,  Boyles,  Ala. 
MORGAN,  MOSES  LEONARD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Montgomery,  Ala.,  April  30,  1917. 
Died :  U.  S.  S.  Louisiana,  June  1,  1918. 
Cause :  Accidentally  killed. 
Next  of  kin :  Father,  Len  Morgan,  Gulf  Point,  Fla. 
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MOBGAN,  MYKON,  coxswain,  United  States  Navy. 
Enlisted :  Pittsburgh,  Pa.,  June  30,  1917. 

Died :  Naval  aviation,  foreign  service,  Army  base  hospital,  Talence,  Bor- 
deaux, France,  July  23,  1918. 

Cause :  Chloroform  poisoning  while  undergoing  operation. 
Next  of  kin :  Father,  Abraham  Morgan,  Independence,  Me. 
MORGEN  STERN,  CHARLES  OTTO,  coxswain,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  May  7,  1915. 
Died :  U.  S.  S.  New  York,  February  16,  1918. 
Cause:  Lost  overboard. 
Next    of    kin :    Mother,    Magdalena    Wise,    Maple    Creek,    Saskatchewan, 

Canada. 

MORONG,  JOHN  ARTHUR,  seaman,  first  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  March  19,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  November  11,  191S. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mae  Dudley,  36  Monument  Square,  Charlestown,  Mass. 
MORRILL,  GEORGE  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Marblehead,  Mass.,  March  19,  1917. 
Died :  Brooklyn,  N.  Y.,  October  19,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Mother,  Hattie  S.  Morrill,  41  Grossman  Avenue,  Beach  Bluff, 

Mass. 

MORRIS,  ALFRED,  wardroom  steward,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  December  18,  1917. 
Died :  Philadelphia,  Pa.,  November  3,  1918. 
Cause :  Poison. 

Next  to  kin :  Wife,  Bellar  Morris,  1433  South  Twenty-second  Street,  Phila- 
delphia, Pa. 

MORRIS,  ALBERT  SIDNEY,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  July  20,  1917. 
Died :  U.  S.  S.  Salem,  September  29,  1918. 
Cause :  Drowned. 

Next  of  kin :  Sister,  Sally  Jones,  415  North  Taylor  Street,  Gainesville,  Tex. 
MORRIS,  CHARLEY,  Jr.,  mess  attendant,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Meridian,  Miss.,  June  4,  1918. 

Died :  Naval  air  station,  Pauillac,  France,  September  24,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Charley  Morris,  sr.,  319  Muscadine  Street,  Greenville, 
-  Miss. 

MORRIS,  CHARLES  ODREY,  shipwright,  United  States  Navy. 
Enlisted :  Little  Rock,  Ark.,  April  25,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  12,  1918. 
Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  W.  Morris,  1121  Emerson  Avenue,  Farrell,  Pa. 
MORRIS,  EARL  LESLIE,  coxswain,  United  States  Navy. 
Enlisted :  Kansas  City,  Mo.,  January  9,  1918. 
Died :  U.  S.  S.  Rijnland,  September  3,  1918. 
Cause :  Falling  into  hold  of  vessel. 
Next  of  kin  :  Father,  Jonah  Leslie  Morris,  R.  R.  1,  St.  Joseph,  Mo. 
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MORRIS,  FBANK  MUNNEULYN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  18,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  M.  B.  Morris,  Eagle  Hill,  N.  Mex. 
MORRIS,  LUNDY  PLATT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  October  11,  1916. 

Died :  U.  S.  S.  Louisiana,  June  8,  1917. 

Cause:  Suicide. 

Next  of  kin:  Mother,  Anna  Morris  Overby,  119  Auburn  Avenue,  Atlanta, 

Ga. 

MORRIS,  MILTON  PALMER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Minnie  Elizabeth  Morris,  221  Baldwin  Avenue,  De- 
troit, Mich. 
MORRIS,  NORMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  January  10,  1918. 

Died :  U.  S.  S.  Mercy,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Courtney  Morris,  Lessley,  Miss. 
MORRIS,  WENDALL  NEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  15.  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Mary  Morris,  general  delivery,  Rhone,  Tex. 
MORRISON,  DAVE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Little  Rock,  Ark.,  June  29,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  W.  Morrison,  R.  F.  D.  1,  Malvern,  Ark. 
MORRISON,  ELMER  LEAVITT,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enlisted :  Kansas  City,  Mo.,  October  1,  1918. 

Died :  Naval  unit,  University  of  Kansas,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Henrietta  C.  Morrison,  R.  F.  D.  2,  Culver,  Kans. 
MORRISSETTE,  WALTER,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted  :   San  Francisco,  Calif.,  December  20,  1915. 

Died:   U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :   Multiple  injuries. 

Next  of  kin :    Mother,  Carrie  Morrissette,  808  East  Twenty-ninth  Avenue, 

Council  Bluffs,  Iowa. 

MORROW,  AUNER  RUSH,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enlisted:   Birmingham,  Ala..  April  8,  3918. 

Died :   Naval  hospital,  Chelsea,  Mass.,  September  23,  1918. 

Cause :   Influenza. 

Next  to  kin :  Wife,  Em.  P.  Morrow,  Eutaw,  Ala. 
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MORROW,  GLENN  MORTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :   Kansas  City,  Mo.,  May  7,  1918. 

Died :   Camp  Logan,  111.,  October  1,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :   Father,  James  C.  Morrow,  614  North  Ninth  Street,  Neodesha, 

Kans. 
MORROW,  HARLEY  EDGAR,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:   Meridian,  Miss.,  July  10,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  14, 1918. 

Cause:   Influenza. 

Next  of  kin :   Father,  Tom  Morrow,  Hazlehurst,  Miss. 
MORSE,  ARTHUR  WILSON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  13, 1917. 

Died  :  U.  S.  S.  Mount  Vernon,  September  5, 1918. 

Cause :   Lost  life  when  vessel  was  torpedoed. 

Next  of  kin  :  Mother,  Nellie  Morse,  16  Chase  Avenue,  Manchester,  N.  H. 
MORTL,  OTTO  VINCENT,  apprentice  seaman,  United  States  Navy. 

Enlisted :   Peoria,  111.,  June  7,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  29,  1918. 

Cause :   Influenza. 

Next  of  kin  :   Father,  Martin  Mortl,  320  North  Hamilton  Street,  Lincoln,  III. 
MORTON,  OREN  EDWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Los  Angeles,  Calif.,  July  10,  1917. 

Died:  Naval  training  station,  San  Francisco,  Calif.,  September  7,  1918. 

Cause :   Obstruction,  acute  intestinal. 

Next  of  kin  :   Mother,  Leota  Wilson,  Bishop,  Calif. 
MOSES,  ERNEST  OLIN,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :   Philadelphia,  Pa.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :    Father,  Isaiah  Moses,  sr.,  109  Chestnut  Street,  Darlington, 

S.  C. 
MOSES,  ROBERT  NEIL,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Cleveland,  Ohio,  June  4,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  August  15,  1918. 

Cause :   Pneumonia. 

Next  of  kin  :  Father,  J.  H.  Moses,  85  Penrose  Avenue,  Cleveland,  Ohio. 
Moss,  GILBERT  COCHRAN,  quartermaster,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Chicago,  111.,  January  30,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  August  25,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  M.  E.  Moss,  4835  Winthrop  Avenue,  Chicago,  111. 
Moss,  JOHN  HOWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  January  14,  1918. 

Died :  Brest,  France,  June  18,  1918. 

Cause :  Drowning. 

Next  of  kin  :  Mother,  Charlotte  Moss  Dene,  40  Ten  Broeck  Street,  Scotia,  N.  Y. 
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MOSTERIO,  VINCENT,  machinist's  mate,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted  :  New  Orleans,  La.,  May  25,  1917. 
Died :  U.  S.  S.  Annapolis,  November  4,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Annie  Bonds  Mosterio,  Bell  Street,  New  Orleans,  La. 
MOTHEKSBAUGH,  BERT,  fireman,  second  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  December  28,  1917. 
Died :  Naval  station,  Mare  Island,  Calif.,  October  18,  1918. 
Cause :  Influenza. 

Next  of  kin  :  Brother,  Oscar  Mothersbaugh,  Syracuse,  N.  Y. 
MOTT,  LEROY  ALLEN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Syracuse,  N.  Y.,  August  7,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  Sept.  19,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Ella  Johnston,  R.  F.  D.  1,  Oneida,  N.  Y. 
MOUTNER,  HENRY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enlisted  :  Brooklyn,  N.  Y.,  August  6,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 
Cause:  Pneumonia,  broncho. 
Next  of  kin:  Mother,  Sophie  Moutner,  307  East  Eighty-fifth  Street,  New 

York,  N.  Y. 
MOYER,  FRANKLIN  PAUL,  landsman  for  machinist's  mate   (A),  United  States 

Naval  Reserve  Force. 
Enlisted :  Indianapolis,  Ind.,  July  18,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Christian  F.  Moyer,  205  State  Street,  Elkhart,  Ind. 
MOYER,  HENRY  ALLEN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Buffalo,  N.  Y.,  June  17,  1918. 
Died  :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 
Cause:  Influenza. 

Next   of  kin :   Father,   Frank  Colton   Moyer,   301   Ravine  Avenue,   Roch- 
ester, N.  Y. 
MOYER,  WAYNE  WASHINGTON,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Philadelphia,  Pa.,  April  11,  1918. 
Died :  Naval  hospital,  New  York,  N.  Y.,  October  6,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin  :  Brother,  George  E.  Moyer,  Colmar,  Pa. 

MOZADA,  VALENTINE  BACUSMO,  mess  attendant,  third  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  November  7,  1917. 
Died:  Naval  hospital,  Fort  Lyon,  Colo.,  October  28,  1918. 
Cause :  Tuberculosis. 

Next  of  kin  :  Mother,  Magdeline  Mozada,  San  Rosi  Street,  Career,  P.  I. 
MUELLER,  ARTHUR  FRED,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enlisted:  Omaha,  Nebr.,  June  4,  1918. 
Died :  Naval  hospital,  Portsmouth,  Va.,  November  2,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  Alfred  Mueller,  Beemer,  Nebr. 
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MUELLER,  GEORGE  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enlisted:  Philadelphia,  Pa.,  June  13,  1918.  « 

Died:  Naval  hospital,  Cape  May,  N.  J.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Myers  Mueller,  39  North  First  Street,  Meriden, 

Conn. 

MUFFAT,  PAUL  CARL,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  31,  1918. 

Died  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Paul  E.  Muffat,  610  Brooklyn  Avenue,  Detroit, 

Mich. 

MUIR,  GEORGE  WILLIAM,  seaman  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Tacoma,  Wash.,  May  25,  1918. 

Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Muir,  R.  F.  D.  1,  box  275,  South  Tacoma,  Wash. 
MUIR,  JOSEPH  HALL  ALLISON,  seaman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Baltimore,  Md.,  February  22,  1917. 

Died :  Steamship  Kansas  City,  September  5,  1917. 

Cause:  Drowned. 

Next  of  kin  :  J.  A.  Muir,  26  Merrymount  Road,  Roland  Park,  Baltimore,  Md. 
MULCAHY,  JOHN  MICHAEL,  fireman,  first  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  18,  1915. 

Died :  Receiving  ship,  Washington,  D.  C.,  December  12,  1917. 

Cause:  Dementia  paralytica. 

Next  of  kin:   Wife,   Margaret  Veronica   Mulcahy,   2607  South  Chadwick 

Street,  Philadelphia,  Pa. 
MULLAN,  JESSE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  April  19,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  23,  1917. 

Cause:  Fever. 

Next  of  -kin :  Brother,  Eugene  Mullan,  Forrest,  Tex. 
MULLANE,  ARTHUR  FRANCIS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.  February  19,  1917. 

Died :  U.  S.  S.  Comfort,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Gertrude  Toohey,  postoffice  box  278,  Haskell. 

N.  J. 
MULLEN,  JAMES  CONRAD,  water  tender,  United  States  Navy- 

Enlisted :  U.  S.  S.  Jenkins,  December  2,  1917. 

Died :  U.  S.  S.  Jenkins,  July  23,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Cousin,  Mary  A.  Waley,  402  Thirteenth  Street,  Brooklyn.  N.  Y. 
MULLEN,  LEO  DAVID,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  June  5,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Frances  J.  Mullen,  110  Berkeley  Place,  Brooklyn,  N.  Y. 
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MULLEN,  OBE  DYER,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  21, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Josephine  Mullen,  Hazel,  Okla. 
MULLIGAN,  JOHN  BETHEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  14,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  June  2, 1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Evan  B.  Mullican,  Baird,  Tex. 
MULLIN,  THOMAS  A.,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  April  18,  1917. 

Died :  Naval  Hospital,  Brooklyn,  N.  Y.,  November  2, 1918. 

Cause :  Arsenic  poisoning. 

Next  of  kin  :  Mother,  Mary  Mullin,  273  Wyckoff  Street,  Brooklyn,  N.  Y. 
MULLIN,  THOMAS  FEANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Brooklyn,  N.  Y.,  June  5,  1918. 

Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  October  29,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Sister,  Josephine  Mullin,  441  Forty-sixth  Street,  Brooklyn, 

N.  Y. 
MULLINS,  CHARLES  HURLEY,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  27,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  W.  E.  Mullins,  Ottumwa,  Iowa. 
MULLINS,  PETER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  June  4, 1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Mullins,  96  Canonicus  Street,  Fall  River,  Mass. 
MUMM,  HARVEY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  February  8,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin  :  Father,  Christopher  C.  Mumm,  Leesburg,  Tex. 
MUNCEY,  ULYSSES  JEFFERSON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  31,  1918. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Samuel  Wamon  Muncey,  Jonesville,  Va. 
MUNDY,  CHESTER  IRVING,  seaman,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  March  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Mundy,  South  Dansville,  N.  Y. 
MUNN,  THOMAS  HENRY,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enlisted :  Columbia,  S.  C.,  July  19,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Martha  J.  Munn,  R.  1,  Lamar,  S.  C. 
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MUNSON,  ANDREW,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  2,  1917. 

Died :  U.  S.  S.  San  Diego,  July  18,  1918. 

Cause:  Killed  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Kama  Munson,  446  Marie  Avenue,  St.  Paul,  Minn, 
MURPHHEY,  CHARLES  HIGH,  ship  fitter,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  5,  1917. 

Died :  U.  S.  S.  Louisville,  September  24,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  W.  E.  Murphrey,  801  West  Walker  Street,  Denison, 

Tex. 
MURPHY,  BRUCE  DARWIN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  1,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  D.  Murphy,  209  Henry  Street,  Hot  Springs, 

Ark. 

MURPHY,  CLARENCE  RICHARD,  chief  quartermaster    (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Milwaukee,  WTis.,  August  22,  1918. 

Died :  Dumvoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  10, 
1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Eugenia  W.  Murphy,  1030  South  Monroe  Street,  Green 

Bay,  Wis. 

MURPHY,  CUTHBERT  CHARLES,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  February  11,  1918. 

Died:  Richmond  Hill,  N.  Y.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father.  John  M.  Murphy,  1115  Spruce  Street,  Richmond  Hill, 

N.  Y. 

MURPHY,  EDMUND  CHARLES,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  New  York,  N.  Y.,  March  5,  1918. 

Died :  New  York,  N.  Y.,  Marine  Hospital,  October  16,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:   Sister,  Pauline  Murphy,  84  Taylor  Street,  Brooklyn,  N.  Y. 
MURPHY,  FRANK  JOSEPH,  water  tender  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  November  11,  1915. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  17,  1918. 

Cause :  Disease. 

Next  of  kin :  Wife,  Lillian  Murphy,  3105  Arctic  Street,  San  Diego,  Calif. 
MURPHY,  GEORGE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Machias,  Me.,  March  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Guardian,  Garnet  Woolsley  Murphy,  Lubec,  Me. 
MURPHY,  GEORGE  AUSTIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  June  15,  1917. 

Died:  Military  hospital,  Halifax,- Nova  Scotia,  January  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Alice  Coleman,  32  Sidney  Street,  Lowell,  Mass. 
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MUBPHY,  HENRY  EDWARD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  November  28,  1917. 
Died:  Naval  hospital,  League  Island,  Pa.,  December  24,  1917. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Tobln,  Addison,  N.  Y. 
MUBPHY,  JOHN,  storekeeper,  second  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  February  15,  1918. 
Died:  Naval  hospital,  New  York,  N.  Y.,  April  12,  1918. 
Cause:  Diphtheria. 
Next  of  kin:  Wife,  Henrietta  E.  Murphy,  2371  Kemper  Lane,  Cincinnati, 

Ohio. 

MUBPHY,  JOHN  EDWARD,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  February  27,  1915. 
Died  :  Naval  recruiting  station,  Syracuse,  N.  Y.,  October  15,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Wife,  Carolyne  Murphy,  1231  Wolf  Street,  Philadelphia,  Pa. 
MUBPHY,  JOHN  FRANCIS,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  June  7,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 
Cause : Influenza. 
Next  of  kin :  Brother,  Joseph  Morris  Murphy,  130  Dorchester  Street,  South 

Boston,  Mass. 
MURPHY,  JOHN  JOSEPH,  ship's  cook,  second  class,  United  States  Naval" Reserve 

Force. 

Enlisted :  Boston,  Mass.,  May  31,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  26,  1918. 
Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mary  Murphy,  34  Bradley  Street,  Dorchester,  Mass. 
MURPHY,  JOHN  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  Morehead  City,  N.  C.,  June  1,  1918. 
Died:  Naval  hospital,  Naval  Base,  Va.,  October  4,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eugenia  Murphy,  Beaufort,  N.  C. 
MURPHY,  JOSEPH  PATRICK,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  April  3,  1917. 
Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Multiple  injuries. 

Next  of  kin:  Mother,  Mary  Murphy,  4  Wall  Street,  Charlestown,  Mass. 
MUBPHY,  LEO  BOYD,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  May  9,  1917. 
Died :  U.  S.  S.  George  Washington,  December  17,  1917. 
Cause:  Washed  overboard. 

Next  of  kin :  Father,  Daniel  B.  Murphy,  Oreville,  Calif. 
MURPHY,  MARTIN  JAMES,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Providence,  R.  I.,  July  20,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  18,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Winifred  Murphy,  19  Rill  Street,  Providence,  R.  I. 
MURPHY,  MICHAEL  VINCENT,  pharmacist's  mate,  third  class,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  August  11,  1913. 
Died :  Naval  station,  Mare  Island,  Calif.,  January  29,  1918. 
Cause:  Syphilis. 
Next  of  kin :  Brother,  J.  P.  Murphy,  322  East  Street,  New  York,  N.  Y. 
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MUBPHY,  ROY  RODERICK,  pharmacist's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  February  10,  1916. 
Died :  U.  S.  S.  Nokomis,  May  25,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  William  D.  Murphy,  1723  Oak  Street,  Columbus,  Ohio. 
MUBPHY,  SIMON  THOMAS,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Rockford,  111.,  July  9,  1917. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action. 

Next  of  kin :  Brother,  Joseph  Murphy,  422  Forest  Avenue,  Rockford,  111. 
MURPHY,  WILLIAM  HENRY,  electrician,  third  class   (G),  United  States  Naval 

Reserve  Force. 

Enlisted :  Great  Lakes,  111.,  July  22,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Mother,  Georgiana  Thompson  Murphy,  2822  Ix>we  Avenue, 

Chicago,  111. 

MURRAY,  CHARLES  FRANCIS,  seaman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  May  21,  1918. 
Died :  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Delia  Hastings,  478  Cherry  Street,  New  York,  N.  Y. 
MURRAY,  EVANS  ELLIOT,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Washington,  D.  C.,  June  14,  1918. 
Died :  Naval  hospital,  Washington,  D.  C.,  July  18,  1918. 
Cause:  Disease. 
Next  of  kin:  Mother,  Rosie  Murray,  243  Tenth  Street  SE.,  Washington, 

D.C. 
MURRAY,  JOSEPH  FRANCIS,  seaman,  second  class.  United  States  NWal  Reserve 

Force. 

Enlisted :  Newark,  N.  J.,  May  4,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Sister,  Mary  Veronica  Murray,  709  Fourth  Street,  Plainfield, 

N.  J. 

MURRAY.  STEPHEN  ALPHONSE,  electrician,  third  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  6,  1917. 
Died :  U.  S.  S.  Nevada,  October  21,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,  Annastasia  Murray,  401  Manhattan  Avenue,  New 

York,  N.  Y. 

MURRAY,  THOMAS  RUFUS,  baker,  second  class,  United  States  Navy. 
Enlisted :  Providence,  R.  I.,  August  12,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Murray,  rear  125  Oak  Street,  Taunton,  Mass. 
MURRAY,  WILLIAM,  mess  attendant,  third  class,  United  States  Naval  Reserve 

Force. 

Enlisted :  Raleigh,  N.  C.,  May  30,  1918. 
Died :  Receiving  ship,  New  York.  N.  Y.,  July  18,  1918. 
Cause :  Drowning. 
Next  of  kin :  Father,  John  G.  Murray,  Mooresville,  N.  C. 
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MURRY,  JOHN  Josi:rn.  srnnian,  second  class,  United  States  Naval  Reserve  Force. 
Enlisted :  San  Francisco,  Calif.,  May  12,  1917. 
Died:  San  Diego,  Calif.,  December  18,  1917. 
Cause:  Acute  appendicitis. 

Next  of  kin :  Father,  John  Jarvis  Murry,  Menlo  Park,  Calif. 
MUSE,  CHAKLES  JOSEPH,  chief  yeoman,  United  States  Navy. 
Enlisted:  Little  Rock,  Ark.,  May  17,  1917. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 
Cause :  Pneumonia,  broncho. 
Next  of  kin :  Father,  C.  W.  Muse,  De  Soto,  Mo. 

MUSICK,  EDGAR  NATHANIEL,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Atlanta,  Ga.,  April  29,  1917. 
Died :  U.  S.  S.  Kentucky,  April  25,  1918. 
Cause:  Drowning. 

Next  of  kin :  Mother,  Laura  Musick,  5111  Third  Street,  Columbus,  Ga. 
MUSKET,  HABLEY  PAUL,  electrician,  third  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  January  19,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  9,  1918. 
Cause  f  Inflammation  of  joints. 

Next  of  kin :  Wife,  Ester  Musket,  6321  Spencer  Place,  St.  Louis,  Mo. 
MUSSEN,  ROY  DEWEY,  soainan.  second  class,  N.  N.  V. 
Enlisted :  Detroit,  Mich..  April  9,  1917. 
Died :  U.  S.  S.  Von  Stenben,  April  2,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Fathei1,  Harry  P.  Mussen,  836  Seyborn  avenue,  Detroit,  Mich. 
MUTERSPAUGH,  LEE,  fireman,  first  class,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  December  8,  1917. 
Died :  Naval  station.  New  York,  N.  Y.,  February  23,  1918. 
Cause:  Poison,  heroin,  acute. 
Next  of  kin :  Mother,  Melica  Musterspaugh,  331  Entendence  Street,  Pensa- 

cola,  Fla. 
MUTTY,  Louis  PETER,  quartermaster  (chief)   (A),  United  States  Naval  Reserve 

Force. 

Enlisted:  Seattle,  Wash.,  July  12,  1917. 
Died :  Naval  air  station,  Miami,  Fla.,  July  9,  1918. 
Cause :  Seaplane  accident. 

Next  of  kin  :  Father,  Peter  Mutty,  508  Lincoln  Street,  Port  Townsend,  Wash. 
MYERS,  ELMER  MEDEARIS,  hospital  apprentice,  first  class,  United  States  Navy. 
Enlisted:  Cincinnati,  Ohio,  April  15,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Harry  Myers,  225  Warren  Street,  Dayton,  Ohio. 
MYERS,  ERNEST  CLOYD,  boatswain's  mate,  first  class,  United  States  Navy. 
Enlisted:  Cleveland,  Ohio,  January  25,  1915. 
Died :  Steamship  Florence  H.,  April  17,  1918. 
Cause :  Explosion  on  board  vessel. 

Next  of  kin :  Brother,  Floyd  Myers,  R.  F.  D.  4,  Bellevue,  Ohio. 
MYERS,  GROVER  WILLIAM,  gunner's  mate,  first  class,  United  States  Navy. 
Enlisted :  Cavite,  P.  I.,  April  20,  1917. 
Died :  Naval  hospital,  Canacao,  P.  I.,  May  16,  1917. 
Cause:  Internal  hemorrhage. 
Next  of  kin :  Wife,  Mary  L.  Myers,  Italy,  Tex. 
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MYEKS,  HAREY  CURTIS,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  July  15,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Ursula  Myers,  corner  First  and  Pine  Streets,  Port  Car- 
bon, Pa. 
MYERS,  JESSE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Parkersburg,  W.  Va.,  July  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Alma  Myers,  Blue,  W.  Va. 
MYERS,  JULIUS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Milwaukee,  Wis.,  June  24,  1918. 

Died :  Camp  Logan,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Myers,  Route  5,  Rice  Lake,  Wis. 
MYERS,  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  14,  1917. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alice  Myers,  Crystal  Springs,  Miss. 

MYERS,  MELVIN  TINSMAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Peoria,  111.,  June  3,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  Anna  Myers,  Paloma,  111. 
MYERS,  ROY  AUSTIN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  November  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Clara  Myers,  Wheatfield,  Ind. 

MYERS,  THOMAS  PEAKER,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted:  Baltimore,  Md.,  May  22,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Sarah  Myers,  Towson,  Md. 
MYERS,  THOMAS  WALTER,  carpenter's  mate,  first  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  17,  1916. 

Died :  Naval  training  station,  naval  operating  base,  Hampton  Roads,  Va., 
August  5,  1918. 

Cause :  Aneurysm. 

Next  of  kin :  Father,  William  H.  Myers,  Cumberland,  Md. 
MYERS,  WALTER  CLAY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted:  Oklahoma  City,  Okla.,  June  3,  1918. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  July  14,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nina  Myers,  Choctaw,  Okla. 
MYERS.  WILLIAM  EARLE,  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  13,  1917. 

Died :  U.  S.  S.  Seattle,  March  3,  ~1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  F.  Myers,  11  Dixon  Street,  West  Plaines,  Mo. 
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MYHKE,  ERNEST  OLIVER,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  July  13,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  July  27,  1918. 

Cause :  Purpura  heniorrhagicu. 

Next  of  kin :  Mother,  Ogot  Myhre,  Valley  City,  N.  Dak. 

MYLI,  HIKAM  IVAN  ORT.ANDO,  landsman  for  machinist's  mate,  United  States 
Naval  Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1918. 

Died :  Dunwocdy  Naval  Training  School,  Minneapolis,  Minn.,  October  7, 
1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Myli,  1421  Fifth  Avenue,  South  Fargo,  N.  Dak. 
MYTRO,  DANIEL  FELTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  January  19,  1917. 

Died:  U.  S.  S.  Minnesota,  June  18,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Fred  Mytro,  215  Miles  Avenue,  Syracuse,  N.  Y. 
NACHTMANN,  JOSEPH  JOHN,  fireman,  third  class*  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Magdalene  Walish  Nachtmann,  1028  Sixth   Street, 

Oshkosh,  Wis. 

NAGLE,  WILLIAM   DENNIS,  fireman,   first  class,  United  States  Naval   Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  7, 1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  5,  1918. 

Cause:  Enteritis  (acute). 

.Next  of  kin :  Father,  Dennis  Nagle,  7  Extension  Street,  Newport,  R.  I. 
NANSCAWEN,  REGINALD  HOWARD,  chief  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  April  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Lloyd  Nanscawen,  Grimes,  Calif. 
NAPIER,  JOHN  CALVIN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause: Influenza. 

Next  of  kin :  Wife,  Nancy  Napier,  Hazard,  Ky. 
NAPOLEON,  ELI  JAMES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  4,  1918. 

Died:  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Alice  Napoleon,  574  Rockaway  Avenue,  Brooklyn,  N.  Y. 
NASH,  JOHNNIE  OLAN,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  G,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Susan  Nash,  Buena  Vista,  Independence  County,  Oreg. 
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NASH,  ROBERT  JOSEPH,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  11,  1917. 

Died :  U.  S.  S.  Beaufort,  August  9,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  James  P.  Nash,  Edge  Hill,  Pa. 
NATION,  FRED  BLACKSHAW,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo..  April  20,  1917. 

Died :  U.  S.  S.  Oklahoma,  October  31,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Albert  Nation,  Appleton  City,  Mo. 
NAUGHTIN,  THOMAS  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  June  12,  1917. 

Died :  U.  S.  S.  Ticonderoga,  June  23,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Father,  Thomas  J.  Naughtin,  box  703,  Wilmington,  N.  C. 
NEAL,  GEOEGE  LESTER,  seaman  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  13,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Dora  Neal,  route  9,  Knoxville,  Iowa. 
NEAL,  HOWARD  BOURNE,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  1,  1915. 

Died :  U.  S.  S.  Bridge  April  5,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother,  Mrs.  Emily  Neal,  237  Decatur  Street,  Brooklyn,  N.  Y. 
NEALE,  ARTHUR  WILLIAM,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  London,  Conn.,  April  6,  1917. 

DJed :  Submarine  base,  New  London,  Conn.,  July  28,  1917. 

Cause:  Drowning. 

Next  of  kin:  Grandfather,  Joseph  B.  Neale,  342  Williams  Street,  New 

London,  Conn. 
NEALE,  GEORGE  CAMERON,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Sacramento,  Calif.,  May  14,  1917. 

Died:  Naval  hospital,  Pearl  Harbor,  Hawaii,  January  31,  1918. 

Cause:  Anthrax. 

Next  of  kin :  Brother,  Stuart  A.  Neale,  2530  X  Street,  Sacramento,  Calif. 
NEE,  JOHN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  First  naval  district,  Boston   (Mass.)   Navy  Yard,  December  11, 
1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  25,  1918. 

Cause:  Measles,  lobar  pneumonia,  and  pleurisy  suppurative. 

Next  of  kin :  Brother,  Dudley  Nee,  Florence  Street,  Somerville,  Mass. 
NEE,  MARTIN  JOSEPH,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Receiving  ship,  Norfolk,  Va.,  December  16,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Katie  N.  Nee,  83  Hawthorne  Avenue,  Norfolk,  Va. 
NEED,  CURTIS,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  July  1,  1918. 

Died :  U.  S.  S.  Mercy,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mrs.  Jessie  Need,  R.  R.  5,  Brazil,  Ind. 
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NKHMIAM,  JKKOMK  MASSKK.  niiirliinist's  mute,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Atlanta,  Ga.,  December  10,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  October  9,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ludie  Blasingame  Massee,  Marshallville,  Ga. 
NEEL,  PRANK  GABNETT,  boiler  maker,  United  States  Naval  Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  June  3,  1918. 

Died :  Mare  Island,  Calif.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fanny  Jak  Neel,  434-D  Victor  Street,  Los  Angeles, 
Calif. 

NEELEY,  LESTEB  MCMANUS,  landsman  for  electrician  (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  June  6,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Caue:  Labor  pneumonia. 

Next  of  kin :  Wife,  Vern  Neeley,  Nebraska  City,  Nebr. 
NEGLEY,  GUY  PERRY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  November  12,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:   Mother,  Mary   L.  Negley,  115  North  Tenth   Street,   jliles 

City,  Mont. 
NEIGER,  JOHN  HERMAN,  yeoman,  third  class,  United  States  Navy. 

Enlisted  :  Portland,  Oreg.,  December  5,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Henry  Neiger,  R.  F.  D.  1,  Box  54,  Salem,  Oreg. 
NEIGG,  FRANK  NICHOLAS,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  5,  1917. 

Died:  Receiving  ship;-  Boston,  Mass.,  November  5,  1917. 

Cause:  Killed  by  train: 

Next  of  kin:  Mother,  Mary  Neigg,  Wabasha,  Minn. 

NEILL,  ROBERT  JAMES,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
,     Enrolled :  Des  Moines,  Iowa,  June  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Neill,  406  North  Twelfth  Street,  Keokuk, 

Lee  County,  Iowa. 
NELSON,  ADOLPH  CHRISTIAN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  25,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  19,  1918. 

Cause:  Valvular  disease. 

Next  of  kin:  Father,  Bernard  Nelson,  box  9,  Northboro,  Mass. 

NELSON,  CHARLES  EDWARD,  chief  machinist's  mate,  United  States  Naval  Reserve 

Force. 

Enrolled :  New  York,  N.  Y.,  November  14,  1917. 
Died :  U.  S.  submarine  chaser  No.  193,  July  8,  1918. 
Cause :  Drowned. 
Next  of  kin :  Father,  Peter  Nelson,  466  Prospect  Place,  Brooklyn,  N.  Y. 
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NELSON,  CLARENCE  ARTHUR,  machinist's  mute,  first  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  29,  1917. 

Died:  Naval  Aeronautic  Detachment  No.  1,  March  20,  1918. 

Cause:  Falling  of  airplane. 

Next  of  kin :  Father,  James  Nelson,  Crosby,  Minn. 

NELSON,  CLAKENCE  KING,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  June  4,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Harriet  Nelson,  Richfield,  Utah. 
NELSON,  CLEON  ALBEBT,  enginernan,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  27,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,  Emma  Nelson,  1709  Delaware  Street,  Mason  City, 

Iowa. 
NELSON,  FRANS  ALBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  24,  1918. 

Cause :  Pneumonia,  lobar.  »• 

Next  of  kin :  Father,  Charles  Victor  Nelson,  R.  F.  D.  1,  box  101-A,  Long- 

mont,  Colo. 
NELSON,  HENRY  MORTIAN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Bremerton,  Wash.,  September  21,  1915. 

Died :  Naval  hospital,  Charleston,  S.  C.,  February  4,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Mr.  Nels  Markuson,  Alvarado,  Minn. 
NELSON,  HOWARD  OLIVER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  January  3,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  February  17,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mrs.  Cora  Bell  Nelson,  Clay  Center,  Kans. 
NELSON,  JOHN,  quartermaster,  third  class  (A),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  13,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  April  26,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  Frank  Nelson,  2927  Bridgeport  Street,  East  Spokane, 

Wash. 
NELSON,  NORMAN  ROY,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  April  5,  1917. 

Died:  U.  S.  S.  Comfort,  October  4,  1918. 

Cause:  Influenza. 

Next   of   kin:  Father,   Thomas    M.    Nelson,   1419   North   Tripp    Avenue, 

Chicago,  111. 

NELSON,  OSCAR  WILHELM,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Nelson,  R,  F.  D.  4,  Brainerd,  Minn. 
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NELSON,  PETEB  MORRIS,  musician,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  January  27,  1915. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Foster  father,  Christian  Nelson,  Halstad,  Minn. 
NELSON,  WALTER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Nest  of  kin :  Father,  Charles  Nelson,  Boyd,  Wis. 

NESETH,  JOHN,  landsman  for  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  June  24,  1918. 

Died :  Dunwoody  Naval  Training  School,  Minneapolis,  Minn.,  October  2, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Clara  Neseth,  3148  Fifteenth  Avenue  South,  Minne- 
apolis, Minn. 
NESS,  SELMER  MELVIN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  12,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  13,  1917. 

(jause :  Pleurisy,  supperative. 

Next  of  kin :  Father,  Frank  Ness,  Rushmore,  Minn. 
NETTLES,  WILLIE  JUTSON,  coxswain,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  July  20,  1917. 

Died:  U.  S.  S.  Cyclops,  February  10,  1918. 

Cause:  Lost  overboard. 

Next  of  kin:  Sister,  Mrs.  H.  L.  Overman,  731  Cooke  Street,  Portsmouth, 

Va. 
NETTERT,  KARL  HENRY,  electrician,  first  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  9,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  J.  M.  Neuert,  213  Second  Street,  Columbus,  Ind. 
NETJHAUS,  GEORGE,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  April  1,  1912. 

Died :  U.  S.  S.  Pittsburgh,  October  14,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin:  Sister,  Mrs.  Anna  Gelhause,  702  Jefferson  Avenue,  Elizabeth, 

N.  J. 
NEUMEIER,  JOSEPH,  chief  water  tender,  United  States  Navy. 

Enlisted :  San  Frar.cisco,  Calif.,  February  21,  1916. 

Died:  While  on  leave,  Menominee,  Mich.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Ruby  L.  Neumeier,  7GO  East  Davis  Street,  Portland, 

Oreg. 

NEUBOHR,  OTTO  FRANK,  seaman,  second  class,  Unite  1   States  Naval  Reserve 
Force. 

Enrolled :  Milw;:ukee,  Wis.,  June  4,  1918. 

Died:  Naval  hospital,  Portsmouth,  Va.,  September  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Carrie  Neurohr,  Perkins,  Micl'. 
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NEVILLE,  JOHN  JAMES,  carpenter's  mate,  second  class  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  May  27, 1918. 

Died :  Receiving  ship,  Ph  ladelphia,  Pa.,  September  21,  1918. 

Cause:  Pneumonia,  broncl:o. 

Next  of  kin  :  Mother,  Mrs.  Mary  Neville,  Pine  City,  Minn. 
NEW,  ROBEBT  ROBISON,  seaman,  second  class,  United  Slates  Navy. 

Enlisted:  Atlanta,  Ga.,  May  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Cannie  Swain  New,  Dublin,  Ga. 

NEWFANG,  HABBY  THOMAS,  senman,  second  class,  United  State.?  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  6,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4, 1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Cora  Newfang,  Cohocton,  N.  Y. 
NEWLIN,  WALTER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  1,  1918. 

Died :  Naval  hospital,  G.eat  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Simon  Newlin,  Georgetown,  111. 

NEWMAN,   ALBEBT  HENRY,  landsman   musician,   United   States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  Jure  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Will  am  H.  Newman,  La  Harpe,  Kims. 
NEWMAN,  EDWABD  WILLIAM,  ship's  cook,  fourth  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next   of  kir :  .Wife,   Anna   Mary   Newman,   6447   Sangamon   Street,   Chi- 
cago, 111. 

NEWMAN,  FBEDEBICK  ARMAND,  machinist's  mate,  first  class  (A),  United  States 

Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  15,  1917. 
Died :  Naval  air  station,  Rockaway  Beach,  Long  Island,  N.  Y.,  August 

30,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Mrs.  Anna  Newman,  381  Elk  Street,  Buffalo,  N.  Y. 
NEWMAN,  HARRY  HAWLEY,  landsman  machinist's  mate,  United  States  Naval 

Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  24,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 
Cause :  Influenza. 
Next  of  kin :  Wife,  Myrtle  Newman,  Welch,  Okla. 
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NEWMAN.  THOMAS  MAUCKI.I.A.  apprentice  seaman.  United  States  Naval   Iti-serv.' 
Force. 

Enrolled:   New  Orleans.  La.,  February  14.  1018. 

Died:  I*.  S.  S.  \filinni.  March  18,  1018. 

( \-mse:    Drowned. 

Next    <>f    kui:   Father,    William    Newman     2228    Berlin-    Street,    New    Or- 
leans, La. 
NKWSOM.  JOHN  HOHKRT,  boiler  maker,  Unit'-d  Stales  Navy. 

Enlisted:  Dallas,  Tex.,  October  25,  1913. 

Died :  I'.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  L.  Brown  Newsom,  Mesquite.  Tex. 
NEWTON,  BERT  ALEXANDER,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  Miami,  Fla.,  April  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  missing  Cyclops. 

Next  of  kin:  Mrs.  Effie  Walker,  Halcyon  Dale,  Oa. 

NEWTON,  FARLEY  LINCOLN,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  May  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Rachel  Rogers  Newton.  Daw-son,  Iowa. 
NEWTON,  WALTER  WILOUGHHY,  water  tender,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  April  2,  1918. 

Died :  U.  S.  S.  Solace,  November  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Fannie  Newton,  R.  F.  D.  2,  box  28-a,  Richmond,  Va. 
NICHODEMUS,  CONRAD  HOLLO,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  17,  1917. 

Died :  Navtil  hospital,  New  York,  N.  Y.,  April  16,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Nellie  Nichodemus,  910  Fourteenth  Avenue,  Seattle, 

Wash. 

NICHOLS,  FRANCIS  HENBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Stepfather,  Thos.  Kain  Russel,  R.  D.  1,  Russel,  Pa. 
NICHOLS,  OBED  LOUGHRIDGE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Columbia,  S.  C.,  June  14,  1918. 

Died :  U.  S.  S.  Montauk,  August  21,  1918. 

Cause:  Missing  after  foundering  of  U.  S.  S.  Montauk. 

Next  of  kin :  Mother,  Mattie  Nichols,  Blackstock,  S.  C. 
NICHOLS,  RALPH,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  May  26,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  August  8,  1918. 

Cause:  Taking  poison. 

Next  of  kin :  Wife,  Joycelyn  Nichols,  1709  F  Street,  Belllngham,  Wash. 
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NICHOLS,   SHEPLEY,   quartermaster,   first   class,   United   States  Naval   Reserve 

Force. 

Enrolled :  New  Bedford,  Mass.,  March  23,  1917. 
Died :  Submarine  chaser  No.  325,  August  21,  1918. 
Cause :  Lost  at  sea. 

Next  of  kin:  Father,  Rev.  H.  P.  Nichols,  18  West  One  hundred  and  twenty- 
second  Street,  New  York,  N.  Y. 

NICHOLSON,  HARRY  AMBROSE,  chief  storekeeper,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  February  20,  1911. 
Died :  U.  S.  S.  Pittsburgh,  October  16,  1918. 
Cause:  Pneumonia. 

Next  of  kin  :  Father,  John  W.  Nicholson,  Edinburg,  Ind. 
NICHOLSON,  WILLIAM  ASHFORD,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  August  12,  1917. 
Died :  U.  S.  S.  Brooklyn,  April  15,  1918. 
Cause :  Smallpox. 

Next  of  kin :  Sister,  Ada  Webb,  Perrin,  Tex. 

NICKELS,  LESLIE  EWING,  electrician  (R),  United  States  Naval  Reserve  Force. 
Enrolled:  St.  Louis,  Mo.,  February  19,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Litia  Nickels,  Laguey,  Mo. 
NICKLAS,  BERNARD  EGBERT,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  Orleans,  La.,  May  17,  1918. 
Died :  U.  S.  S.  Nevada,  October  22,  1918. 
Cause :  Bronchial  pneumonia. 

Next  of  kin :  Father,  Joseph  Wilson  Nicklas,  Lillie,  La. 
NICKUM,  MARTIN  WILEN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Philadelphia,  Pa.,  May  1,  1917. 
Died :  Naval  hospital,  League  Island,  Pa.,  March  5,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Rachel  Nickum,  2511  East  Dauphin  Street,  Phila- 
delphia, Pa. 

NICOLE,  JOSEPH  ONESIPHARE  NAPOLEON,  chief  electrician,  United  States  Navy. 
Enlisted:  Norfolk,  Va.,  April  7.  1916. 
Died :  U.  S.  S.  New  Hampshire,  April  25,  1918. 
Cause:  Operation. 
Next  of  kin :  Wife,  Mrs.  Emma  Marie  Nicole,  65  Falmouth  Street,  Lowell, 

Mass. 

NIELSEN,  JENS  PETER  GRONNE,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Seattle,  Wash.,  April  29,  1918. 
Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 
Cause :  Killed  when  vessel  was  torpedoed. 
Next  of  kin :  Mother,  Johanne  Marie  Sorensen,  Olstrup  Province,  Lervang 

Jylland,  Denmark. 
NIENBERG,  WTILLIAM  ROMAN,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled:  Cincinnati,  Ohio,  June  27,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause :  Influenza. 
Next  of  kin :  Father,  Joseph  Nienberg,  Glandorf,  Ohio. 
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NILSSON,  STANLEY  WILFOKD,  landsman  yeoman,  United  Siat»s  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  18,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  8,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Lilly  Nilsson,  3812  Third  Avenue,  Minneapolis,  Minn. 
NIPPLE,  JOHN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  16,  1918. 

Cause :  Scarlet  fever. 

Next  of  kin :  Mother,  Anna  Nipple,  Ellsworth,  Wis. 
NOBLE,  EVERETT  EWING,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled:  Puget  Sound,  March  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  17,  1918. 

Cause:  Obstruction,  acute,  intestinal. 

Next  of  kin :  Mother,  Isabelle  Ewing  Noble,  Lander,  Wyo. 

NOBLE,  ROLLO  MCDONALD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  U.  S.  S.  Alabama,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Walter  Noble,  R.  F.  D.  34,  Pavilion,  N.  Y. 
NOE,  ALBERT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  1,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  12,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Jane  Nee,  Paint  Lick,  Ky. 
NOLAN,  CLAYTON  EUGENE,  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  June  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Martha  Jane  Nolan,  St.  Johnsbury,  Vt.,  R.  F.  D.  1. 
NOLAN,  HERBERT  JOSEPH,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  November  8,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin :  Father,  Simon  Nolan,  46  South  Broadway,  Lawrence,  Mass. 
NOLAN,  JAMES  ALBERT,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  January  8,  1917. 

Died :  U.  S.  S.  Wainwright,  August  8,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin  :  Aunt,  Mrs.  Fred  Saunders,  302  Pine  Avenue,  Niagara  Falls,  N.  Y. 
NOLAN,  JOHN  RICHARD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass..  March  30,  1916. 

Died :  U.  S.  S.  Neiv  Hampshire,  August  10,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Thomas  Nolan,  32  Washburn  Street,  South  Boston, 
Mass. 
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NOLAN,  SYLVESTER  BERNARD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  May  23,  1917. 

Died:  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Lost  life  when  vessel  foundered. 

Next  of  kin :  Brother,  James  Nolan,  2311  West  Harold  Street,  Philadelphia, 

Pa. 

NOLAND,  BENJAMINE  ROBERT,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  July  8,  1918. 

Died :  Eighth  naval  district,  New  Orleans,  La.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Laura  Noland,  Lake  Charles,  La. 
NOLIAN,  EDWARD  PETER,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Philip  Nolian,  13  Prospect  Street,  Georgetown,  Mass. 
NOLL,   ARTHUR   DAVID,   seaman,   second   class,   United   States   Naval   Reserve 
Force. 

Enrolled:  Baltimore,  Md.,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  David  B.  Noll,  Quincy,  Franklin  County,  Pa.  (moved 

to  Waynesboro,  Pa.). 
NONNENMOCKER,  CHRISTIAN  KURTZ,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  2,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  July  6,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  Martin  Nonnenmocker,  Groffs  Store,  Pa. 
NOONAN,  JOHN  FRANK,  seaman,  second  class,  N.  N.  V. 

Enrolled:  Cleveland,  Ohio,  April  16,  1917. 

Died :  Navy  Yard,  Philadelphia,  Pa.,  August  19,  1917. 

Cause:  Overdose  of  heroin. 

Next  of  kin :  Mother,  Mrs.  Mary  Noonan,  7011  Fullerton  Avenue,  Cleveland, 

Ohio. 

NOONAN,  WILLIAM  JOHN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Burlington,  Vt,  August  8,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Carpentier,  Barre,  Vt. 
NORDSTRON,  EDWARD  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  December  21,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  May  7,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Mr.  Axil  Leonard  Nordstron,  Chester,  Mont. 
NORFLEET,  Roi  JACKSON,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  9,  1918. 

Died:  U.  S.  S.  Mercy,  attached  to  U.  S.  S.  Alabama,  October  25,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  James  King  Norfleet,  Butler,  Mo. 
174483—20 36 


562 

NORLAND,   PAUL  BENTON,  carpenter's  mate,  first  class,  United   States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Walberta  Norland,  508  Fry  Street,  St.  Paul,  Minn. 
NORMAN,  FKANK  BRUCE,  machinist's  mate,  second  class    (A),  United   States 
Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Amos  G.  Norman,  Tremont,  111. 
NORMAN,  TOM  DALTON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Era  Shelby  Norman,  Castor,  La. 
NORMAN,  WENDELL  HILL,  electrician,  second  class  (R),  N.  N.  V. 

Enrolled:  Portland,  Oreg.,  January  30,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  22,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Mrs.  E.  H.  Norman,  848  Going  Street,  Portland, 

Oreg. 

NORMAN,  WILLIAM  HUME,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lean  Norman,  R.  F.  D.  1,  Erlanger,  Ky. 
NORRIS,  HUGH  ROBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  2,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  December  28,  1917. 

Cause :  Tuberculosis,  acute  pulmonary. 

Next  of  kin :  Mother,  Ida  Norris,  Odessa,  Wash. 

NORRIS,  TIMOTHY  DELL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C.,  June  3,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  30,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  John  Samuel  Norris,  Sands,  N.  C. 

NORTON,  ANNE  FRAZIER,  yeoman  (F.),  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Portsmouth,  N.  H.,  August  14,  1918. 

Died:  Navy  yard,  Portsmouth,  N.  H.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Husband,  Edwin  Asa  Norton,  Amoskeag  Bank  Building,  Man- 
chester, N.  H. 

NORTON,  GEORGE  ROYAL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Catherine  Norton,  Ingleside,  111. 
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NOBTON,  HENKY  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Lexington,  Ky.,  May  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  26,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Annis  Norton,  227  Lexington,  Street,  Harrodsburg, 

Ky. 

NOBTON,  WILLIAM  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Scynthia  Norton,  R.  F.  D.  1,  box  82,  Couch,  Mo. 
NOSOVITZ,  GEOBGE  N.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York  City,  N.  Y.,  June  22,  1918. 

Died :  Naval  training  camp,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  David  Nosovitz,  567  Bergenline  Avenue,  West  New 

York,  N.  J. 
NOWACKI,  JACOB  JOHN,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  December  8,  1916. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Died  in  the  sinking  of  the  U.  S.  S.  President  Lincoln. 

Next  of  kin:  Wife,  Rosie  Nowacki,  92  Orange  Street,  Brooklyn,  N.  Y. 
NOWAK,  FBANK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  October  29,  1917.  ' ' 

Died :  Naval  station,  Great  Lakes,  111.,  May  29,  1918. 

Cause:  Pericarditis,  chronic. 

Next  of  kin :  Father,  Mike  Nowak,  202  Fourth  Avenue,   Stevens  Point, 

Wis. 
NOWLIN,  GUY  CORNEOLVS,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  January  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin :  Mother,  Liddie  Corp,  Aurora,  Nebr. 
NOWLIN,  TOM,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted  .-  Richmond,  Va.,  August  8,  1918. 

Died:  U.  S.  S.  Salem,  September  29,  1918. 

8B.,:  Cause:  Missing  from. motor, -boat  returning  with  liberty  party  to  U.  S.  S. 
Salem. 

Nt-xt  ol'  kin  :  Mother,-  Millisa  Nowlin,  Christiansburg,  Va. 
NULTON,  FRED,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted  :  Portland,  Oreg.,  June  17,:  1918. 

Died:  U.  S.iS;  West  Gumbo,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Margaret  Nulton,  Taneytown,  Md. 

NUNLEY,  WM.  ALLEN,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Louisville,  Ky.,  January  10,  1918. 
Died:  Navaf Hospital,  Newport,  R.  I.,  April  5,  1918. 
Cause :  Tuberculosis,  chronic  pulmonary. 
-Next  of  kin  r  Father,  James  R.  Namley,  Hartsville,  Tenn. 
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NUNNALLY,  WILLIAM  EDOAB,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  15,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Vu.,  February  15,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Cynthia  Nunnally,  box  63,  Newcomb,  Tenn. 
NYLAND,  WALFKKD  OTTO,  landsman  electrician   (G),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Milwaukee,  Wis.,  July  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  29,  1918. 

Cause:  Measles,  pneumonia,  broncho. 

Next  of  kin :  Father,  Andrew  Nyland,  National  Mine,  Mich. 
NYQUIST,  DAVIS  THEO.,  landsman  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Nyquist,  1720  Charles  Street,  Rockford,  111. 
NYREN,  ROBERT  CARL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  July  17,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  Alfred  Nyren,  378  Townsend  Avenue,  New  Haven, 

Conn. 
NYROS   GEORGE,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  15,  1917. 

Died:  U.  S.  S.  Solace,  March  3,  3918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Isaac  Nyros,  192  Whiting  Avenue,  East  Dedham,  Mass. 
OAK,  HARRY  ARTHUR,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  25,  1917. 

Died:  U.  S.  S.  Yantic,  December  5,  1917. 

Cause :  Chronic  heart  disease. 

Next  of  kin:  Wife,  Mary  Oak,  628  Saint  Marks  Avenue,  Brooklyn,  N.  Y. 
OAKLEY,  OSCAR  DUNVAL,  fireman,  third  class,  United  States  Naval   Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  July  19,  1918. 

Died:  Naval    hospital,    Great   Lakes,    111.,    September   28,   1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Ruth  E.  Oakley,  115  North  Bellaire  Street,  Kansas 

City,  Mo. 

OAKS,   JOHN   HAROLD,   landsman   for   yeoman,   United   States   Naval   Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  June  3,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Oaks,  Frontenac  Flats,  Oshkosh,  Wis. 
OBERLE,  JOHN  ADAM,  seaman,  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  April  19,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  October  29,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin:  Guardian,  John  Butler,  39  Pashine  Avenue,  Newark,  N.  J. 
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OBORN,   HARBY   WILLIAM,    landsman   for   quartermaster,    (A),   United    States 
Navy. 

Enlisted:  Denver,  Colo.,  February  15,  1918. 

Died:  Naval   training   camp,    San   Diego,   Calif.,   April   9,   1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,   Mable  Oborn,  2946  Glemarn  Place,   Denver,   Colo. 
O'BRIEN,    FERDINAND    ALOYSIUS,    fireman,    third    class,    United    States    Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  13,  1918. 

Died:  U.  S.  S.  Alabama,  October  9,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Delia  O'Brien,  1314  North  Fifty-first  Street,  Phil- 
adelphia, Pa. 
O'BRIEN,  HOWARD  LEROY,  chief  yeoman,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  June  9,  1917. 

Died:  U.  S.  S.  Monocacy,  January  17,  1918. 

Cause:  Killed  in  action. 

Next  of  kin:  Wife,   Helen   O'Brien,   1214  Douglas   Street,   Reading,   Pa. 
O'BRIEN,   HUGH   FRANCIS,   mess   attendant,   first   class,   United   States   Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  7,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,    Marie   T.    O'Brien,   330   North    Sixty-first    Street, 

Philadelphia,  Pa. 

O'BRIEN,  JOHN  CLEMENT,  seaman  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  July  1,  1918. 

Died:  Boston,  Mass.,  September  17,  1918. 

Cause :  Influenza. 

Next   of   kin:  Father,   Francis   J.    O'Brien,   41   Cook  Terrace,   Mattapan, 

Mass. 

O'BRIEN,  JOHN  JOSZPH,  seaman,  second  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  April  26,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Dennis  O'Brien,  New  Marlboro,  Mass. 
O'BRIEN,  MICHAEL  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  19,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  O'Brien,  Sag  Harbor,  Long  Island.  N.  Y. 
O'BRIEN,  PATRICK  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  22.  1918. 

Died :  Hampton  Falls,  N.  H.,  September  5,  1918. 

Cause:  Killed  in  automobile  accident. 

Next  of  kin :  Aunt,  Mary  McAteer,  2  Thomas  Street,  Newry,  Ireland. 
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O'BRIEN,  PETER  JOSEPH,  seaman,  second  class.   United  States  Naval   Reserve 
Force. 

Enrolled:  Boston,  Mass.,  March  12,  1918. 

Died:  Boston,  Mass.,  September  5,  1918. 

Cause:  Fracture. 

Next  of  kin :  Mother,  Annie  O'Brien,  610  Broadway,  South  Boston,  Mass. 
O'BRIEN.  WILLIAM  FRANCIS,  .seaman,  second  class,   United   States  Navy. 

Enlisted :  Boston,  Mass.,  March  17,  1917. 

Died :  Naval  air  station,  Arcachon,  France,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Fannie  O'Brien,  28  Richardson  Street,  Wakefleld,  Mass. 
O'BRIEST,  CHARLES,  quartermester,  second  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  July  26,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Emma  O'Briest,  4501  North  Colorado  Street,  Philadel- 
phia, Pa. 
O'CALLAHAN,  ANDREW  MICHAEL,  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  5,  1917. 

Died :  Marine  hospital,  Staten  Island,  N.  Y.,  October  12, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  O'Callahan,  75  Jay  Street,  SomervlUe,  Masa. 
O'CALLAGHAN,  MARTIN,  water  tender,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  81,  1916. 

Died :  U.  S.  S.  Burrows,  January  19,  1918. 

Cause :  Result  of  fire  on  board  ship. 

Next  of  kin:  Mother,  Catherine  O'Callaghan,  844  North  Fourth  Street, 

Columbus,  Ohio. 
O'CoNNER,  JOHN  CLAYER,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted  :  Kansas  City,  Mo.,  July  8,  1913. 

Died:  U.  S.  S.  Nereus,  July  15,  1917. 

Cause:  Operation. 

Next  of  kin :  Mother,  Julia  O'Conner,  36  South  Baltimore  Avenue,  Kansas 

City,  Kans. 
O'CONNOR,  CHARLES  ALBERT,  chief  yeoman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  September  1,  1914. 

Died :  U.  S.  S.  Chaunccy,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Sister,  Margaret  Tessier,  105  West  Broadway,  South  Boston, 

Mass. 
O'CONNOR  JAMES  THOMAS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  July  16,  1918. 
•Y  Died:  Naval  hospital.  Newport,  R.  I.,  September  22,  1918. 
••'  !• -Cause:  Pneumonia  lobar. 

Next  of  kin :  Mother,  Anna  O'Connor,  214  Clark  Street,  Auburn,  N.  Y. 
O'CONNOR,  JOHN  JAMES,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  August  3,  1918. 

Dietf:  Nnv«l  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  O'Connor,  3637  West  Polk  Street,  Chicago,  I1L, 
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O'CONNOR,  JOHN  JOSEPH,   fireman,  third  class,  United   States  Naval  Reserve 

Force. 

Enrolled :  Boston,  Mass.,  December  14,  1917. 
Died :  U  S.  S.  Sea  Gull,  July  16,  1918. 
Cause :  Fell  overboard. 
Next  of  kin :  Sister,  Hannah  O'Connor,  Heath  Hill,  Brookline,  Mass. 

•O'DAY,  NICHOLAS  JAMES,  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Uncle,  John  McAllister,  258  Foote  Avenue,  Bellevue,  Ky. 
O'DONNELL,  CHABLES  NOLAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  20,  1917. 

Died :  Receiving  ship  at  Boston,  Mass.,  September  8,  1918. 

Cause:  Rupture. 

Next  of  kin:  Mother,  Alice  O'Donnell,  Arlington  Heights,  Mass. 

O'DoNNELL,  DAVID  ACHILLIOUS,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enrolled:  Cincinnati,  Ohio,  July  10,  19l8,,;,jii< 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  E.  O'Connell,  231  East  Mary  Street,  Bucyrus, 

Ohio. 
•O'DoNNEi.L,  HUGH,  chief  water  tender,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  4,  1913. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  November  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Maggie  O'Donnell,  527  Fifty-first  Street.  Brooklyn,  N.  Y. 
O'DONNELL,  JOHN  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted  :  Lowell,  Mass  ,  June  6.  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Explosion  on  board  ship. 

Next  of  kin :  Father,  Bartholomew  O'Donnell,  54  Manchester  Street,  Lowell, 

Mass. 

OETTLE,  CLARENCE  FREDERICK,  fireman,  third  class,  United  States  Naval  Rrserve 
Force. 

Enrol  led  :   St.  Louis,  Mo.,  July  27,  1918. 

Died :   U.  S.  S.  Mercy,  October  19,  1918. 

Cause:   Meningitis,  cerebrospinnl. 

Next  of  kin :   Mother,  Mary  Oettle,  box  No.  4,  Kampville,  111. 
OGBORN,  DANIEL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Philadelphia,  Pa.,  August  12,  1918. 

Died  :  Naval  hospital,  Puget  Sound,  Wash.,  September  28,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin  :  Grandfather,  Benjamin  T.  Ogborn,  Vineland,  N.  J. 
«OGDEN,  Louis  CLARK,  seaman,  second  class,  United  States  Navy. 

Enlisted  :   Kansas  City,  Mo.,  April  14,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  July  4,  1918. 

Cause:   Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Mother,  Anna  Ei  Ogdeu,  Alliance,  Nebr. 
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OGLKSRY,  AuTHlin  BAILEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  9,  1917. 

Died :   Naval  hospital,  Norfolk,  Va.,  May  13,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Rozzie  Oglesby,  route  No.  1,  Whiteplans,  Ky. 
O'GoKMAN,  MATTHEW  E.,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :   Boston,  Mass.,  March  21,  1917. 

Died :  Naval  aviation  forces,  foreign  service,  August  20,  1918. 

Cause :   Drowned. 

Next  of  kin :   Mother,  Margaret  O'Gorman,  Marlou  Terrace,  Jamaica  Plain, 

Mass. 
O'GRADY,  FRANCIS  CLIFFORD,  engineman,  second  class,  United  States  Navy. 

Enlisted :   Montgomery,  Ala.,  April  17,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  O'Grady,  Phoenix,  Ala. 

O'HARA,  PATRICK  JOSEPH,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :   Scranton,  Pa.,  December  15,  1917. 

Died :  Naval  Hospital,  Philadelphia,  Pa.,  October  11, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Bridget  H.  O'Hara,  116  Collins  Street,  Dunmore,  Pa. 
O'HERN,  WALTER  IGNATIUS,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Scituate,  Mass.,  March  19,  1917. 

Died :  Boston,  Mass.,  October  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Maurice  O'Hern,  Scituate,  Mass. 

OIDTMANN,  WILLIAM  FRED,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  December  17,  1917. 

Died  :  Naval  Hospital,  Great  Lakes,  111.,  September  27, 1918. 

Cause :   Influenza. 

Next  of  kin :  Father,  John  H.  Oidtmann,  Camden,  Mo. 
OLDHAM,  CHARLES  FRANCIS,  seaman,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  May  9,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Kate  Oldham,  Elko,  Nev. 

OLDACK,  LEWIS  AUGUST,  landsman  for  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  12,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Oldack,  4743  North  Luna  Avenue,  Chicago,  111. 
O'LEARY,  CHARLES,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Arthur  J.  O'Leary,  610  East  Seventh  Street,  South 
Boston,  Mass. 
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O'LEARY,  LEO  FRANCIS,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  30,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Margaret  O'Leary,  266  Havre  Street,  East  Boston,  Mass. 
O'LEABY,  RICHARD,  wardroom  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  August  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Timothy  O'Leary,  Cork,  Ireland. 
OLIMPIA,  RAFAEL,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  9,  1918. 

Died :  Naval  station,  Mure  Island,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Adriana  Jorave,  Laylay,  Boac,  P.  I. 
OLIVER,  DAVID  LUTHER  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  May  15,  1918. 

Died:  Riverside  Hospital,  Newport  News,  Va.,  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  James  E.  Oliver,  P.  O.  Box  15,  Coke,  Va. 
OLIVER,  MICHAEL  ANTHONY,  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  February  14,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Michael  Oliver,  1130  Prospect  Street,  Erie,  Pa. 
OLIVEROS,  FAUSTINO,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  May  10,  1917. 

Died :  Naval  Air  Station,  Pauillac,  France,  October  11,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Cousin,  Dontio  Castille,  San  Merceline,  P.  I. 
OLMSTEAD,  CHARLES  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  19,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  April  27,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Lena  M.  Phillips,  Lariniore,  N.  Dak. 

OLNESS,  NILS  PEDERSEN,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  May  7,  1918. 

Died :  Receiving  ship  at  Philadelphia,  Pa.,  June  16,  1918. 

Cause :  Su'cide. 

Next  of  kin  :  Mother,  Ingeborg  N.  Olness,  Bergen,  Norway. 
OLSEN,  EDWIN,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  25,  1917. 

Died :  U.  S.  S.  Kittery,  September  23,  1918. 

Cause :  Drowned. 

Next  of  kin:  Father,  Harry  Olsen,  274  Sixty-first  Street,  Brooklyn,  N.  Y. 
OLSEN,  OSCAR,  water  tender,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  14,  1917. 

Died :  Naval  hospital,  Lorient,  France,  October  9,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Oscar  Olsen,  Castine,  Me. 
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OLSEN,  ROBEBT,  flremnn,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  24,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  October  9,  19 J 8. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Sister,  Euiily  Olsen,  56  Haughwont  Avenue,  West  Brighton, 

Staten  Island,  N.  Y. 

OLSEN,  WILLIAM  LESLIE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  March  8,  1918. 

Died :  U.  S.  S.  Iowa,  August  6,  1918. 

Cause :  Drowned. 

Next  of  kin:  Sister,  Jennie  Conero,  box  345,  Highland  Falls,  N.  Y. 
OLSON,  DAVID  SIDNEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oregon,  September  5,  1917. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  January  11,  1918. 

Cause :  Ulcers  of  duodenum. 

Next  of  kin :  Mother,  Anna  Olson,  Spooner,  Minn. 
OLSEN,  EMIL,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918.  [ 

Cause:  Influenza. 

Next  of  kin  :  Father,  Louie  Olson,  Thief  River  Falls,  Minn. 
OLSEN,  GEORGE  EUGENE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  22,  1918. 

Died :  Naval  hospital  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  G.  Venjirue,  East  Grand  Forks,  Minn. 
OLSON,  LEIF  THEODORE,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  April  19,  1918. 

Died :  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Gustave  Olson,  Hay  ward,  Wis. 
OLSTAD,  GILBERT  BENJAMIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  14,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Bertha  Olstad,  Zumbrota,  Minn. 
ONDOCK,  WILLIAM,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  November  20,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  13,  19l8. 

Cause:  Influenza. 

Next  of   kin:  Father,   Frank  Ondock,   1917   South   Racine  Avenue,   Chi- 
cago, 111. 
•O'NEiL,  CHESTER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  July  20,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  August  30,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Father,  Martin  O'Neil,  Bigtree,  N.  Y. 
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O'Xi^LL,  JAMES  ALOYSITJS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  August  12,  1918. 

Died :  Marine  hospital,  Baltimore,  Md.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  James  O'Neill,  2305i  Arctic  Avenue,  Atlantic  City, 

N.  J. 
ONKEN,  AUGUST  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Gustav  F.  Onken,  77  Second  Place,  Brooklyn,  N.  Y. 
OPPENHEIMEB,   CABL   FREDERICK,   carpenter's   mate,   first   class,   United   States 
Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  May  24,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  November  9,  1918. 

Cau^:  Myocarditis,  acute. 

Next   of   kin:  Mother,    Lettie   M.    Oppenheimer,    14    Cherryvale    Avenue, 

Springfield,  Mass. 
O'QuiNN,  LYNN  MAYNARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  July  11,  1918. 

Died :  Naval  hospital,  Newport,  R.:  I.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  J.  6'Quinn,  Coif  ax,  La. 

CHANGE,  BARRETT  CARLISLE,  kmdsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  9,  1918L 

Died:  Naval  air  station,  Eastleigh,  England,  October  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  J.  R.  Orange,  Dawsonsprlngs,  Ky. 
O'REILLY  EDWARD,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  22,  1917. 

Died :  U.  S.  S.  Louisville,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  tin:  Cousin,  Margaret  Kellar,  498  West  One  hundred  and  fifty- 
eighth  Street,  New  York,  N.  Y. 

O'REHXY,  GEORGE  W.,  landsman  for  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  August  6,  1917. 

Died:  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Pauline  O'Reilly,  249  Monroe  Street.  Brooklyn,  N.  Y. 
OBGAIN,  DEAKE  MORTIMER,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  July  23,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  B.  Orgain,  115  Chestnut  Street,  Dnnville,  Va. 
ORLANDO,  PETER,  landsman  for  ship's  cook,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  8,  1918. 
*  Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Samuel  Orlando,  332  Cass  Street,  Milwaukee,  Wis. 
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ORMSRY.  EDGAR  PARMELE,  water  tender,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  September  9,  1915. 

Died :  U.  S.  S.  Kearsarge,  October  15,  1917. 

Cause:  Fell  overboard  and  was  drowned. 

Next  of  kin:  Brother,  George  M.  Ormsby,  815  North  Third  Street,  Wil- 
mington, N.  C. 

ORMSBY.  HOWARD  ERNEST,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Ormsby,  Armada,  Mich. 
ORMSBY,  THOMAS  FREEMAN,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  October  20,  1917. 

Died:  Nnvfll  s»ir  station.  Pensacola,  Fla.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  P.  Ormsby,  1825  Eighth  Avenue,  Nashville, 

Tenn. 
O'ROURKE,  JOHN  FRANCIS,  electrician,  first  doss  (G),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  July  21,  1915. 

Died :  U.  S.  S.  Savannah,  April  16,  1918. 

Cause:  Cocaine  poisoning. 

Next  of  kin :  Father,  John  O'Rourke,  Labor  Temple,  Fort  Worth,  Tex. 
ORQUIOLA,  DONATO,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cavlte,  P.  I.,  July  8,  1918. 

Died  :  Naval  hospital,  League  Island,  Pa.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Vicenta  Layes,  Calamba,  P.  I. 
ORR,  HENRY  MERRILL,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Edith  W.  Orr,  R.  F.  D.  3,  Independence,  Iowa. 
ORR,  WILLIAM  WARD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Pittsburgh,  Pa.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Thomas  J.  Orr,  6414  Dean  Street,  Pittsburgh,  Pa. 
ORTON,  ROMAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Ora  Standards,  Copperhill,  Tenn. 
OSAKO,  SONO,  cabin  steward,  United  States  Navy. 

Enlisted :  San  Pedro,  Calif.,  December  5,  3916. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  October  31,  1918. 

Cause :  Influenza. 

Next  of  kin :  Friend,  Ura  Takeuchi,  107  Georgia  Street,  Vallejo,  Calif. 
OSBORN,  PEARL  LLOYD,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ruth  E.  Osborn,  Sycamore,  Kans. 
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OSHEIM,  GILBERT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  August  5,  1918. 

Died :  U.  S..  S.  Mercy,  October  10,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Ole  Osheira,  Leroy,  Minn. 

OSTENDORF,  WILLIAM  CHABLEs,  fireman,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Baltimore,  Md.,  May  29,  1917. 

Died :  U.  S.  S.  Huron,  October  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Mary  Ostendorf,  2707  Eastern  Avenue,  Baltimore, 

Md. 
OSTEBHAUS,  HAROLD,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  March  26,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  26,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Clara  T.  Osterhaus,  Fairmont  Avenue,  Westchester,  N.  Y. 
OSTRANDER,  ALLEN  COOPER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Seattle,  Wash.,  June  6,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Harriet  M.  Ostrander,  Outlook,  Wash. 
OSTROOT,  CONBAD  LYMAN,  electrician,  second  class  (R),  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  11,  1917. 

Died :  H.  M.  T.  Caronia,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Pauline  Ostroot,  323  North  Howard  Street,  Moscow, 

Idaho. 
OSUNA,  ALEXANDER  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  15,  1917. 

Died :  U.  S.  S.  Brooklyn,  May  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Friend,  Joe  Morro,  Pala,  Calif. 
OSWALD,  ROBERT  POTTER,  boiK  rmaker,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  10,  1917. 

Died :  Naval  hoapital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Catherine  E.  Oswald,' 502  Liberty  Street,  Berkley,  Va. 
OTILLIO,  JOSEPH  NARCISSE,   master  at  arms,   third  class,   United   States  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  March  18,  1918. 

Died :  Naval  Station,  New  Orleans,  La.,  March  27,  1918. 

Cause:  Heart  disease. 

Next  of  kin:  Wife,  Georgiana  G.  Otillio,  1405  Frenchman   Street,  New 

Orleans,  La. 
OTTATI,  JOSEPH  GCADULUPS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  May  25,  1916. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  September  24,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Escolestida  C.  Ottatl,  1214  San  Louis  Street,  Trinidad, 
Colo. 
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OVEBTON,  DAVID  MILNER,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  6,  1917. 

Died :  Nnvy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin:  Father,  William  A.  Overtoil,  Adamsville,  Tenn. 
OWEN,  HEKSHEL,  carpenter's  mate,  third  class  (A),  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  2,  1917. 

Died :  Naval  Air  Station,  St.  Trojan,  France,  September  20,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Jennie  Owen,  Englevale,  N.  Dak. 

OWEN,   RUSSELL  HENDRIX,   apprentice   seaman,  United  States  Naval   Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  27,  1918.   . 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Jessie  O.  Owen,  Fair  Play,  Mo. 

OWENS,  DAVID  GEORGE,   seaman,  second   class,   United   States  Naval   Reserve 
Force. 

Enrolled:  Syracuse,  N.  Y.,  March  11, 1918. 

Died :  U.  S.  A.  C.  T.  Ticondeioga,  September  30,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Father,  John  D.  Owens,  500  Square  Street,  Utica,  N.  Y. 
OWENS,  JOHN  BUBLESON,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  October  5,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin:  Mother,  Maggie  Cahipbell,.Box  331,  Sour  Lake,  Tex. 
OWENS,  JOHN  MANSON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  June  5,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  February  24,  1918. 

Cause:  Peritonitis,  acute. 

Next  of  kin :  Mother,  Mary  E.  Owens,  R.  F.  D.  3,  Red  Creek,  N.  Y. 
OWENS,  PERCY  WILLIAM,  landsman  for  machinist's  mate,  United  States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  May  31,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  6.  1918. . 

Cause:  Broncho-pneumonta. 

Next  of  kin :  Mother,  Elizabeth  Owens,  Hpopeston,  Pa. 
OWENS,  JAMES  FRANCIS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  23,  1917. 
.    Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 
'    Cause:  Lost  when  vessel'was  sunk. 

Next  of  kin:  Father,  Barnard  Owens,  266  Forty-sixth  Street,  Brooklyn, 

N  Y 
OWENS,  WILLIAM,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  18,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  his  life  when  vessel  was  torpedoed. 

Next  of  kin:  Father,  William  R  Owens,  553  Perry  Street,  Trenton,  N.  J. 
OXFORD,  JOSEPH  MARSHALL,  quartermaster,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  Julia  Holland,  New  Harmony,  Ind. 
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PACAUD,  JOE  ALBERT,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  January  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  June  4,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Mother,  Mrs.  Ella  Pacaud,  132  Talbot  Avenue,  Jackson,  Tenn. 
PACE,  CHARLIE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  July  31,  1918. 

Died:  Naval  hospital,  Great  Lakes,  UK,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lizzie  Bell  Pace,  Pace,  Miss. 

PACE,  ELLET  NEWTON,  landsman  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  2,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Dora  Kirk  Pace,  Salem,  Ky. 
PAGE,  OWEN  LEONARD,  fireman,  first  class,  United  States.  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  1,  1917. 

Died :  Section  1,  fifth  naval  district,  Norfolk,  Va.,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Uncle,  Owen  W.  Mekinstry,  Bevier,  Mo. 
PAGTAKHAN,  FRANCISCO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  31,  1917. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Marta  Dunicio,  Olongapo,  P.  I. 
PAIGE,  BERT  Louis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  9,  1918. 

Died :  Naval  Hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mamie  Paige,  171  Valley  Street,  Lakeport,  N.  H. 
PAINE,  WILLIAM  JENNINGS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  July  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Homer  A.  Paine,  Betheny,  Okla. 
PALASH,  DAVID  HERMAN,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  4,  1918. 

Died:  Naval -hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :   Mother,  Mrs.  Mollie  Palash,  1227   North   Rockwell  Street, 

Chicago,  HI. 

PALLETT,  ERNEST  LIN \voou,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  May  1,  1917. 

Died:  Naval  hospital,- Norfolk,  May  30,  1918. 

Cause :  Encephalitis,  acute. 

Next  of  kin :  Mother,  Ziiia  Clara  Pallett,  Virginia  Beach,  Va. 
PALM,  LESTER  RUDE,- machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  July  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Wilhelmina  Palm,  409  Third  Street,  Broderick,  Calif. 
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PALMER,  IVAN  IRA,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  April  23,  1917. 

Died:  Halifax,  Nova  Scotia  (U.  S.  S.  Old  Colony),  March  30,  1918. 

Cause:  Acidosis. 

Next  of  kin :  Mrs.  Mary  Elizabeth  Palmer,  mother,  Central  City,  Iowa. 
PALMER,  JAMES  MALCOLM,  fireman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Richmond,  Va.,  May  30,  1918. 

Died:  U.  S.  S.  Harrisburg,  at  Naval  Base  No.  5,  October  21,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Jack  F  Palmer,  Speers  Ferry,  Va. 
PALMER,  MEADE  KENNETH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  October  24,  1917. 

Died :  Fleet  Base  No.  2  (U.  S.  S.  Solace),  February  4, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs  Julia  M  Palmer,  West  Edmeston,  N.  Y. 
PALMER,  THOMAS,  ship's  cook,  first  class,  N.  N.  V. 

Enrolled:  Boston,  Mass.,  April  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  3,  1917. 

Cause:  Chronic  pulmonary  tuberculosis. 

Next  of  kin :  Martha  Ellen  Palmer,  18  Willard  Place,  Roxbury,  Mass. 
PALMER,  WILLIAM  A.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Masa,  June  18,  1917. 

Died:  U.  S.  S.  Canonicus,  January  4,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Mother,  Julia  Palmer,  688$  Seventh  Street,  South  Boston, 

Mass. 
PALMISANO,  DOMINIC,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  June  6,  1918. 

Died :  At  home,  attached  to  eighth  naval  district.  October  19,  1918. 

Cause:  Influenza.  . 

Next  of  kin :  Mother,  Rosy  Bertucci  Palmisano,  1839  Broadway  Street,  New 

Orleans,  La. 
PALMOUR,  ROBERT  SILVIE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Addie  McLure  Palmour,  Coolidge,  Ga. 
PAMADO,  ANTONIO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  February  27,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  May  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Igncio  Pamado,  Sumag  Narolod,  P.  I. 
PANLILIO,  AMADO,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  17,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  13,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Brother,  Nicanor  Panlilio,  Arayat,  Pampaugo,  P.  I. 
PABCE,  JAMES  DANIEL,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  January  2,  1918. 

Died :  La  Crosse,  Wis.,  February  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Croll,  707  Rose  Street,  La  Crosse,  Wis. 
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PABISH,  CLIFFORD  HENBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Elijah  Parish,  Brimley,  Mich. 

PABKEB,  BRADSTBEET,  chief  quartermaster   (A),  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  18,  1918. 

Died:  Naval  aviation  detachment,  Massachusetts  Institute  of  Technology, 
Boston,  Mass.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ruth  M.  Parker,  Box  A,  Salem,  Mass. 
PABKEB,  LEE  HOUGHTON,  printer,  first  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  March  8,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Beruice  Dodge  Parker,  Bradford,  Vt 

PABKEB,  MILTON  DUANE,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Albany,  N.  Y.,  May  3,  1918. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Adelbert  Parker,  Lee,  Mass. 

PABKEB,  MUBBY  LEE,  apprentice  seaman  for  fireman,  third  class,  United  States 
Navy. 

Enlisted :  Columbia,  S.  C.,  April  28, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  June  27,  1917. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Parker,  Bishopville,  S.  C. 
PABKHUBST,  FRANK,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  September  11,  1917. 

Died  :  Naval  station,  Great  Lakes,  111.,  March  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Dorothy  Parkhurst,  805  Simpson  Street,  Evanston,  111. 
PARKINSON,  PHILIP  ALEXANDER,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  July  22,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  8, 1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  Parkinson,  616  Indiana  Avenue,  Trenton,  N.  J. 
PARISH,  CLIFFOBD  HENBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Elijah  Parish,  Brimley,  Mich. 
PARKMAN,  WILLIE  LEE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  May  31,  1918. 

Died :  U.  S.  S.  Oiarleston,  October  8,  1918. 

Cause :  Bronco-pneumonia. 

Next  of  kin  :  Father,  William  -F.  Parkman,  Arm,  Miss. 
174483—20 37 
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PARKS,  HOMER  OSTLER,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled  :  Oklahoma  City,  Okla.,  May  2,  1918. 

Died :  Naval  station,  Mare  Island,  Calif.,  July  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Nancy  Parks,  423  A  Street,  NE.,  Arclmore,  Okla. 
PARKS,  JOE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  19,  1917. 

Died  :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Thad  K.  Parks,  215  East  Anderson  Street,  Knoxville, 

Tenn. 
PARKS,  MARTIN  GOODE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Richmond,  Va.,  July  2,  1918. 

Died :  Naval  hospital,  Naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  H.  Parks,  Big  Island,  Va. 

PARKS,  MILES  MARVIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  14,  1917. 

Died:  Naval  Hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Joseph  F.  Parks,  R.  R.  2,  Utica,  Miss. 

PARKS,  ROBERT  NATHAN,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Diego,  Calif.,  June  15,  1918. 

Died :  Naval  Hospital,  Gulfport,  Miss.,  October  18,  1918. 

Cause :  Influenza,  broncho-pneumonia. 

Next  of  kin :  Wife,  Estella  Welda  Parks,  Coronado  View  Apartments,  Snn 

Diego,  Calif. 

PARLIAMENT,  CHARLES  EDWIN,  boatswain's  mate,  second  class,  United   States 
Navy. 

Enlisted :  New  York,  N.  Y.,  September  15,  1915. 

Died :  St.  Elizabeths  Hospital,  Washington,  D.  C.,  June  23, 1917. 

Cause:  Dementia  paralytica. 

Next  of  kin :  Mother,  Adaline  Parliament,  West  Branch,  Mich. 
PARR,  LLOYD  MELVIN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  July  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Thomas  Parr,  Chicago,  111. 
PARROTT,  CLARENCE  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass,  May  10,  1917. 

Died :  Naval  Hospital,  Portsmouth,  Va.,  June  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Luther  Hersey  Parrott,  jr.,  East  Milton,  Mass. 

PAJRROTT,  HOPPER  BENSON,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  September  15,  1915. 
Died :  U.  S.  S.  Louisiana,  July  7,  1918. 
Cause:  Drowning. 

Next  of  kin:  Father,  George  Parrott,  716  North  Arlington  Avenue,  Balti- 
more, Md. 
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PARSONS,  ETHEL  MILDRED,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  August  16,  1918. 

Died:  Georgetown   University   Hospital,   Washington,   D.   C.,   October   14, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mildred  T.  Parsons,  14  Vine  Street,  Springfield,  Mass. 
PARSONS,  JOSEPH  BURKE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  November  26,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Mother,  Mrs.  Margaret  Parsons,  New  Berlin,  Fla. 
PATCH,  ARTHUR  TODD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Navy  yard,  Portsmouth,  N.  H.,  July  9,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  December  29,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin;   Mother,  Mrs.   Emma  Patch,  35   South   Mill    Street,   Porte- 
mouth,  N.  H. 
PATNAUDE,  CHAELES  L.  G.,  yeoman,  first  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  October  14,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Elizabeth  Patnaude,  110  Second  Street,  Newport,  R.  I. 
PATRICK,  RAY  HABBIS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  June  3,  1918. 

Died :  U.  S.  S.  Alabama,  September  20,  1918. 

Cause :  Drowning. 

Next  of  kin:  Father,  Charles  Patrick,  137  East  Broadway  Street,  South 

Bend,  Ind. 

PATTEN,  HAROLD  KINDER,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  August  16,  1918. 

Died :  Naval  hospital,  Pelham  Bay,  N.  Y.,  September  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Florence  Wooley  Patten,  11  East  Hastings  Street,  West 

Roxbury,  Mass. 

PATTERSON,  FRANK  MOORE,  Jr.,  machinist's  mate,  second  class,  United  States- 
Naval  Reserve  Force. 

Enrolled :  Third  naval  district,  N.  Y.,  May  28,  1917. 

Died :  Submarine  chaser  No.  209,  August  27,  1918. 

Cause :  When  submarine  chaser  No.  209  was  fired  upon  by  Steamship  Felix 
Taussig,  having  mistaken  it  for  an  enemy  submarine. 

Next  of  kin :  Father,  Frank  Moore  Patterson,  sr.,  2  Rector  Street,  New 

York,  N.  Y. 
PATTERSON,  LEALON  FINUS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Jackson,  Mass.,  December  10,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  February  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  N.  Patterson,  Belmont,  Miss. 
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PATTERSON,  LESIER  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  15,  1918. 

Died :  Nuval  hospital,  Key  West,  Fla.,  October  27,  1918. 

Cause :  I'ueumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Hall  Patterson,  Cass  City,  Mich. 
PATTERSON,  ROBEKT  JOHN,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Pittsburgh,  Pa.,  December  13,  1917. 

Died :  U.  S.  S.  Maine,  February  12,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Robert  C.  Patterson,  140  Mercer  Street,  Butler,  Pa. 
PATTERSON,   ROBERT  MILTON,  pharmacist's  mate,  second  class,   United  States 
Navy. 

Enlisted:  Dallas,  Tex.,  April  21,  1916. 

Died :  Naval  station,  Cavite,  P.  I.,  October  28,  1918. 

Cause:  Meningitis,  cerebral. 

Next  of  kin:  Father,  Robert  Jackson  Patterson,  314}  East  Choctaw  Ave- 
nue, McAlester,  Okla. 
PATTERSON,  WILLIAM  CLAUD,  fireman,  first  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  September  26,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  When  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by  an  enemy  sub- 
marine and  sunk. 

Next  of  kin :  Father,  Theodore  Patterson,  R.  R.  1,  Joplin,  Mo. 
PATTON,  CARL  RICHARD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  23,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  November  9,  1917. 

Cause:  Thrombosis  (septic). 

Next  of  kin :  Father,  Edward  Patton,  Mount  Crab,  Ohio. 
PATTON,  EDWARD  TAYLOR,  apprentice  seaman,  United  States  Navy. 
>     Enlisted :  Nashville,  Tenn.,  December  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  5,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Powen  Wallace  Patton,  718  Woodland  Street,  Nash- 
ville, Tenn. 
PATTON,  WILLIE  EARL,  water  tender,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Father,  G.  B.  C.  Patton,  Petrolia,  Tex. 

PAULSON,  OLIVER  JONAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  May  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  Ostlund  Paulson,  R.  R.  1,  Annandale,  Minn. 
PAULSON,  WALTER,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  23,  1918. 

Died:  Naval  hospital,  League  Island,  Pa.,  September  17,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Marie  Paulson,  Wells,  Minn. 
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PAULY,  CHABLKS  WILLIAM,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  Sept  11,  1915. 

Died:  Naval  hospital,  Norfolk,  Va.,  Feb.  18,  1918. 

Cause :  Multiple  injuries. 

Next    of    kin:  Father,    William    Pauly,    221    West    Twenty-third    Place, 

Chicago,  111. 
PAITK,  JOHN  JOSEPH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  September  25,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Lillian  Paur,  1582  Third  Street,  Milwaukee,  Wis. 
PAVEY,  CLYDE  ALONZO,  landsman  for  electrician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  July  22,  1918. 

Died :  Naval  operating  base,  Hampton  Roads,  Va.,  November  7,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Effie  Hoar  Pavey,  600  South  Nineteenth  Street,  Mount 

Vernon,  111. 
PAWLAK,  CASIMER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  25,  1917. 

Died :  Receiving  ship,  Norfolk,  Va.,  September  7,  1918. 

Cause:  Accidental  shooting. 

Next  of  kin :  Father,  Joseph  Pawlak,  2311  North  Hayne  Avenue,  Chicago, 

111. 
PAYNE,  ALFRED  S.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  August  6,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Covington  was  torpedoed. 

Next  of  kin :  Mother,  Mary  Payne,  35  Bement  Avenue,  West  New  Brighton, 

N.  Y. 

PAYNE,   DAVID   GROVEB,   seaman,   second   class,   United    States   Naval   Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  May  30,  1918. 

Died :  U.  S.  S.  Mercy,  October  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  J.  R.  Payne,  Alpine,  Ark. 
PAYNE,  JOHN  EDSALL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  September  15,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  When  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Gertrude  Payne,  111  Murray  Avenue,  Syracuse,  N.  Y. 
PAYNE,   RUTH   CATHERINE,    landsman   yeoman,    United    States   Naval   Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  October  2,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Payne,  Hamilton,  Va. 
PAYTAL,  FRANK,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  November  21,  1917. 

Died :  U.  S.  S.  Melville,  April  10,  1918. 

Cause:  Appendicitis. 

Next  of  kin :  Mother,  Mary  Paytal,  1107  Marion  Street,  St.  Paul,  Mien. 
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PEACE,  OMER  GALIAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  31,  1918. 

•Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Andrew  J.  Peace,  Carmenia,  La. 
PEACOCK,  JOHN  PERRY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  January  21,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Jennie  J.  Peacock,  327  Quincy  Street,  Brooklyn,  N.  Y. 
PEAKE,  HENEY  Louis,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  February  4,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Louise  Walker,  De  Funiak  Springs,  Flu. 
PEARSEN,  FRED  CARTER,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  20,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  2,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Nina  Pearsen,  22  Derby  Street,  Waltham,  Mass. 
PEARSON,  LINWOOD  LINDLE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  24,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Guardian,  Walter  Pearson,  Harrington,  Del. 
PEARSON,  ROBERT  COPP,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  1,  1918. 

Died :  U.  S.  S.  Marietta,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Charlotte  L.  Pearson,  428  Main  Street,  Melrose,  Mass. 
PEARSON,   ROBERT  PETER,   carpenter's  mate,   third  class,   United   States   Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Peter  Johnson,  R.  F.  D.  1,  Bark  River,  Mich. 

PEARSON,  WALTER  ERNEST,  landsman  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Minneapolis,  Minn.,  June  21,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 
Cause :  Influenza. 
Next  of  kin:  Mother,  Agnes  Erickson  Pearson,  2832  Thirty-first  Avenue, 

South  Minneapolis,  Minn. 

PEAY,  DEI.OS  LB:ROY,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Salt  Lake  City,  Utah,  November  20,  1917. 
Died:  U.  S.  S.  Atfamemnsm,  August,  24,  1918. 
Cause:  Explosion  on  board. 

Next  of  kin :  Father,  George  T.  Peay,  86  South  Nine  Street,  West  Provo, 
Utah. 
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PECK,  GEORGE  DAVID,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Meridian,  Miss..  May  2,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  E.  Peck,  2423  Washington  Street,  Vicksburg, 

Miss. 
PECK,  HARRY  WALLERS,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  May  23,  1918. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  September  24,  1918. 

Cause:  Influenza  and  broncho-pneumonia. 

Next  of  kin :  Wife,  Hazel  Peck,  R.  R.  1,  West  Liberty,  Ohio. 
PECK,  LUTHER  LONGSTREET,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  May  28,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Luther  Wesley  Peck,  1640  Capouse  Avenue,  Scran- 
ton,  Pa. 

PECK,  MILTON  LYLE,  landsman  electrician   (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  February  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Influenza. 

Next  of  kin:  Wife,  Grace  Olive  Peck,  1106  Constitution  Street,  Emporia, 

Kans. 
PECK,  WILLIS  CUBTIS,  coxswain,  United  States  Navy. 

Enlisted :  Allentown,  Pa.,  December  2,  1915. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  31,  1918. 

Cause:  Tuberculosis, 

Next  of  kin:  Father,  Edwin  B.  Peck,  21  Chestnut  Street,  Batavia,  N.  Y. 
PEDERSON,  EDDIE  Gus,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  14,  1914. 

Died :  Receiving  Ship,  Puget  Sound,  Wash.,  June  24,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Father,  August  Pederson,  Clifton,  Tex. 
PEDRICK,  ROBERT  MILTON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  July  7,  1917. 

Died :  Naval  Hospital,  League  Island,  Pa.,  March  25,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Pedrick,  R.  F.  D.  1,  Blue  Anchor,  N.  J. 
PEIRCE,  PHILLIP  SHERDAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Kate  Reynalds,  815  Shadewick  Street,  Indian- 
apolis, Ind. 
PEKELDER,  ALBERT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Navy  rifle  range,  Camp  Logan,  111.,  January  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,   Winnie ~ Van   Derwall,   1042  Logan   Street,   Grand 
Rapids,  Mich. 
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PELLITT,  WILLIAM  JAMES,  engineman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  June  30,  1915. 

Died:  U.  S.  S.  Cheyenne,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ella  Riegger,  308  Alcalde  Street,  Dallas,  Tex. 
PEMBROKE,  LEON  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Burlington,  Vt.,  June  1,  1918. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Annie  Agnes  Pembroke,  Middlesex,  Vt. 
PENCE,  EUGENE  RUNYAN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Ola  Pence,  2324  East  Broad  Street,  New  Castle, 

Ind. 
PENDKLL,  JAMES  WESLEY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  July  29,  1918. 

Died:  U.  S.  S.  Alabama,' September  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Leander  Pendell,  Macomb,  111. 
PENDERGAST,  JAMES  MICHAEL,  seaman,  second  class,  U.  S.  N. 

Enlisted :  New  York,  N.  Y.,  December  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  4,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Father,  Michael  Pendergast,  992  Ogden  Avenue,  New  York, 

N.  Y. 

PENDLETON,  REISE  MAXFIELD,  yeoman  (female),  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  17,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Daughter,  Marion  Maxfield  Pendleton,  Deerfield,  Mass. 
PENDLETON,  GEORGE  WILLIAM,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Cristobal,  Canal  Zone,  April  12,  1918. 

Died :  Fifteenth  naval  district,  Canal  Zone,  September  6,  1918. 

Cause :  Septicemia. 

Next   of   kin:    Father,   Frank   N.    Pendleton,   2087    Seventh    Street,    New 

York,  N.  Y. 
PENE,  CLEANTIES,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 

Cause:  Street-car  accident. 

Next  of  kin :  Sister,  Jane  S.  Pene,  Erath,  La. 
PENESKI,  THOMAS  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  June  4.  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  30,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Father,  Thomas  Peueski,  723  Reynolds  Street.  Kansas  City, 
Kans. 


585 

I  ENN,  ALFBKD,  Jr.,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  July  30,  1917. 

Died :  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  October 
3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Edith  Ryan  Penn,  308  Weis  Building,  New  Orleans,  La. 
PENN,  CLIFFORD  APPLEGATE,  seaman,  second  class  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  July  8,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  Lawrence  Penn,  Island  Heights,  N.  J. 
PENTONY,  VINCENT  PETEB,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  June  27,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Guardian,  Peter  Ussher,  417  Manhattan  Street,  Brooklyn,  N.  Y. 
PEPLAU,  RUDOLPH  OSWALK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  14,  1917. 

Died :  Marine  hospital,  Stapleton,  Long  Island,  N.  Y.,  January  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Andrew  Peplau,  267  Chapman  Street,  New  Britain, 

Conn. 
PXPPER,  ELISHA,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  Feb.  16,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Emma  G.  Wood,  Caushatta,  La. 
PEBCIFIELD,  ARLEY,  boiler  maker,  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  May  31,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,   Mrs.   Annie   Percifield,   2716   Wyoming   Street,   El 

Paso,  Tex. 

PEBCIVAL,  CHARLES   EDWARD,  chief  quartermaster    (A),   United   States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  November  5,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  July  17,  1918. 

Cause :  Seaplane  accident. 

Next  of  kin:  Father,  William  Albert  Percival,  Portville,  N.  Y. 
PEBCIVAL,  DONALD  WAREHAM,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  April  18,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  15,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Percival,  Jerico,  Vt. 
PEREZ,  AUGUST,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  San  Juan,  P.  R.,  August  13,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Candeloria  ^Monanto,  San  Pedro,  P.  R. 
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PEBHOFF,  JOSEPH  MATTHEW,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  November  13,  1912. 

Died :  Naval  hospital,  Mare  .Island,  Calif.,  July  3,  1917. 

Cause :  Edema  of  lung. 

Next  of  kin :  Mother,  Josephine  Perhoff,  1045  Arcade  Street,  St.  Paul,  Minn. 
PERKINS,  HERMAN  GEORGE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  April  24,  1917. 

Died :  Receiving  ship,  San  Francisco,  Calif.,  May  2,  1917. 

Cause :    Cerebrospinal  fever. 

Next  of  kin :  Mother,  Sarah  Perkins,  736  Colorado  Avenue,  Trinidad,  Colo. 
PERKINS,  LAWRENCE  ADELBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  31,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Adelbert  Lorenzo  Perkins,  Ogunquit,  Me. 
PEBKINS,  OTIS  REID,  quartemaster,  first  class,  United  States  Navy. 

Enlisted :  Bordeaux,  France,  January  22,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  April  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  None. 

PERKINS,   ROGER  CONANT,  cftief  quartermaster,   United   States  Naval   Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  9,  1917. 

Died :  Naval  air  station,  Key  West,  Fla.,  March  14,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Mrs.  Sidney  Kingman  Perkins,  Manchester,  Vt. 
PERKINS,  RUPERT  JACKSON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  4,  1917. 

Died :  Receiving  ship,  Washington,  D.  C.,  September  23,  1917. 

Cause :  Dementia  prsecox. 

Next  of  kin :  Father,  Clay  Perkins,  Hutsonville,  Mo. 

PERKS,  CHARLES  PATRICK,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :.  Influenza. 

Next  of  kin :  Father,  Frank  Perks,  Virden,  111. 
PERRIT.LO,  ANGELO,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  March  31,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  May  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Beatrice  Perrillo,  11  John  Street,  Amsterdam,  N.  Y. 
PERRIN,  FRANCIS  CLARENCE,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newark,  N.  J.,  July  26,  1917. 

Died :  Naval  Reserve  hospital,  Pelham  Bay,  N.  Y.,  January  23,  1918. 

Cause:  Peretonitis,  acute. 

Next  of  kin:  Father,  John  William  Perrin,  122  Claremont  Avenue,  Mont- 
clair,  N.  J. 
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PEERING,  FRANK  MALLOCH,  electrician,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Pittsburgh,  Pa.,  May  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  Perring,  611  North  St.  Glair  Street,  Pittsburgh, 

Pa. 
PERROTT,  JAMES  WEI.LER,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  24,  1917. 

•Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Richard  W.  Perrott,  Center  Bernstead,  N.  H. 
PERRY,  CLARENCE  MARCHELL,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  11,  1917. 

Died :  Navy  Base  Hospital  No.  5,  Brest,  France,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Sarah  Carpenter,  159  Main  St.,  Westerly,  R.  I. 
PERRY,  DONOVAN  CARLTON,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  March  3,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  15,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Maude  E.  Perry,  1801  Young  Street,  Dallas,  Tex. 
PERRY,  GEORGE  H.,  chief  carpenter's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  November  20,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  23,  1918. 

Cause:  Appendicitis  acute. 

Next  of  kin :  Wife,  Lillian  B.  Perry,  49  Pearce  Street,  Fall  River,  Mass. 
PERRY,  JOHN  MILTON,  musician,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  28,  1917. 

Died :  Naval  Base  17  and  18,  European  waters,  August  1,  1918. 

Cause :  Abdominal  wound. 

Next  of  kin :  Father,  Shuble  Perry,  Mentholia,  Tex. 
PERRY,  THOMAS  WESLEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  5,  1918. 

Died :  U.  S.  S.  Area,  October  2,  1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Mrs.  J.  C.  Perry,  Kingsland,  Ga. 
PERRY  WILLIE  LLOYD,  fireman,  third  class, 'United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  the  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.  Christtenie  Perry,  R.  R.  1,  Speegleville.  Tex. 
PERRY,  WILLIE  VIRGEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  11,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Tillie  Ruby  Perry,  Cox  Creek,  Ky. 

PERSINGER,  JAMES  DONALD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  June  3,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  John  M.  Persinger.  Haswell,  Colo. 
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PERSON,  ARTHUR  EDWIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Mathilda  Person,  802  South  Tenth  Street,  Lyons,  Iowa. 
PERSON,  WILLIAM  ROBERT,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  14,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  May  13,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Person,  Mount  Pleasant,  Tenn. 
PERSONETT,  GEORGE  EDGAR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next    of    kin:  Wife.    Dora    Theresa    IVrsonett,    834    East    Water    Street, 

Pontiac,  111. 

PERSONETTE,  HUGH  WKSSEL,  apprentice  sen  man,  United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Fred  Personette,  Cambridge  City,  Ind. 
PETERS,  CLAUDE  RAMSHEUR,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  May  18,  1917. 

Died:  New  Orleans,  La.,  February  17,  1918. 

Cause:  Peritonitis. 

Next  of  kin:  Mother,  Maggie   Summers   Peters,   1703   Polk   Street,  Alex- 
andria, La. 
PETERS,  CLEMONS  GEORGE,  painter,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  3918. 

Cause :  On  missing  Cyclops. 

Next  of  kin :  Wife,  Mrs.  Gwen  Peters,  4140  Ashland  Avenue,  St.  Louis,  Mo. 
PETERS,  EARL,  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  22,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Minnie  Lauscl linger,  care  of  Mrs.  Richesih,  547  Meno- 

min  Avenue,  St.  Paul,  Minn. 

PETERS,  Louis  BAUNETT,  yeoman,  second   class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  May  15,  1918. 

Died :  Naval  air  station,  Cardiff,  Wales,  October  1,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Jennie  Peters,  49  South  Fifth  Street,  Easton,  Pa. 
PETERS,  MARTIN  ALBERT,  chief  commissary  steward,  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco,  Calif.,  April  11,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Peter  H.  Peters,  2935  McKinley  Boulevard,  Milwau- 
kee, Wis. 
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PETERSEN,  ALFRED  CARL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  December  13,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy. 

Next  of  kin :  Father,  Mr.  Carl  Petersen,  Cattaraugus,  N.  Y. 
PETERSON,  AKTHUR  JOSEPH,  quartermaster,  first  class,  United  States  Navy. 

Enlisted :   Portland,  Oreg.,  December  4,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Brother,  Carl  Peterson,  10900  Michigan  Avenue,  Chicago,  111. 
PETERSON,  ATRY  HERBERT,  landsman  for  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled  :   Minneapolis,  Minn.,  August  2,  1918. 

Died :   Dunwoody  Naval  Training  Schools,  October  5,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Mother,  Minnie  Peterson,  box  K,  Eveleth,  Minn. 
PETERSON,  CHESTER  ARTHUR,  apprentice  seaman,  United  States  Navy. 

Enlisted  :   Milwaukee,  Wis.,  June  7, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:   Influenza. 

Next  of  kin :   Father,  Helman  Peterson,  Ogdensburg,  Wis. 

PETERSON,  HOWARD  MAURER,  musician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:   Great  Lakes,  111.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  4,  1918. 

Cause :   Obstruction,  acute  intestinal. 

Next  of  kin :   Father,  Peter  W.  Peterson,  27  North  Yale  Street,  Vermillion, 

S.  Dak. 
PETERSON,  LAWRENCE  ELMER,  apprentice  seaman,  United  States  Navy. 

Enlisted :   New  York,  N.  Y.,  May  4, 1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  1,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Ealda  Holtz,  Clear  Lake,  Wis. 
PETERSON,  NILS  ALFRED,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :   Navy  yard,  Boston,  Mass.,  June  8,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  22,  1918. 

Cause :  Tuberculosis,  acute  general. 

Next  of  kin:    Mother,  Mrs.  Mathilda  Peterson,  4  Sunset  Avenue,  Forest 

Hills,  Boston,  Mass. 

PETERSON,  PAITL  MATTHEWS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :   Milwaukee,  Wis.,  July  25,  1918. 

Died;  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Hilda  Peterson,  1109  Gillette  Street,  La  Crosse,  Wis. 
PETERSON,  THEODORE  ENGWAL,  Jr.,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  June  9,  1917. 

Died :  Receiving  ship  at  New  York,  March  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Lena  Peterson,  1080  West  Seventh  Street,  St.  Paul, 
Minn. 
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PETERSON,  VERNE  ANTON,  landsman  yoenian,  United  States  Navy. 
Enlisted:  Salt  Lake  City,  Utah,  June  11,  1917. 
Died:  Salt  Lake  City,  on  leave,  January  ]1,  1918. 
Cause :  Acute  nephritis. 
Next  of  kin :  Father,  V.  Peterson,  753  South  Third  Street,  Salt  Lake  City, 

Utah. 

PETERSON,  WILHELM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Indianapolis,  Ind.,  June  3,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Charles  Peterson,  box  197,  Medary ville,  Ind. 
PETIFOKD,  FAY  ARTHUR,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  10,  1918. 
•  Died :  Naval  hospital,  Philadelphia,  Pa.,  January  28,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Petiford,  Walnut  Grove,  Mo. 
PETRONE,  GENEVIEVE  JOSEPHINE,  yeoman  (F),  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  July  27,  1917. 
Died :  San  Francisco,  Calif.,  October  27,  1917. 
Cause :  Wound,  gunshot. 

Next  of  kin :  Husband,  Burt  Petrone,  776  Bush  Street,  San  Francisco,  Calif. 
PETTERSON,   JOHN  ALGATH,   molder,   first  class,   United    States   Naval   Reserve 

Force. 

Enrolled:  Boston,  Mass.,  April  30,  1918. 

Died :  Naval  training  camp,  Hingham,  Mass.,  September  23,  1918. 
Cause :  Pneumonia. 
Next  of  kin:  Wife,  Honor  Bernadette  Petterson,  376  Huntington  Avenue, 

Hyde  Park,  Mass. 

PETTS.  ROBERT  HENBY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Boston,  Mass.,  November  30,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  May  13,  1918. 
Cause :  Diphtheria. 
Next  of  kin:  Mother,  Margaret  D.  Petts,  3  Regent  Circle,  Jamaica  Plain, 

Mass. 

PEVERILL,  HAROLD,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  January  5,  1918. 
Died :  U.  S.  S.  submarine  chaser  209,  August  27,  1918. 
Cause:  Killed  when  U.  S.  S.  submarine  chaser  209  was  fired  upon  by  the 

enemy. 

Next  of  kin:  Mother,  Clara  Amanda  Peverill,  R.  F.  D.  5,  Waterloo,  Iowa. 
PEYSER,  HARRY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  3,  1918. 
Died :  U.  S.  S.  Frederick,  October  19,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  George  Peyser,  105  West  One-hundred  and  fourteenth 

Street,  New  York,  N.  Y. 

PEYTON,  JOHN  ALOYSIUS,  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  May  9,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  January  17,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  James  Peyton,  corporal,  Thirteenth  Cavalry,  First 
Troop,  H,  United  States  Army,  Fort  Ringgold,  Tex. 
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PFAHLEKT,  CARL  ARTHUR,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
Enrolled :  Buffalo,  N.  Y.,  May  24,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  C.  C.  Roberts,  34  Chestnut  Street,  Lockport,  N.  Y. 
PFEIFER,  FRANK,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  December  4,  1917. 

Died:  At  home,  October  13,  1916. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Nettie  N.  Pfeifer,  3931  St.  Charles  Avenue,  New 

Orleans,  La. 
PFLUM,  MIRIE  MORTON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  6,  1915. 

Died :  U.  S.  S.  Charleston,  April  21,  1917. 

Cause:  Fall. 

Next  of  kin :  Mother,  Emma  Pflum,  Wauneta,  Nebr. 
PHARR,  ROBERT  HENRY,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Atlanta,  Ga.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Amanda  Bruce  Pharr,  Pine  Log,  Ga. 
PHELPS,  CHARLES,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Vera  Cruz,  Mexico,  January  19,  1914. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  10,  1917. 

Cause:  Nephritis  chronic  paranechymatovs. 

Next  of  kin :  Mother,  Mrs.  Anna  Phelps,  115  South  Street,  Annapolis,  Md. 
PHELPS,  ELDON   GEORGE,   landsman  for   machinist's   mate    (A),   United   States 
Naval  Reserve  Force. 

Enrolled :  Portland,  Oreg.,  June  28,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  18.  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Pearl  Alberta  Phelps,  Moscow,  Idaho. 

PHILBRICK,  EVERETT  GERRISH,  electrician,  third  class  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  1,  1917. 

Died :  Naval  air  station,  Moutchic  Lacanau,  August  13,  1918. 

Cause:  Drowning. 

Next  of  kin:  Father,  C.  H.  Philbrick,  266  Little  Nahant  Road,  Nahant, 

Mass. 
PHILIPPI,  LESTEB  JOSEPH,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  17,  1914. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Died  when  vessel  was  sunk. 

Next  of  kin :  Father,  Herman  Bieldfield  Philippi,  Sykesville,  Pa. 
PHILLIPS,  ADELBERT  NELSON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  19,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  August  24,  1917. 

Cause,  Pleusisy,  suppurative. 

Next  of  kin :  Mother,  Martha  Phillips,  Oriskany,  N.  J. 
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PHILLIPS,  ADOLPH,  water  tender,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  October,  8,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Eunice  Phillips,  638  Landis  Avenue,  Vineland,  N.  J. 
PHILLIPS,  CHARLES  LARUE,  seaman,  second  class,  signalman,  United  States  Navy. 

Enlisted :  Recruiting  Station,  Philadelphia,  Pa.,  February  20,  1917. 

Died :  Steamship  War  Knight,  March  24,  1918. 

Cause:  Lost  overboard. 

Next  of  kin:  Father,  Charles  Edward  Phillips,  Camp  Hill,  Pa. 
PHILLIPS,  DANIEL  CURRAN,  landsman  for  electrician   (R)    (O),  United  States 
Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  June  29,  1918. 

Died:  Dunwoody  Naval  training  School,  Minneapolis,  Minn.,  October  8, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  William  D.  Phillips,  3300  Eighth  Street,  Meridian, 

Miss. 

PHILLIPS,  EDWIN  DAVID,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  26,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  When  vessel  was  torpedoed  by  enemy. 

Next  of  kin:  Mother,  Mrs.   F.  Phillips,  2038   South  Twenty-first  Street, 

Philadelphia,  Pa. 

PHILLIPS,  GEORGE  GLADSTONE,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Wilmington,  N.  C.,  June  7,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October,  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Brother,  Evander  M.  Phillips,  P.  O.  Box  61,  Rockingham,  N.  C. 
PHILLIPS,  ISAIAH  H.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  October  26,  1918. 

Died :  United  States  naval  hospital,  Charleston,  S.  C.,  November  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Minnie  O.  Phillips,  R.  R.  3,  Birmingham,  Ala. 
PHILLIPS,  JAMES  ASHTON,  yeoman,  third  class,  United  States  Navy. 

Enlisted  :    Pittsburgh,  Pa.,  May  20,  1918.    . 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Phillips,  1417  Euclid  Avenue,  Steubenville,  Ohio. 
PHILLIPS,  VAN  CROOKE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  4,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  May  27,  1918. 

Cause:  Appendicitis. 

Next  of  kin  :  Mother,  Clara  S.  Phillips,  Newberry,  Ind. 

PHILLIPS,  WILLIAM  MILLET,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C.,  June  3,  1918. 

Died  :  Naval  hospital,  naval  base,  Virginia,  October  2, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  Jackson  Phillips,  R.  F.  D.  3,  East  Bend,  N.  C. 
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PHILO,  ARCHIE,  blacksmith,  United  States  Navy. 

Enlisted :  Old  Point  Comfort,  Va.,  September  24,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  14,  1917. 

Cause:  Carcinoma. 

Next  of  kin :  Mother,  Annie  M.  Philo,  2539  Findlay  Avenue,  Columbus,  Ohio. 
PHIPPS,  GEOBGE  PAUL,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  10, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  6,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Phipps,  general  delivery,  Los  Angeles,  Calif. 
PHIPPS,  JOHN  WILLIAM,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Laura  Strought,  Bedford,  Ind. 
PICARD,  ARTHUR  WILLIAM,  chief  yeoman,  United  States  Navy. 

Enlisted :'  Hampton  Roads,  Va.,  December  7,  1917. 

Died:  At  home,  September  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mae  Picard,  185  Ralph  Avenue,  Brooklyn,  N.  Y. 
PICCIANO,  MICHAEL  ANTHONY,  boiler  maker,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  May  29,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Sinking  of  vessel. 

Next  of  kin :  Father,  Pasquale  Picciano,  306  Squires  Avenue,  Endicott,  N.  Y. 
PICHELOUP,  MAURICE  J.,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  August  8,  1918. 

Died :  Father's  home,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Euphemia  Hilaire  Picheloup,  3919  Orleans  Street,  New 

Orleans,  La. 
PICHETT,  ZIP  EDWARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  October  15,  1917. 

Died :  Naval  Station,  Mare  Island,  Calif.,  December  13,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Louise  Pichett,  Newberg,  Oreg. 
PICKELL,  ALEXANDER  HOLLIDAY,  chief  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Navy  yard,  Washington,  D.  C.,  March  20,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  April  18,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Julius  Holliday  Pickell,  221  West  Park  Drive,  Ra- 
leigh, N.  C. 

PICKETT,  RUSSELL,  landsman  electrician    (R),  United   States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  May  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Ora  Alton  Pickett,  R.  R.  3,  Waynestown,  Ind. 

174483—20 38 
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PICKLE,  WOODIE  CLIFTON,  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  April  21,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  William  Woodie  Pickle,  Hamilton,  Miss. 
PICKRELL,  JOHN  MANLEY,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1916. 

Died :  Steamship  St.  Paul,  March  14,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Helen  M.  Atwell,  912  H  Street  NW.,  Washington,  D.  C. 
PICKWORTH,  BERNARD,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died :  Naval  base,  Plymouth,  England,  August  7,  1918. 

Cause:  Killed  by  accidental  fall. 

Next  of  kin:  Mother,   Mary  Kearney  Pickworth,   127  Portland  Avenue, 

Rochester,  N.  Y. 
PIEBLER,  ANDREW  JOHN,  landsman  electrician  (R),  United  Stafes  Navy. 

Enlisted:  Buffola,  N.  Y.,  July  1,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Aunt,  Winifred  Lohmiller,  604  Maple  Street,  Rochester,  N.  Y. 
PIERCE,  BLANCHE  ELEANOR,  landsman  for  yeoman  (female),  United  States  Naval 
Reserve  Force. 

Enrolled :  Washington,  D.  C.,  August  27,  1918. 

Died :  Georgetown  University  Hospital,  Washington,  D.  C.,  October  6,  1918. 

Cause :  Influenza. 

Next  of  kin :  Husband,  James  Virgil  Pierce,  621  Twelfth  Street  NE.,  Wash- 
ington, D.  C. 

PIERCE,  HAROLD  ELVEN  LESSLEY,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  St.  Louis,  Mo.,  July  31, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hannah  Pierce,  Harviel,  Mo. 
PIERCE,  HAROLD  EUGENE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  January  18,  1918. 

Died :  Naval  Hospital,  Newport,  R.  I.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Francis  Pierce,  45  South  Ninth  Street,  Newark,  N.  J. 
PIERCE,  MELVIN  WARREN,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  27, 1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Altie  Jane  Spiess,  1120  Buffman  Street,  Milwaukee, 

Wis. 
PIERCE,  NOLLIE  ANDREW,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  22,  1918. 

Died :  United  States  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Henry  B.  Pierce,  Marthasville,  La. 
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PIERPONT,  ROBERT  JENNINGS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Parkersburg,  W.  Va.,  June  20,  1918. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  October  6,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  Pierpont,  1332  South  Pennsylvania  Avenue, 

WellstOn,  Ohio. 

PIERSON,  MANFORD  CARL,  landsman  for  yeoman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  May  17,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Nels  Pier  son,  Albert  City,  Iowa. 

PIGOTT,  CHARLES  HENRY,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Morehead  City,  N.  C.,  August  7,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  12, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Manuel  Pigott,  13  North  Street,  Mprehead  City,  N.  C. 
PIKE,  ROBERT  MARLE,  landsman  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  June  25.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Izora  Pike,  Ida  Grove,  Iowa. 

PILLIVANT,  WILLIAM,  landsman  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Cleveland.  Ohio,  July  1,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lelia  Pillivant,  508  Lakes  Avenue,  Elyria,  Ohio. 
PILLOW,  MAJOR  MURRAY,  bugler,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  6.  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Hayden  Pillow,  Russellville,  Ky. 
PINKE,  JOHN  HOWARD,  cabin  steward,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa..  February  27,  1917. 

Died :  U.  S.  S.  Baltimore,  December  11,  1917. 

Cause:  Myocarditis. 

Next  of  kin :  Aunt,  Mrs.  Lizzie  Walker,  Phoebus,  Va. 

PINKHAM.  ARTHUR  MONROE,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  April  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Nellie  Pinkham,  402  Essex  Avenue,  West  Gloucester, 

Mass. 
PINKSTON,  HARLIE  MILTON,  water  tender,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  14,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mary  Elizabeth  Boutean,  329  Flynn  Avenue,  Alva, 
Okla. 


596 

PIHOLO,  JAMKS,  seaman,  seeoiul  class,  United  States  Nnval  Reserve  Force. 
Enrolled  :  Newark,  N.  J.,  May  8,  1918. 

Died:  Naval  hospital,  Newport.  It.  I.,  September  24,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Thomas  Pirolo,  17  Elm  Street,  Paterson,  N.  J. 
PITT,  VERNER  RAY,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  December  12,  1917. 
Died:  Naval  hospital.  Norfolk,  Va.,  February  27,  1918. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Johnnie  Etta  Pitt,  It.  F.  D.  6,  Springfield,  Tenn. 
PITTMAN,  ALLEN  WALLACE,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Los  Angeles,  Calif.,  December  14,  1917. 
Died :  Naval  station,  Mare  Island,  Calif.,  March  12,  1918. 
Cause:  Measles  and  broncho-pneumonia. 
Next  of  kin :  Mother,  Amanda  Pittman,  Maricopa,  Calif. 
PLAINE,   JOSEPH    WELLINGTON,   seaman  signalman,   first  class,   United   States 

Navy. 

Enlisted:  Cincinnati,  Ohio,  June  6,  1917. 
Died :  Steamship  Merton  Hall,  February  11,  1918. 
Cause :  When  vessel  sunk. 

Next  of  kin:  Father,  Philip  Plaine,  364  East  Main  Street,  Newark,  Ohio. 
PLANCHON,   GILBERT  CLEMONT,   landsman   quartermaster    (A),   United   States 

Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  January  30,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  February  6,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  John  P.  R.  Planchon,  Monett,  Mo. 
PLANT,  HOWARD  WILLIAM,  electrician,  third  class  (R),  United  States  Navy. 
Enlisted :  Albany,  N.  Y.,  June  8,  1916. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action. 

Next  of  kin :  Mother,  Mrs.  Agnes  Plant,  20  Front  Street,  Burlington,  Vt 
PLATT,  THOMAS  W.,  Jr.,  quartermaster,  third  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  April  7,  1917. 
Died :  Ellsworth,  Me.,  October  14,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:   Father,   Thomas   W.   Platt,   24  Walnut   Avenue,   Andover, 

Mass. 

PLEASANT,  RICHARD  EDWARD,  wardroom  cook,  United  States  Navy. 
Enlisted :  Charleston,  S.  C.,  August  25,  1916. 
Died :  Naval  hospital,  Las  Auiinas,  Colo.,  June  4, 1917. 
Cause:  Tuberculosis. 

Next  of  kin :  Sister,  Lucille  Miles,  2249  Wyllie  Avenue,  Pittsburgh,  Pa. 
PLEW,  HOWARD,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Seattle,  Wash.,  December  6,  1917. 
Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 
Cause :  Lost  his  life  when  vessel  was  torpedoed. 
Next  of  kin :  Wife,  Alice  D.  Plew,  Malage,  Wash. 

PLEW  A,  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Buffalo,  N.  Y.,  July  30,  1918. 

Died:    Naval   hospital,    Great   Lakes,    111.,    September   21,    1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  Andrew  Plewa,  360  Amherst  Street,  Buffalo,  N.  Y. 
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PLOWMAN,  GORDON,  yeoman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,    Tex.,   April   6,    1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  7,  1917. 

Cause:  Cerebrospinal  fever. 

Next    of   kin :  Brother,    M.    M.    Plowman,    819    Commonwealth    Building, 

Dallas,  Tex. 
POCHEL,  HAROLD  JULIUS  TBEMAINE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  8,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  February  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  *Mrs.  Hattie  Pochel,  Wenatchie,  Wash. 
POCKLINGTON,  CLIFFORD  TAP,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  March  30,  1916. 

Died :  U.  S.  S.  Arkansas,  May  25,  1917. 

Cause:  Killed  by  interurbau  car. 

Next  of  kin :  Father,  Cornelius  Pocklington,  Hollaway,  Mich. 
POE,  LEONARD  ANDREW,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  19,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :    Influenza. 

Next  of  kin:  Mother,  Lizzie  Weber  Poe,  R.  R.  2,  Williston,  N.  Dak. 
POFF,  ALFRED,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  20,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Mother,  Julis  Poff,  Murphreesboro,  Tenn. 
POFF,  MURRY  JOHNSON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  June  8,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pleurisy,  following  pneumonia. 

Next  of  kin :  Father,  James  Andrew  Poff,  Willis,  Va. 

POFI,    QUIRING   JOSEPH,    carpenter's   mate,  'third   class,    United    States   Naval 
Reserve  Force. 

Enrolled:  Newport,  R.  I.,  June  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Vincenzo  Pofi,  551  Union  Avenue,  Providence,  R.  I. 
POHL,  JULIUS,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Staten  Island,  N.  Y.,  July  22,  1917. 

Died:  U.  S.  S.  Penobscot,  October  5,  1918. 

Cause :  Drowned. 

Next  of  kin:  Brother,  Hero  Pohl,  U.  S.  S.  Aeolus,  care  of  postmaster, 

New  York. 
POLAN,  VERNE  EMMETT,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  July  2,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Mahaska  Polan,  Orion,  Mich. 
POLAND,  ARCHIE  LEE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  15,  1918. 

Died :  U.  S.  S.  Solace,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  H.  Melvin"  Poland,  R.  R.  4,  Abilene,  Kans. 
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POLK,  GEORGE  RUSSELL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Tim  Polk  (address  unknown). 
POLLAN,  JOHN,  chief  boatswain's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  February  6,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Cousin,  Daniel  Curian,  320  Broadway,  Fall  River,  Mass. 
POLLARD,  DEWEY  OLIVER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Miami,  Fla.,  June  10,  1918. 

Died :  U.  S.  S.  Mercy,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Maggie  A.  Pollard,  Lemon  City,  Fla. 
POLLARD,  EDWARD  SPOTTSWOOD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  9,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  William  G.  Pollard,  Ayletts,  Va. 

POLLITT,  CHALMER  LEWIS,  electrician,  second  class   (R.),  United  States  Naval 
Reserve  Force. 

Enrolled :  Los  Angeles,  Calif.,  April  10,  1917. 

Died :  Naval  radio  station,  San  Diego,  Calif.,  May  5,  1918. 

Cause:  Drowning. 

Next  of  kin:  Mother,  Emma  Pollitt,  663  West  Thirty-fifth  Place,  Los  An- 
geles, Calif. 

POLLOCK,  DELBERT  THOMAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  4,  1918. 

Died  :  Naval  training  camp,  Seattle,  Wash.,  October  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Quincy  Elton  Pollock,  Burlington,  Kans. 
POMEROY,  RALPH  GORDON,  seaman,  second  class,  United  States  Navy   UCSIM-VC 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Mother,  Jessie  M.  Cutler,  4326  Lake  Park  Avenue,  Chicag  ..  Til. 
POMETTA,  JAMES  JOHN,  landsman  electrician  (R.),  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  November  26,  1917. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  23,  1918. 

Cause:  Influenza,  pneumonia. 

J*ext  of  kin :  Brother,  Alfred  J.  Pometta,  Benicia,  Calif. 

PONCE,  MICHAEL  FRANCIS,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  13,  1918. 

Died:  Brooklyn,  City  Hospital,  Brooklyn,  N.  Y.,  September  23.  11) IS. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  John  J.  Ponce,  8  Acorn  Street,  Elmhurst,  N.  Y. 
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POOL,  JESSE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  8,  1917. 

Died :  U.  S.  S.  South  Carolina,  May  31,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Julia  Pool,  Baldwin,  Ga. 
POPE,  ABCHIE  HARRIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  15,  1917. 

Died :  U.  S.  S.  Solace,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Willmon  H.  Pope,  Columbia,  Miss. 
POPE,  GEORGE  ERSKINE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  December  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ammie  May  Barrett  Pope,  South  Jacksonville,  Fla., 

Box  51. 
POPE,  RTJFUS  EARL,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  May  20,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Nancy  E.  Pope,  London,  Ky. 
POPE,  WILLIAM  ARCHIE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  April  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Josphine  Pope,  138  Overton  Place,  Knoxville,  Tenn. 
PORTER,  AMOS  MARCELLUS,  shipfitter,  second  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Kate  C.  Porter,  Ashland,  Va. 

PORTER,  BERNARD  LA  CHANCE,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Cincinnati,  Ohio,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Chase  T.  Porter,  Richwood,  Ohio. 

PORTER,  GORDON  CRUISERS,  gunner's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  St  Louis,  Mo.,  April  6,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  J.  Scanlon,  317  Dix  Avenue,  Detroit,  Mich. 

PORTER,  HARRY  PAGE,  hospital  apprentice,  second  class,  United  States  Navy. 
Enlisted:  Portland,  Me.,  April  26,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 
Cause :  Pneumonia,  lobar.        • 
Next  of  kin :  Father,  Bert  Page  Porter,  Bodwell  Street,  Sanford,  Me. 
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PORTER,  WILLIAM  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  United  States  Naval  Auxiliary  Reserve  School,  Chicago,  111.,  May 
14,  1918. 

Died:  Naval  Auxiliary  Reserve,  Cleveland,  Ohio,  August  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.   Sarah  Porter,  4153  North  Ashland  Avenue, 

Chicago,  111. 
PORTER,  WILLIAM  I.,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  5,  1918. 

Died :  U.  S.  S.  West  Bridge,  August  15,  1918. 

Cause:  Died  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  May  E.  Porter,  8114  Sixty-sixth  Avenue  SE.,  Portland, 

Oreg. 
PORTNER,  CHARLES  AUGUSTUS,  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  16,  1917. 

Died:  U.  S.  S.  Benham,  July  22,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Theresa  Russell,  1501  North  Fulton  Avenue,  Balti- 
more, Md. 
POST,  CARL  JOHN,  landsman,  electrician  (R.),  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Gladys  Alene  Post,  Thnyer,  Kans. 

POST,    FREDERICK,    ELSWORTH,   machinist's   mate,   second   class,    United    States 
Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  October  1,  1917. 

Died:  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Died  when  vessel  foundered. 

Next  of  kin :  Father,  Fred  E.  Post,  98  Second  Street,  Keyport,  N.  J. 
POSTON,  CHARLES  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cynthia  Ann  Poston,  Des  Arc,  Mo. 
POTE,  GEOBGE  WASHINGTON,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  January  8,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Sister,  Mabel  Pote,  2021  Frankford  Avenue,  Philadelphia,  Pa. 
POTIER,  SYLVAIN,  fireman,  third  class,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  24,  1917. 

Died :  Naval  Hospital,  Charleston,  S.  C.,  January  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Adam  Potier,  R.  F.  D.  1,  Breaux  Bridge,  La. 
POTTER,  CHARLES  GILBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  4,  1918. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Jane  Potter,  Alba,  Mich. 
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GKORGK  ARTHVR,  seaman,,  second  class,  United  States  Naval   Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Birt  Potter,  Canton,  Iowa. 

POTTEK,  HAROLD  CLARK,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  April  20,  1918. 

Died:  Naval  hospital,  Annapolis,  Md.,  October  19,  1918. 

Cause:  Pneumonia,  following  influenza. 

Next  of  kin :  Mother,  Sarah  Jenkins,  Melville,  N.  Dak. 
POTTER,  HARRY  LEROY,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  June  29,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs."  Emma  J.  Potter,  108  East  McClure  Avenue, 

Peoria,  111. 

POTTER,  NORMAN  CHARLES,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled  :  Pittsburgh,  Pa.,  July  12,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 

Cause:   Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  E.  Potter,  box  584,  Wellsburg,  W.  Va. 
POTTS,  HARRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Indianapolis,  Ind.,  December  14,  1917. 

Died :  U.  S.  S.  Shaw,  October  9, 1918. 

Cause :  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  Owen  Potts,  Crestwood,  Ky. 
POTZ,  Louis,  ship  fitter,  second  class,  United  States  Navy. 

Enlisted :   Detroit,  Mich.,  March  21,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Fred  J.  Potz,  551  Ashland  Avenue,  Detroit,  Mich. 
POTJLSON,  JOHN  HENRY,  fireman,  first  class,  United  States  Navy. 

Enlisted :   Salt  Lake  City,  Utah,  April  14,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  28,  1918. 

Cause :   Broncho-pneumonia. 

Next  of  kin :  Father,  John  A.  Poulson,  Mammoth,  Utah. 
POWELL,  ALONZO  GRISWOLD,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Burlington,  Vt,  January  8, 1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause :    Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Christine  Powell,  Jeffersonville,  Vt. 
POWELL,  FOSTER  SAUNDER,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :   Norfolk,  Va.,  May  10,  1918. 

Died  :  While  on  leave,  October  21,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Mother,  Edna  Virginia  Powell,  2002  Grove  Avenue,  Richmond, 
Va. 
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POWELL,  JAMES  POLK,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  July  23,  1917. 

Died :  Navy  collier  Cyclops,,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Lisbon  L.  Powell,  Kemp,  Tex. 
POWEBS,  CLYDE  SELBY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Peoria,  111.,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Feme  Warrick  Powers,  Waynesville,  111. 
POWERS,  FRANK  HERBERT,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  3,  1917. 

Died :  U.  S.  S.  Roe,  Naval  Base  Hospital  No.  5,  July  3,  1918. 

Cause:  Tetanus. 

Next   of   kin:  Father,    George   Powers,    1313   Kenton    Street,    Springfield, 

Ohio. 
POWERS,  FRANK  JAMES,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Peoria,  111.,  January  9,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edmond  Powers,  1116  Second  Avenue,  Peoria,  111. 
POWERS,  JOSEPH  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  6,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  August  10,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Joseph  Powers,  1138  Wenona  Avenue,  Oak  Park,  111. 
POWERS,  LINWOOD  LAWRENCE,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  December  15,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  15,  1918. 

Caiise:  Influenza. 

Next  of  kin :  Wife,  Linda  Powers,  2  Armstrong  Street,  Portsmouth,  Va. 
POWERS,  RAYMOND  ORA,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Edith  F.  Davis,  Plainville,  Ohio. 
POWERS,  ROBERT  HARDY,  painter,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  June  4,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Mary  Powers,  R.  D.  2,  Asheville,  N.  C. 
POYNEER,  WARNER  RAYWALT,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Buffalo,  N.  Y.,  December  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Seymour  Poyneer,  Branchfort,  N.  Y. 
PRATHER,  DEWEY  RAY,  electrician,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  March  19,  1917. 

Died:  Naval  hospital,  Key  West,  Fla.,  October  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Ellen  Prather,  box  45-O,  route  3,  Thirty-ninth 
and  Wolman  Streets,  San  Diego,  Calif. 
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PBATT,  CHESTER  HARMON,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ester  Harmon  Pratt,  Durand,  Mich. 

PBATT,  CLATJDE  EDWAKD,  landsman  electrician    (R),  United   States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  City,  Mo.,  December  11,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gertrude  M.  Pratt,  Lindsborg,  Kans. 
PRATT,  HAROLD  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  December  21,  1916. 

Died :  Brooklyn  home  for  consumptives,  Brooklyn,  N.  Y.,  October  23,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Guardian,  Frank  Cram,  27  Wilson  Street,  Eastport,  Me. 
PRAY,  HARRY  ORTON,  electrician,  second  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Traverse  City,  Mich.,  July  23,  1917. 

Died :  U.  S.  S.  Indiana,  February  8,  1918. 

Cause :  Abscess  of  lung. 

Next  of  kin :  Father,  George  E.  Pray,  Traverse  City,  Mich. 
PRESCOTT,  CHARLES  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  8,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  8,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Bertha  M.  Walsh,  121  Charles  Street,  Boston,  Mass. 
PRESTON,  JOHN  RICHARD,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Newport,  R.  I.,  December  10,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mary  Preston,  19  Meadow  Avenue,  Lonsdale,  R.  I. 
PRICE,  HARRY,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  April  10,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Brother,  Simon  Price,  67  Joy  Street,  Boston,  Mass. 
PRICE,  HERBERT  REGINAL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  23,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Herbert  R.  Price,  1616  Ellamont  Street,  Baltimore,  Md. 
PRICE,  JESSE  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  June  19,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Joseph  Edward  Price,  Shenandoah  Junction,  W.  Va. 
PRICE,  JULIUS  CLYDE,  landsman  yeoman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  July  13,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.;-October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Frances  Wright  Price,  Summerville  Road,  Rome,  Ga. 
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I'KHK,  ],A\vi:Ki\rK  IlANNON,  fireman,   third  class.   I'niicd   States  Naval 
Force. 

Enrolled:  Kansas  City,  Mo.,  October  10,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  December  12,  1917. 

Cause:  Suicide. 

Next  of  kin :  Wife,  Gertrude  M.  Price,  4530  South  Ben  ton  Street,  Kansas 

City,  Mo. 

PRICK,  THOMAS  EDWIN,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Ocean  City,  Aid.,  August  17,  1917. 

Died :  United  States  Army  hospital,  Alailly,  Marne,  France,  October  22,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Cornelia  Price,  Centerville,  Md. 

PRII.LAMAN,  SKTH  EDWIN,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  June  3,   1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Elkanah  Prillauian,  Callaway,  Va. 

PRINGLE,  BRUCE  CHARLES,  fireman,  third  class,   United   States   Naval   Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  June  28,  1918. 

Died:  U.  S.  S.  Mercy,  October  11,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Father,  George  It.  Pringle,  18  Thompson  Court,  Pontiac,  Mich. 
PRINZ,  FRANK  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  23,  1917. 

Died:  U.  S.  S.  Michigan,  January  15,  1918.      . 

Cause :  Skull  fractured. 

Next  of  kin :  Father,  Henry  Hurdelbrink,  Sherwood,  N.  Dak. 
PRITCHARD,  WILLIAM  HENRY,  fireman,  second  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  December  8,  1917. 

Died:  United  States  naval  hospital,  Liege,  Scotland,  November  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Harriet  Pritchard,  Plymouth,  Calif. 

PRITZLAFF,  CHARLES  PHILLIP,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Edith  Elizabeth  Pritzlaff,  4538  North  Ashland  Avenue, 

Chicago,  111. 

PROCTOR,  BASH,  ALLEN,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Baltimore,  Md.,  December  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  14, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Proctor,  Shadyslde,  Md. 

PROFFITT,  JOHN  MILTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C.,  July  11,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Madison  Proffitt,  Burnsville,  N.  C. 
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PBOUTY,  LLOYD  LENTON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  24,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  25,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  Merritt  A.  Prouty,  Davenport,  Wash. 

PBYOB,  JAMES  PATRICK,   seaman,  second  class,   United   States  Naval   Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  HI.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Pryor,  30  Radford  Street,  Yonkers,  N.  Y. 
PBZYBYLSKI,  VALENTINE,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  24,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  5,  1918. 

• 

Cause :  Gunshot  wound. 

Next  of  kin:  Father,  Mr.  Leon  Przybylski,  150  Rother  Avenue,  Buffalo, 

N.  Y. 

PUTFEB,  PERCY  WILBUR,  landsman  machinist's  mate  (A),  United  States  Navy. 
Enlisted :  Burlington,  Vt.,  December  15,  1917. 
Died :  Naval  training  station,  naval  operating  base,  Norfolk,  Va.,  May  25, 

1918. 

Cause:  Killed  in  street-car  accident. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  A.  Puffer,  Columbia,  Me. 
PUGH,  DAVID  EDWIN  CLAUDE,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Nashville,  Tenn.,  December  10,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  January  4,  1918. 
Cause :  Lobar  pneumonia. 
Next  of  kin :  Mother,  Albionia  Rogers  Pugh,  3735  North  Fifteenth  Street, 

Philadelphia,  Pa. 
PUGH,  ItussELL  HAWORTH,   apprentice  seaman.  United  States  Naval  Reserve 

Force. 

Enrolled:  Philadelphia,  Pa.,  July  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  4,  1918. 
Cause:  Influenza. 
Next  of  kin:  Mother,  Albionia  Rogers  Pugh,  3735  North  Fifteenth  Street, 

Philadelphia,  Pa. 
PTJLHAM,  CHARLES  ALEXANDER,  hospital  apprentice,   first  class,  United  States 

Navy. 

Enlisted :  Baltimore,  Md.,  May  29,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  Thomas  W.  Pulham,  2934  East  Baltimore,  Balti- 
more, Md. 
PTJLIS,  JAMES  BBYSON,  ship's  cook,  third  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Navy  yard,  New  York,  N.  Y.,  August  7,  1917. 
Died :  U.  S.  S.  George  Washington,  March  30,  1918. 
Cause:  Asphyxiation  by  illuminating  gas. 
Next  of  kin:  Wife,  Mrs.  Margaret  J.  Pulis,  138  Elder  Street,  Brooklyn, 

N.  Y. 
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PULLEY,  WILLIAM  ROBERT,  seaman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mrs.   John  Thomas  Pulley,   543  Octavia   Street,   New   Or- 
leans, La. 
PULS,  EDWIN  ERNEST,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Mountainside  Hospital,  Montclair,  N.  J.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sarah  Ernestine  Puls,  368  Seventeenth  Avenue,  Milwaukee, 

Wis. 
PULVER,  HAROLD  LESLIE,  seaman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  May  7,  1917. 

Died :  Naval  hospital,  New  York,  September  21,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Emma  Pulver,  119  West  Main  Street,  Meriden, 

Conn. 
PURCELL,  JOHN  LEO,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Syracuse,  N.  Y.,  June  3,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Purcell,  Richfield  Springs,  N.  Y. 
PURINTON,  NATHANIEL  SNOW,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Portland,  Me.,  June  26,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,   Mrs.   Marion   Stevens,   189  Lisbon   Street,   Lewis- 
ton,  Me. 

PURINTON,  ROLAND  EARLE,  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bath,  Me.,  April  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Emery  E.  Purinton,  Bowdoinham,  Me. 
PURVIS,  CLAUDE  H.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  16, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Francis  A.  Purvis,  Puckett,  Miss. 
PURVIS,  WILLIAM  V.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  7,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  17, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Cornelia  Purvis,  R.  F.  D.  No.  2,  box  50,  Pela- 

hatchie,  Miss. 
PUTNAM,  AVERT  WENTWORTH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  March  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Mary  Patterson  Putnam,  Rutland,  Mass. 


607 

PUTNAM.  EDWARD  PAYSON,  landsman  for  ship's  fitter  (Aviation),  United  States 
Naval  Reserve  Force. 

Enrolled :  Lewiston,  Me.,  August  6,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Aunt,  Mrs.  Elizabeth  F.  Grover,  60  Burleigh  Street,  Water- 

ville,  Me. 
PUTNAM:,  ROY  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  20,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin :  Father,  William  H.  Putnam,  Phoenix,  Ala. 
QVEEXEY  LAWRANCE,  seaman,  second  das-,  United  States  Naval  Reserve  Force. 

Enrolled:  St.   Loui  ,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Marie  Queeney,  Hillsboro,  Ind. 

QUENNELL,  HAKKY  IRVING,  pharmacist's  mate,  third  class,  United  States  Naval 
Reserve   Force. 

Enrolled:  Boston,  Mass.,   September  20,  1917. 

Died:     Naval  training  camp,  Deer  Island,  Mas-.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hattie  L.  Quennell,  244  Broadway,  Somerville,  Mass. 
QUESTO,  CLARENCE  GEORGE,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Lodi,  Calif.,  June  25,  1917. 

Died:  U.  S.  S.  Ringold,  November  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mrs.  Anna  Ariola,  Altaville,  Calif. 

QUIDADO,  GABINO,  boatswain's  mate,  fir.  t  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cavite,  P.  I.,  June  16,  1917. 

Died:  U.  S.  S.  Abarenda,  October  25,  1918. 

Cause :  Killed  on  board  ship. 

Next  of  kin :  Wife,  Lonmrada  Quidado,  305  Asoncion,  Manila,  P.  I. 
QUILL,  JOHN  ALOYSIUS,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,   July  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Washington,  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Nevt  of  kin :  Si  ter,  Nora  Henley,  1304  West  Third  Street,  Wilmington,  Del. 
QUINLAN,  JOHN  JAMES,  chief  water  tender,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  December  9,  1913. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  20,  1917. 

Cause :  Valvular  disease. 

Next  of  kin:  Mother,  Ellen  Quinlan,  19  Bellevue  Street,  Bedford,  Mass. 
QUIST,  HENRY  GOTFRED,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  June  7,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  30,  1918. 
.  Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Hanna  Quist,  3932  Seton  Avenue,  Bronx,  N.  Y. 
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QUOTA.  THOMAS  C,\'\,  apprentice  seaman,  1'niied  Stales  Navy. 

Enlisted :  Hou.  ton,  Tex.,  November  15,  1917. 

IMi-d:  Naval  hospital,  Charleston,  S.  C.,  January  10,. 1918. 

<'ausi>:  Meningitis. 

Next  of  kin:  Father,  Henry  Quota,  Youkum,  Tex. 

RAASCH,  CHARLES  ALBERT,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Charles  C.  Raasch,  1212  Bradberry  Street,  Indian- 
apolis, Ind. 

RABUN,  CHARLES  DOUGLAS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlanta,  Ga.,  June  4, 1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  12,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Howell  C.  Rabun,  Villa  Rica,  Ga. 

RABBOT,  WILLIAM  F.,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  January  31,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Mrs.  P.  J.  Crowley,  230  West  One  hundred  and  fortieth 

Street,  New  York,  N.  Y. 

RADDE,  WALTER  CHRIST,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  15,  1918. 

Died :  Base  Hospital  No.  101,  October  18,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Augusta  Radde,  3537  South  Robey  Street,  Chi- 
cago, 111. 

RADFORD,  CARROLL  HEBER,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  June  3,  1918. 

Died:  United  States  Naval  Air  Station,  Eastleigh,  England,  October  10, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Heber  R.  Radford,  130  Church  Street,  Kewanee,  111. 
RAGAN,  RAY  CALVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  6, 1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Jane  Ragan,  Mercer,  Mo. 
RAHM,  ARCHIE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  3,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  25  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Frank  Rahm,  Sheldon,  111. 
RAHTZ,  ALBAN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  9, 1915. 

Died :  U.  S.  S.  De  Kalb,  September  23, 1917. 

Cause:  Drowned. 

Next  of  kin :  Brother,  Leo  Rahtz,  New  Castle,  Ind. 
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RAILEY,  STEELING  ANGLAIBE,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2, 1918. 

Cause: Influenza. 

Next  of  kin:  Father,  Sterling  P.  Railey,  1822  Jefferson  Avenue,  Coving- 
ton,  Ky. 
RAINES,  GEORGE  AKTHUR,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  June  15,  1916. 

Died :  Marine  barracks,  Quantico,  Va.,  February  6,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Emma  Raines,  Myrtle  Creek,  Oreg. 
RALEY,  BENJAMIN  NEWTON,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  September  10,  1915. 

Died:  U.  S.  S.  Utah,  April  3,  1918. 

Cause :  Accidental  drowning. 

Next  of  kin :  Mother,  Emily  N.  Raley,  Jefferson,  S.  C. 
RAMAGE,  EVAN  LOVELESS,  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  15,  1913. 

Died :  Naval  hospital,  Las  Animas,  Colo.,  June  18,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Father,  Andrew  H.  Ramage,  201  Avenue  B,  Ensley,  Ala. 
RAMEY,  RUFUS  CLEAVLAND,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled.  Seattle,  Wash.,  April  8,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Arthur  F.  Ramey,  R.  F.  D.  1,  Sedro  Woolley,  Wash. 
RAMSAY,  WILLIAM  NOEMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  August  9,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Julia  Ramsay,  173  Burbank  Street,  Pittsfield,  Mass. 
RAMSEY,  HENRY  OTIS,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  January  18,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Mother,  Johanna  Ramsey,  Graniteville,  S.  C. 
RAMSEY,  JOSEPH,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  13,  1918. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  25,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :   Father,  Joseph  Ramsey,  407  Tompkins  Avenue,  Brooklyn, 
N.  Y. 

RAMSEY,  WILLIAM  HENRY,  seaman,  second  class,  United  States  Navy. 
Enlisted :  New  Haven,  Conn.,  April  4,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  December  11,  1917. 
Cause :  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Sarah  Ramsey,  52  Wilson  Street,  Waterbury,  Conn. 
174483—20 39 


610 

RANDALL,  WILLIAM  HENBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  24,  1918. 

Died:  U.  S.  S.  Nebraska,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  B.  Randall,  East  Main  Street,  Tilton,  N.  H. 
RANDOLPH,  PAUL  PHELPS,  seaman,  United  States  Navai  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  August  17,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Mother,  Susan  Randolph,  Milton,  Wis. 
RANEY,  ROY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  George  Raney,  Pierceville,  Ind. 
RANFT,  ERNEST  EDWABD,  water  tender,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  February  20,  1918. 

Died:  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Dorothy  Turpin,  601  West  One  hundred  and  sixty- 
fourth  Street,  New  York,  N.  Y. 

RANKIN,  JULIAN   CECIL,   fireman,   third  class,   United   States  Naval   Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  December  10,  1917. 

Died:  Navy  yard,  Mare  Island,  Calif.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Caroline  Rankin,  17  Main  Street,  Santa  Rosa,  Calif. 
RANN,  LUCIEN  ARNOLD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  September  15,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  August  12,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Mother,  Gertrude  A.  Rann,  304  Wayne  Street,  Manchester, 

Iowa. 

RANNA,   VINCENT  JASPER,   apprentice   seaman,   United   States   Naval   Reserve 
Force. 

Enrolled:  New  Orleans,  La.,  July  11,  1918. 

Died:  Naval  hospital,  Gulfport,  La.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Mattice  Ranna,  2533  Constance  Street,  New 

Orleans,  La. 
RANZINO,  SALVADOKE,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Baltimore,  Md.,  May  27,  1918. 

Died:  Naval  training  station,  Hampton  Roads,  Va.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  Ranzino,  1017$  East  Lombard  Street,  Balti- 
more, Md. 
RAPS,  WALTER  JOHN,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  28,  1916. 

Died :  Naval  hospital,  New  York,  N.  Y.,  July  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lena  Raps,  1510  Amsterdam  Avenue,  New  York,  N.  Y. 
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RATCLIFFE,   ALBERT    EDWARD,    machinist's    mute,   second    class,    United    States 
Naval  Reserve  Force. 

Enrolled :  New  London,  Conn.,  April  11,  1917. 

Died :  U.  S.  S.  George  Washington,  June  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Maria  Crooker,  39  Twelfth  Street,  New  London, 

Conn. 
RATCLIFFE,  CLELAND  KINLOCK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  8,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Brother,  Elton  A.  Ratcliffe,  101  West  Grace  Street,  Richmond, 

Va. 

RATEKMAN,  LAWRENCE  BERNARD,  landsman  for  electrician    (R),  United  States 
Naval  Reserve  Force. 

Enrolled:  Cincinnati,  Ohio,  May  18,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Theodore  A.  Raterman,  3216  West  Eighth  Street,  Cin- 
cinnati, Ohio. 

RATHBONE,  GUY  BROWN,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  July  17,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Lorena  Rathbone,  1304  Redgate  Avenue,  Norfolk,  Va. 
RATHBONE,  PETER  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  October  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  James  T.  Rathbone,  Bakersville,  N.  C. 
RATBUN,  LLOYD  MAHLON,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  September  24,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  ship. 

Next  of  kin :  Mother,  Mrs.  S.  M.  Jacobson,  Belgrade,  Nebr. 
RATHERT,  WILLIAM  PRICE,  electrician,  third  class  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Minneapolis,  Minn.,  July  16,  1918. 

Died:  Minneapolis,  Minn.,  September  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Sarah  L.  Rathert,  Cresco,  Iowa. 

RATHKE,  HENRY  PHILIP  WALTER,  yeoman,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  New  Orleans,  La.,  May  31,  1917. 

Died :  New  York,  N.  Y.,  September  25,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Mrs.   C.   J.   Rathke,   5935   Coliseum   Street,   New 
Orleans,  La. 
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RAUCHT,  LLE  FBANK,  laudsuiaii  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  July  8,  1918. 

DJed:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ina  Raught,  Glenco  Mills,  N.  Y. 
RAUSCH,  LEELAND  CASTER,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  July  12,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cora  B.  Rausch,  Rial  to,  Calif. 

RAUSCH,  OSCAR  EDM-ARD,  yeoman,   third  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  8,  1918. 

Died:  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elmira  B.  Rausch,  Pine  Grove,  Pa. 

RAWLKIGH,  WILBUR  THOMAS,  landsman  for  musician,  United  States  Naval  Re- 
•          serve  Force. 

Enrolled:  Great  Lakes,  111.,  February  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Caro  R.  Rawleigh,  440  Stephenson  Street,  Freeport,  111. 
RAWSON,  JOHN  PERRY,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newark,  N.  J.,  May  4,  1918. 

Died :  U.  S.  S.  Leviathan,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Joseph  B.  Rawson,  96  Essex  Avenue,  Glen  Ridge,  N.  J. 
RAY,  CLARENCE  ARTHUR,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  December  7,  1914. 

Died :  United  States  Army  Hospital  No.  53,  Marseille,  France,  October  27, 
1918. 

Cause:  Empyema. 

Next  of  kin :  Mother,  Mrs.  Emma  Ray,  2700  Uniatilla  Street,  Denver,  Colo. 
RAY,  HERBERT  SYLVESTER,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  April  9,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Florence  F.  Ray,  56  West  Pearl  Street,  Burlington, 

N.  J. 
RAY,  WILLIAM  LEWIS,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Katherine  Ray,  Eyota,  Minn. 
RAYBURN,  EDGAR  DOANE,  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  July  31,  1914. 

Died:  U.  S.  S.  Alamance,  October  23,  1917. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Ida  Rayburn,  1854  North   Seventh  Street,  Kansas 
City,  Kans. 
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RAYBURN,  LOYAT,,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  May  2,  1917. 

Died:  Bushton,  111.,  July  22,  1917. 

Cause :  Killed  in  auto  accident. 

Next  of  kin :  Father,  A.  W.  Rayburn,  Arcola,  111. 

RAYMOND,  MILES  LATHROP,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  July  3,  1918. 

Died :  Naval  training  camp,  Camp  Logan,  111.,  October  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Lucius  H.  Raymond,  Pisgah,  Iowa. 

RAYNOR,  WILLARD  ELMER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled,  Albany,  N.  Y.,  June  25,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Lena  Raynor,  Wolcott,  N.  Y. 

REA,  JOHN  JAMES,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  March  9,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  October  13,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Joseph  Rea,  226  Whiten  Street,  Jersey  City,  N.  J. 
READER,  ALFRED  WILLIAM,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  April  14,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  January  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eva  B.  Reader,  Short  Beach,  Conn. 
READY,  ROY  BEN,  coxswain,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  January  4,  1915. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Anderson  Ready,  Valley  Falls,  Kans. 
REAGAN,  HARMON  FRANKLIN,  chief  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Puget  Sound,  Wash.,  April  9,  1917. 

Died:  Naval  training  camp,  Seattle,  Wash.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Nell  Reagan,  615  Valley  Street,  Seattle,  Wash. 
REAM,  JOHN  S.,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  27,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  21,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eleanor  Ream,  Clinton,  Mo. 

REARDON,  TIMONY  PATRICK,  machinist's  mate,  first  class   (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  July  30,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Margaret  Reardon,  30  Division  Street,  Fall  River, 
Mass. 
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KKUURN,  EENEST,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  25,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Harry  Reburn,  Havre  de  Grace,  Md. 
UEBUKN,  KASPEU  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  November  8,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,   Emma  G.   Reburn,   116  East   Seventeenth   Street, 

Minneapolis,  Minn. 
RKCKLESS,  PATRICK,  seaman,  second  class,  United  States  Naval  Reserve  Force, 

Enrolled :  Scranton,  Pa.,  May  18,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  21,  1918. 

Cause:  Influenza. 

Next   of   kin :    Mother,   Elizabeth    Reckless,    1017    Carmen    Street,    Dixon 

City,  Pa. 
REDDICK,  LORAN  CHADDBICK,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  15,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Gertie  L.  Reddick,  Clatskanle,  Oreg. 
REDDING,  OBVTLLE  BRADFORD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  H.  Redding,  Howard,  S.  Dak. 
REDDING,   VIRGIN  THOMAS,  apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Flossie  Redding,  195  West  High  Street,  London,  Ohio. 
REDMAN,  WILLIAM   FREDERICK,   machinist's  mate,  second   class.   United   States 
Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C.,  December  6,  1917. 

Died :  Naval  aviation  forces,  foreign  service,  August  21,  1918. 

Cause :  Killed  in  seaplane  accident,  Brest  Harbor. 

Next  of  kin :  Mother,  Martha  J.  Redman,  Bladensburg,  Md. 
REED,  HENRY  SHAW,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  December  7,  1917. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:   Father,  Richard  H.   Reed,  186  Bay  View  Boulevard,   Port 

Norfolk,  Va. 

REED,  LUCIAN  ESTLE,  landsman  for  electrician  (G),  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  May  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Martin  H.  Reed,  R.  F.  D.  3,  Stanford,  Ky. 
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REED,  ROY  LEE,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  August  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  13, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Margaretta  B.  Reed,  Perea,  N.  Mex. 

REED,  WILLIAM  AUBREY,  landsman  for  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Washington,  D.  C.,  February  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  16,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Minnie  M.  Reed,  4125  River  Road  NW.,  Washing- 
ton, D.  C. 
REEDEB,  CLEO  CLETTUS,  fireman,  third  class,  United  States  Naval  Reserve  Force, 

Enrolled:  Peorio,  111.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Samuel  A.  Reeder,  Bement,  111. 
REEP,  EABLE  LESLIE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  May  9,  1917. 

Died :  U.  S.  S.  Mercy  May  29,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ella  Reep,  Mount  Clemens,  Mich. 
REESE,  JAMES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Denver,  Colo.,  June  6,  1918. 

Died :  Receiving  ship  at  Mare  Island,  Calif.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Alice  C.  Reese,  Somerset,  Colo. 
REESE  LLOYD  VEBNON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  30,  1917. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  August  10,  1917. 

Cause:  Abscess  of  brain. 

Next  of  kin:  Father,  Albert  M.  Reese,  7  East  Fulton  Street,  Johnstown, 

N.  Y. 
REESE,  POWELL,  chief  commissary  steward,  United  States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  April  1,  1918. 

Died:  Receiving  ship  at  Great  Lakes,  111.,  October  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Julia  M.  Reese,  608  West  Adams  Street,  Chicago,  111. 
REEVES,  FRED,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  11,  1917. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  January  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Marion  Reeves,  R.  R.  2,  Troy,  Tenn. 
REEVES,  JACK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  May  17,  1918. 

Died :  Naval  hospital,  naval  base,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Reeves,  Blanchard,  Okla. 

REEVES,    JOHN   WILLIAM,    apprentice   seaman.    United    States   Naval   Reserve 
Force. 

Enrolled:  Nashville,  Tenn.,  July  24,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Libby  W.  Reeves,  Oliver  Springs,  Tenn. 
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REEVES,  WILLIAM  GIBSON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Richard  W.  Reeves,  Pittsboro,  Miss. 
REGAN,  ANTHONY  VINCENT,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  25,  1917. 

Died:  At  home,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Dorothy  Regan,  782  Eleventh  Avenue,  Astoria,  Long 

Island,  N.  Y. 
REGAN,  JEREMIAH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Regan,  Gurteen  Omahon  Bandon,  Cork,  Ireland. 
REGAN,  MICHAEL  JOHN,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  March  14,  1918. 

Died :  Volunteer  hospital,  New  York,  N.  Y.,  May  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Regan,  Gurteen  Omahon  Bandon,  Cork,  Ireland. 
REGABS,  HOWARD  GEORGE,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Daniel  Regars,  Florence,  N.  J. 

REGNIER,  WILLIAM  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  11,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Louis  Regnier,  9  Hales  Court,  Lowell,  Mass. 
REHM,  HAEOLD  AUGUST,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  7,  1918. 

Died :  Navy  rifle  range,  Peekskill,  N.  Y.,  October  4,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  August  Rehm,  204  North  Newell  Street,  Kenosha,  Wis. 
REICHNEB,   HENRY  ALFRED,   hospital   apprentice,   second   class,   United    States 
Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  22,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Bella  M.  Reichner,  1909  Green  Street,  Philadelphia, 

Pa. 
REID,  J.  C.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  C.  Reid,  Mount  Vernon,  Mo. 
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REID,  PAUL  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  April  17,  1917. 

Died :  U.  S.  S.  Navajo,  at  Pearl  Harbor,  Hawaii,  September  17,  1917. 

Cause:  Tuberculosis,  pulmonary. 

Next  of  kin :  Mother,  Mrs.  Mary  J.  Coberly,  Newbury  Park,  Calif. 
REIDINGEB,  LOREN  L.,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  30,  1917. 

Died :  Naval  hospital,  L'Orient,  France,  September  24.  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Reidinger,  Fort  Wayne,  Ind. 
REIF,  ANTHONY  WILLIAM,  baker,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  August  7,  1918. 

Died :  Navy  yard,  Mare  Island.  Calif.,  October  19,  1918. 

Caiise:  Influenza. 

Next  of  kin :  Mother,  Margaret  Reif,  3903  Lee  Avenue,  St.  Louis,  Mo. 
REIF,  FKEDEBICK  EDWIN,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  February  9,  1916. 

Died :  Torpedo  station,  Newport,  R.  I.,  May  8,  1918. 

Cause:  Drowning. 

Next  of  kin :  Brother,  Charles  W.  Reif,  Company  L,  Sixth  Infantry,  United 

States  Army. 

REIFSCHNEIDEB,  HAKRY  HUGH  THOMAS,  hospital  apprentice,  first  class,  United 
States  Navy. 

Enlisted :  Chicago,  111.,  June  21,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Pearl  Reifschneider,  2232  Wesley  Avenue,  Evanston, 

111. 

REILLY,   EDWARD   JOSEPH,   carpenter's  mate,   first  class.   United   States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  December  1,  1917. 

Died:  United  States  naval  air  station,  Lough  Foyle,  Ireland,  August  31, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Margaret  Reilly,  204  Emerson  Street,  South  Boston, 

Mass. 
REILLY,  THOMAS  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  14,  1917. 

Died:  Naval  hospital,  Pauillac,  France,  September  25.  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Michael  Reilly,  836  Whitlock  Avenue,  Bronx,  N.  Y. 
REILLY,  WILLIAM  FRANCIS,  coxswain,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  11,  1915. 

Died :  U.  S.  S.  Nebraska,  August  8,  1917. 

Cause:  Drowned. 

Next  of  kin:  Brother,  John  Reilly,  278  West  One  hundred  and  fifteenth 

Street,  New  York,  N.  Y. 
REIMANN,  WALTER  A.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  December  5,  1917. 

Died:  At  home,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Reimann,  box  28,  Windsor,  Calif. 
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REINDL,  ERIC  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  June  15,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Walter  Reindl,  1831  South  Springfield  Avenue,  Chi- 
cago, 111. 
REINGOLD,  HARRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jacob  Reingold,  1130  South  Whipple  Street,  Chicago, 

111. 
REINHARDT,  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  March  31,  1916. 

Died :  U.  S.  S.  Jupiter,  June  12,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Angle  Reinhardt,  324  East  Sixty-sixth  Street,  New 

York,  N.  Y. 
REINHARDT,  WILLIAM  CORNELIUS,  plumber  and  fitter,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  June  4,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  11,  1918. 

Cause:  Ulcer  of  stomach. 

Next  of  kin :  Father,  Peter  Reinhardt,  4307  Commercial  Avenue,  Omaha, 

Nebr. 

REINKE,  RUDOLPH  AUGUST,  electrician,  third  class,  United   States  Naval   Re- 
serve Force. 

Enrolled:  Milwaukee,  Wis.,  June  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  10,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Bertha  Ileinke,  R.  F.  D.  1,  Underbill,  Wis. 
REINOEHL,  WALTER  ALFRED,  pharmacist's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  April  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  ship. 

Next  of  kin :  Mother,  Elinore  Reinoehl,  3523  Nineteenth  Street,  San  Fran- 
cisco, Calif. 

REIS,  LAWRENCE  AUGUST,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  1,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  W.  Reis,  833  Sixth  Street,  New  Orleans,  La. 
REISS,  ESMOND  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  March  27,  1917. 

Died :  U.  S.  S.  Pennsylvania,  July  1,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Ernest  V.  Reiss,  204  West  Fourteenth  Street,  New 

"York,  N.  Y. 
REITMAN,  EMIL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  June  12,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Louis  Reitnmn,  698  Twelfth  Avenue,  Milwaukee,  Wis. 
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REIZENSTEIN,  WILBUR  KABL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  3,  1918. 

Died :  U.  S.  S.  Solace,  October  6,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of   kin :    Mother,    Sarah   Reizenstein,   564   West    One   hundred   and 

sixtieth  Street,  New  York,  N.  Y. 

KEMBOLD,    EDWARD   Loris.   apprentice   seaman,    United   States   Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother.   Minnie   F.   Rembold,  312  Callowhill   Street,  Phila- 
delphia, Pa. 
REMMELE,  BENJAMIN  ALFRED,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  7,  1917. 

Died :  Naval  training  station.  Great  Lakes,  111.,  March  27,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Mother,  Mrs.  Pauline  Remmele,  Sleepy  Eye,  Minn. 
REMMELE,  GEORGE  WIT,MONT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  28,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Ova  Remmele,  107  Vine  Street,  Marietta,  Ohio. 
RENFRO,  Iss  D.,  water  tender,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  October  10,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Mrs.  James  Randall,  2910  Memphis  Street,  El  Paso, 

Tex. 
RENNEB,  ELMER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  August  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  James  H.  Renner,  Cedarville.  Ky. 
RENOW,  ELIGTE  MONROE,  fireman,  second  class,  United  States  Navy. 
,   Enlisted :  Montgomery,  Ala.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Cora  Renow,  R.  3,  Warrior,  Ala. 
RENSHAW,  HERBERT  HAMMOND,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  February  19,  1914. 

Died :  U.  S.  S.  Thornton,  May  22,  1917. 

Cause :  Drowned. 

Next  of  kin :  Father,  George  E.  Renshaw,  416  Camden  Avenue,  Salisbury, 

Md. 
RESIDE,  EVERETT  MONROE,  seaman,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  September  7,  1916. 

Died :  U.  S.  S.  Pocahontas,  January  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ada  Reside,  11  Arthur  Street,  Binghamton,  N.  Y. 
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KETHEBFOKD,  EARL  FRANKLIN,  landsman  for  electrician  (R),  United  States  Naval 

Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  November  20,  1917. 
Died :  Naval  hospital,  Great  Lakes,  111.,  March  21,  1918. 
Cause :  Pneumonia,  lobar. 
Next  of  kin :  Father,  John  R.  Retherford,  333  East  Adams  Street,  Muncie, 

Ind. 

RETTIGER,  GEORGE  H.,  seaman,  National  Naval  Volunteers. 
Enlisted :  Brooklyn,  N.  Y.,  June  15,  1917. 
Died :  U.  S.  S.  Amphitrite,  December  15,  1917. 
Cause :  Hemorrhage. 

Next  of  kin:  Mother,  Emma  Holland,  941  Gravesend  Avenue,  Brooklyn, 
N.  Y. 

REUHL,  FRANK  JUSTUS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  15,  1917. 

Died :  New  York,  N.  Y.,  March  4,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Mother,  Bertha  Reuhl,  487  East  One  hundred  and  fifty-sixth 

Street,  New  York,  N.  Y. 
REUSS,  Louis,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Newport,  R.  I.,  April  25,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  John  Reuss,  90  Hargraves  Street,  Fall  River,  Mass. 
REUTHER,  GEORGE  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  July  24,  1918. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Edward  Reuther,  940  Maple  Avenue,  Dayton,  Ky. 
REYES,  BENIGNO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  2,  1917 

Died :  Naval  hospital.  Puget  Sound,  Wash.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  Felix  Reyes,  1420  Tondo  Street,  Manila,  P.  I. 
REYES,  PERFECTO,  native  fireman,  second  class,  United  States  Navy- 
Enlisted  :  Olangapo,  P.  I.,  September  15,  1913. 

Died :  Naval  hospital,  Canacao,  P.  I.,  April  29,  1917. 

Cause :  Abscess  of  liver. 

Next  of  kin:  Brother,  Tedoreo  Reyes,  108  Calle  Marine  Cainte,  P.  I. 
REYNDERS,  JOHN  V.,  Jr.,  electrician,  third  class,  National  Naval  Volunteers. 

Enlisted :  New  York,  N.  Y.,  April  13,  1917. 

Died:  Naval  air  station,  Bayshore,  Long  Island,  N.  Y.,  November  4,  1917. 

Cause:  Rupture  of  lung. 

Next  of  kin :  Father,  J.  W.  Reynders,  Fifty-street,  New  York,  N.  Y. 
REYNOLDS,  CARL,  seaman,  United  States  Navy 

Enlisted:  Detroit,  Mich.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Belle  Reynolds,  Hesperia,  Mich. 
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REYNOLDS,  CHABLES  FEED,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Pittsburgh,  Pa.,  June  24,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Julia  Reynolds,  31  Union  Street,  Oil  City,  Pa. 
REYNOLDS,  FRED  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Sacramento,  Calif.,  May  5,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif..  February  15,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  George  H.  Reynolds,  2931  J  Street,  Sacramento,  Calif. 
REYNOLDS,  Louis  EDWARD,  yeoman,  third  class,  United   States  Navy  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  December  14,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  July  24,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Mother,  Minnie  L.  Reynolds,  31  North  Pleasant  Avenue,  Rock- 
away  Beach,  N.  Y. 
REYNOLDS,  MAX,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1914. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  J.  W.  Reynolds,  Newton,  Kans. 
REYNOLDS,  PATRICK  JAMES,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  L,  April  12,  1917. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  January  28,  1918. 

Cause:  Suicide. 

Next  of  kin :  Mother.  Malvine  M.  Reynolds,  47  Benjamin  Street,  Fall  River, 

Mass. 

REYNOLDS,  WADE  HAMPTON,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  5,  1918. 

Died :  U.  S.  S.  Solace,  October  6,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  James  A.  Reynolds,  Forgan,  Okla. 
RHEA,  WILLIAM  SHIRLEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  18,  1917. 

Died :  Naval  hospital,  Naval  Base,  Va.,  January  31,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Emma  Rhea,  1732  Overton  Park  Avenue,  Memphis, 

Tenn. 

RHINEFORT,  GEORGE  LESLIE,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife.  Easter  A.  Rhinefort.  Route  33,  Somerville,  Ind. 
RHINEHART,  JOHN,  chief  water  tender,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  16,  1911.     (Extended  enlistment  to 
November  17,  1919. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin :  Friend,  Mary  Sprague,  Block  Island,  R.  I. 
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RHODES,  BEN  EDWABD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  14,  1917. 

Died:  U.  S.  S.  Utah,  August  27,  1917. 

Cause :  Accidental  death  by  fall. 

Next  of  kin :  Father,  M.  L.  Rhodes,  Achille,  Okla. 
RHOTENBEBBY,  ELDA  HEBSHELL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Wiley  L.  Rhotenberry,  Waxahachel,  Tex. 
RHYMES,  JOHNNY,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  October  21,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mary  Rhymes,  R.  F.  D.  3,  box  6,  Greenville,  N.  C. 
RHYNE,  ABVEL  ELMEK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  11  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  22,  1918. 

Cause :  Broncho-pneuruonia. 

Next  of  kin :  Brother,  Earl  Rhyne,  Columbia,  Mo. 

RICE,  CHABLES  BYBON,  chief  quartermaster  (A),  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  19ia 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Rice,  1225  Jarvs  Avenue,  Chicago,  111. 
RICE,  CHBISTIAN  HARBY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  October  9,  1917. 

Died :  U.  S.  S.  Arkansas,  September  6,  1918. 

Cause:  Meningitis,  cerebro. 

Next  of  kin :  Father,  Harry  L.  Rice,  1819  North  Chester  Street,  Baltimore,. 

Md. 
RICE,  EABL  AXBEBT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  October  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  6,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Aunt,  Matilda  Camp,  Alton,  N.  Y. 
RICE,  ENNIS  DUDLEY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  12,  1918. 

Died :  U.  S.  S.  Georgia,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Clemmie  R.  Landers,  R.  F.  D.  5,  Mount  Sterling,  Ky.. 
RICE,  JOHN  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  November  26,  1917. 

Died  :  U.  S.  S.  Ozark,  September  22,  1918. 

Cause :  Fell  overboard  and  was  drowned. 

Next    of   kin:  Mother,    Magdaline   C.    Rice,    1106   Dryades    Street,    New 

Orleans,  La. 
RICE,  Lucius  HAZABD,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  1,  1918. 

Died :  Royal  Victoria  Hospital,  Montreal,  Canada,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Margaret  H.  Rice,  Hanover,  Mass. 
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HICK,  REGINALD  HOY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Jennie  Rice,  Rhinelander,  Wis. 
RICH,  AKCHA,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  16,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  8,  1918. 

Cause: Influenza. 

Next  of  kin  :  Mother,  Mrs.  Olive  Rich,  Hinton,  Okla. 

RICH,  CHABLES  JOSEPH,  storekeeper,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  31,  1917. 

Died :  Boston,  Mass.,  April  20,  1918. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin :  Wife,  Agnes  M.  Rich,  147  Trenton  Street,  East  Boston,  Mass. 
RICHARDS,  CHARLES  EDWARD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  March  26,  1917. 

Died :  U.  S.  S.  Osark,  May  12,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  J.  E.  Poston,  Chipley,  Fla. 

RICHARDSON,  GEORGE  CORMIER,  machinist's  mate,  second  class  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause: Influenza. 

Next  of  kin :  Wife,  Winifred  Richardson,  1544  Pratt  Avenue,  Chicago,  111. 
RICHARDSON,  HOMER  REED,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  8,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  19,  1918. 

Cause:  Meningitis. 

Next  of  kin :  Father,  Booker  Richardson,  Shorts  Creek,  Va. 
RICHARDSON,  JESSEE  CAETER,  machinist's  mate,  first  class  (A),  United  States 
Navy. 

Enlisted :  Montgomery,  Ala.,  July  27,  1917. 

Died :  Naval  air  station,  St.  Trojan,  France,  August  20,  1918. 

Cause :  Killed  in  seaplane  accident. 

Next  of  kin:  Brother,  Edward  J.  Richardson,  R.  F.  D.  2,  Montgomery, 

Ala. 

RICHARDSON,  JOHN  CLAUSELL,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Montgomery,  Ala.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Annie  M.  Diaz,  North  Palafox  Street,  Pensacola,  Fla. 
RICHABDSON,  PAUL  DONALD,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Nora  E.  Richardson,  No.  1,  Star  Apartments,  Muncie, 
Ind. 
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RICHARDSON,  ROBKICT  EVANS,  electrician,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  Orleans,  La.,  June  2,  1917. 

Died :  Naval  air  station,  European  waters,  October  11,  1918. 

Cause :  Drowned  as  the  result  of  a  seaplane  accident. 

Next  of  kin:  Mother,  Sallie  C.  Richardson,  620  North  Crockett  Street, 

Sherman,   Tex. 

RICHMOND,  FRANK  RODERICK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  December  12,  1917. 

Died:  Boston,  Mass.,  September  23,  1918. 

Cause :    Influenza. 

Next  of  kin :  Mother,  Lillian  J.  Richmond,  Hyattsville,  Md. 
RICHTER,  GEORGE,  quartermaster,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  May  9,  1917. 

Died :  Naval  air  station,  Hampton  Roads,  Va.,  December  7,  1917. 

Cause :    Injuries. 

Next  of  kin:  Father,  Manual  Richter,  511  Plainfleld  Street,  Springfield, 

Mass. 

RICKE,  EDWARD  THEODORE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  July  25,  1918. 

Died:  U.  S.  S.  Mercy,  October  17,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Mother,  Agnes  K.  Ricke,  box  153,  Westley,  Iowa. 
KICKER,  ROBERT  LYNDON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Portland,  Oreg.,  June  18,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  20, 1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Mrs.  Cora , J.  Ricker,  Great  Chebeague,  Me. 
RICKERT,  WALTER  FREDERICK,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  April  18,  1917. 

Died:  Naval  hospital,  Newport,  R4  I.,  May  23,  1917. 

Cause :    Pneumonia. 

Next  of  kin :  Father,  Julius  Rickert,  809  Main  Street,  Honesdale,  Pa. 
RICKLEFS,  JOHN  CHARLES  FREDERICK,  chief  electrician,   United  States  Naval 
Reserve   Force. 

Enrolled :  Great  Lakes,  111.,  July  25,  1917. 

Died :  At  home,  September  24,  1918. 

Cause:   Influenza. 

Next  of  kin :  Father,  Charles  G.  Ricklefs,  5506  Winthrop  Avenue,  Chicago, 

111.  ' 

RICKS,  PETER  F.,  seaman,  United  States  Navy. 

Enlisted:  Charleston,  S.  C.,  August  5,  1911. 

Died:  Mendicino  State  Hospital,  Ukiah,  Calif.,  May  21,  1917. 

Cause :   Pneumonia. 

Next  of  kin :  Uncle,  Carter  Ricks,  Chicora  Place,  Charleston,  S.  C. 
RICORD,  EDWARD  JOSEPH,  musician,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  8,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  17,  1918. 

Cause :    Pneumonia,   lobar. 

Next  of  kin :  Father,  Theophile  J.  Ricord,  52  Winter  Street,  Winchenden, 
Mass. 
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RIDDLE,  ROBERT  EARL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  11,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Causfe :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin :  Father,  Robert  W.  Riddle,  Greensboro,  N.  C. 
RIDER,  HARRY  JACOB,  landsman  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  December  11,  1917. 

Died :  Naval  air  station,  Bayshore,  Long  Island,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Annie  Rider,  Baltimore  Street,  Littlestown,  Pa. 
RIDINGS,  JOHN  JOSEPH,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  7,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  18,  1938. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Margaret  Conway,  11  Market  Street,  Green  Island, 

N.  Y. 
RIENDEAU,  ROMEO,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  May  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Riges  Riendeau,  26  Perry  Street,  Central  Falls,  R.  I. 
RIESER,  HARRY  MARK,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  19,  1918. 

Died :  St.  Catharines  Hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Hannah  Rieser,  520  Delaware  Avenue,  Kingston,  N.  Y. 
RIETHMILLER,  THEODORE  JOHN,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  12,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  September  1,  1917. 

Cause :  Nephritis,  chronic. 

Next  of  kin :  Brother,  Elmer  F.  Riethmiller,  496  Mount  Troy  Road,  Pitts- 
burgh, Pa. 
RIFF,  JAMES  JOSEPH,  seaman,  United  States  Navy.  N 

Enlisted :  Philadelphia,  Pa.,  June  7,  1917. 

Died :  U.  S.  S.  Mexican,  May  5,  1918. 

Cause:  Hemorrhage  from  bayonet  stab  in  quarrel. 

Next  of  kin :  Father,  Thomas  Riff,  2652  Richmond  Street,  Philadelphia,  Pa. 
RIGGS,  jr.,  HARVEY  GILBERT,  landsman  electrician    (R.),  United   States  Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harvey  Gilbert  Riggs,  sr.,  2314  Main  Street,  Quincy, 

111. 
RIKER,  FRED,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother.  Leona  Riker,  Willshire,  Ohio. 
174483—20 40 


626 

RIKER,  RICHABU  W.,  seaman,  second  class,  N.  N.  V. 

Enrolled :  Brooklyn,  N.  Y.,  May  11,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  his  life  in  sinking  of  U.  S.  S.  Alcedo, 

Next  of  kin:  Mother,  Harriet  E.  Riker,  578  Franklin  Avenue,  Brooklyn, 

N.  Y. 

RILEY,  CYBIL  AUGUSTUS,  mess  attendant,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  October  25, 1917. 

Died :  U.  S.  S.  Leviathan,  January  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Mr.  Joseph  Riley,  55  Church  Street,  Kingston,  Jamaica, 

British  West  Indies. 
RILEY,  EDWARD  LAWRENCE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  January  14,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  April  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  None. 

RILEY,  JAMES  WHITCOMB,  fireman,  third  class,  United  States  Naval  Reserre 
Force. 

Enrolled :  Newport,  R.  I.,  July  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  20,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Ruby  E.  Riley,  677  Main  Street,  Pawtucket,  R.  I. 
RILEY,  PAUL  JAY,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  October  11,  1916. 

Died :  St.  Marys  Hospital,  Brooklyn,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Ida  May  Riley,  R.  R.  2,  box  178,  Boulder,  Colo. 
RINEHABT,  CHESLYN  CLINTON,  fireman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Chicago,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  31,  1918. 

Cause :  Spinal  fever. 

Next   of  kin:   Father,   Clinton   Rinehart,   1901   Jackson   Boulevard,   Chi- 
cago, 111. 

RING,  THOMAS  AUGUSTINE,  boatswain's  mate,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  October  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  14,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin:  Brother,  Vincent  Ring,  12  Victoria  Street,  Dorchester,  Mass. 
RINNEBT,  DEWEY  MCKNELLY,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Max  Rinnert,  R.  R.  2,  Noble,  111. 
RIOBDAN,  JOHN  PATBICK,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
"Enrolled:  New  York,  N.  Y.,  May  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Mary  Riordan,  93  Bedford  Street,  New  York,  N.  Y. 
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RIOTH,  CLARENCE  MYERS,   fireman,   third   class,   United   States  Naval  Reserve 

Force. 

Enrolled :  Kansas  City,  Mo.,  July  9,  1918. 
Died :  U.  S.  S.  Kentucky,  October  4,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Mother,  Carolina  Myers  Rioth,   State  Hospital  No.  2,  St. 

Joseph,  Mo. 

RISLEY,  FRANK  JOSEPH,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  July  29,  1918. 

Died :  U.  S.  S.  Alabama,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  L.  Risley,  546  Broad  Street,  Conneaut,  Ohio. 
RISSE,  LEO  EAKL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  21,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  18,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  John  Risse,  Plainview,  Nebr. 

RISSMAN,  WILLIAM  JOHN  HENBY,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  17,  1918. 

Died :  Hinckley,  111.,  October  3,  1918,  on  leave. 

Cause:  Influenza. 

Next  of  kin :  Father,  Michael  Rissman,  Hinckley,  111. 
RITCHIE,  HAROLD  LANCE,  apprentice  seaman,  United  States  Navy.. 

Enlisted :  Salt  Lake  City,  Utah,  June  6,  1917. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Alice  Bray,  Eureka,  Utah. 
RITCHIE,  RUSSELL  KENNETH,  coppersmith,  first  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  18,  1917. 

Died :  Naval  headquarters,  Paris,  France,  April  22,  1918. 

Cause:  Meningitis  sequel  mastoiditis,  acute. 

Next  of  kin :  Father,  George  M.  Ritchie,  West  Point,  Ky. 
RITCHIE,  WALTER  ELBEBT,  landsman  electrician  (G),  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  April  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Mother,  Grace  Ritchie,  2311  Twelfth  Avenue,  Watervliet,  N.  Y. 
RITENOUR,  WILLIAM  HENDRICK,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Washington,  D.  C.,  March  31,  1917. 

Died :  Naval  hospital,  Washington,  D.  C..  April  14,  1917. 

Cause:  Gunshot  wound. 

Next  of  kin :  Wife,  Mary  C.  Ritenour,  418  Twelfth  Street  SE.,  Washington, 

D.  C. 
RITSON,  WILLIAM  JOSEPH,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Portsmouth,  Va.,  June  11,  1910. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  8,  1917. 

Cause:  Cancer  of  the  stomach. 

Next  of  kin :  Wife,  Louisa  Jane  Ritson,  138  Henry  Street,  Portsmouth,  Va. 
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UITTENHOUSE,  RALPH  ANDKKSON,  carpenter's  mate,  third  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  5,  1917. 

Died :  Section  base,  Cape  May,  N.  J.,  August  24,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Margaret  Rittenhouse,  684  West  Johnson  Street,  Phil- 
adelphia, Pa. 
RITTER,  EDWAKD  HENRY,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Port  Royal,  S.  C.,  May  29,  1915. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  5,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mrs.  Louise  Elizabeth  Ritter,  319  West  Mason  Street,  Spring- 
field, 111. 
RITTEK,  FRANKLYN  WHITFIELD,  seaman,  United  States  Navy. 

Enlisted :  Charleston,  S.  C.,  April  6,  1917. 

Died :  Navy  yard,  New  York,  January  23,  1918. 

Cause :  Drowning. 

Next  of  kin:  Father,  T.  F.  Ritter,  103  West  Amelia  Street,  Orangeburg, 

S.  C. 

RITTGERS,  WILLAM  ARTHUR,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Agnes  Wilson  Rittgers,  R.  1,  Dallas  Center,  Iowa. 
RIVEUS,  JAMES,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  March  22,  1917. 

Died :  Naval  hospital.  New  York,  September  17,  1918. 

Cause:  Hemiplegia. 

Next  of  kin :  Wife,  Degocia  Rivers,  1214  Fifth  Street,  San  Diego,  Calif. 
RIVERS,  SEWELL  MCKINLEY,  water  tender,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  May  8,  1916. 

Died :  U.  S.  S.  Mount  Vernon,  September  5.  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Emily  Rivers,  Buena  Vista,  Ohio. 
RIZNICK,  PHILIP,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  December  1,  1917. 

Died :  Naval  Base  17,  foreign  service,  August  2,  1918. 

Cause:  Injuries. 

Next    of    kin:  Father,    Max    Riznick,    1222    Washington    Street,    Roxbury, 

Mass. 
•ROACH,  AUBREY  LEE,  apprentice  .seaman,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  August  5,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Matt.  Roach,  Mertzon,  Tex. 

ROARK,  EUGENE  WASHBURN,  chief  quartermaster    (A.),  United   States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  13,  1918. 

Died :  Dunwoody  Naval  Training  Schools,  Minneapolis,  Minn.,  October  13, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Roark,  139  West  Oilman  Street,  Madison,  Wis. 
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BOBBINS,  CHESTER  MONROE,  storekeeper,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  October  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Alice  Robbins,  Haines,  Oreg. 
ROBBINS,  FREDERICK  RAYMOND,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  17,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  5,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sadie  Robbins.  Lubeck,  Me. 
ROBERSON,  WILLIAM  ELBERT,  chief  storekeeper,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  7,  1916. 

Died:  Shelby,  Miss.,  October  17,  1918.    On  leave. 

Cause:  Broncho-pneumonia.  '  . 

Next  of  kin :  Wife,  Nan  Roberson,  218  College  Place,  Norfolk,  Va. 
ROBERTS,  CHARLES  CONDRA,  apprentice  seaman,  United  States  Naval   Reserve 
Force. 

Enrolled :  Meridan,  Miss.,  June  4,  1918. 

Died :  U.  S.  S.  Georgia,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Green  T.  Roberts,  R.  F.  D.  3,  Aberdeen,  Miss. 
ROBERTS,  CLARENCE  JOSEPH,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  29,  1918. 

Died:  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Aunt,  Mary  Mahon,  4  Calumet  Street,  Roxbury,  Mass. 
ROBERTS,   EARL  GRANT,   seaman,   second   class,    United    States   Naval   Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  July  5,  1918. 

Died :  U.  S.  S.  Mercy,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Mattie  Roberts,  1021  West  New  York  Street, 
Indianapolis,  Ind. 

ROBERTS,  EDWIN  DOUGLAS,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  April  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next    of   kin:  Wife,    Frances    Ketchum    Roberts,    718    East    Oak    Street, 

Louisville,  Ky. 
ROBERTS,  JOHNNIE  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  August  10,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Mr.  Edgar  I.  Roberts,  Easton,  Mo. 
ROBERTS,  JOSEPH  VIRGIL,  landsman  electrician  (R.)  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  7,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  W.  Roberts,  Osceola,  Mo. 
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ROHKKTS.    I'KKSTON    \i.\\  ARIL    pliuruwclsfs    mate,    third    class,    United    States 
N;ivy. 

Enlisted :  El  Paso,  Tex.,  July  2,  1917. 

Died :  Dumvoody  Industrial  Institute,  Minneapolis,  Minn.,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Helen  Roberts,  1523  E.  Rio  Grande,  El  Paso.  Tex. 
ROBERTS,  SHIBLEY,  machinist's  mate  second  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  June  4,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harvey  M.  Roberts,  1725  Lynn  Street.,  Purkersburg, 

W.  Va. 
ROBERTS,  THERON  AARON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  6,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  26,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Roberts,  Canajoharie,  N.  Y. 
ROBERTS,  THOMAS  EDISON,  fireman,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  January  21,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  28,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Peck  Roberts,  535  Saviers  Road,  Oxnard,  Calif. 
ROBERTS,  WILLIAM  WILMEB,  apprentice  seaman,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  December  31,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  January  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Amanda  Roberts,  Point  Loma,  Calif. 
ROBERTSON,  BIBB  BOUNDS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  22,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Passenger  on  missing  Cyclops. 

Next   of   kin:    Mother,   Mary   Robertson,   403    Melba    Street,    Oak   Cliff, 

Dallas,  Tex. 
ROBERTSON,  CARL  EVERETT,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  11,  1917. 

Died :  U.  S.  S.  Henderson,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Robertson,  R.  R.  6,  Traverse  City,  Mich. 
ROBERTSON,  JOSEPH  HAL.,  landsman  quartermaster  (A.),  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  H.  Robertson,  R.  F.  D.  5,  Marion,  111. 
ROBERTSON,  LOYD  LESLIE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  April  19,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  24,  1917. 

Cause :  Pneumonia  accompanying  attack  of  measles. 

Next  of  kin :  Father,  Charles  Early  Robertson,  Rayne,  La. 
ROBERTSON,  WILLABD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  6,  1917. 

Died :  Receiving  ship,  Brooklyn,  N.  Y.,  June  25,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :   Father,   James  Robertson,   2276  University    Avenue,   New 
York,  N.  Y. 
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ROBEY,  WALTER,  quartermaster,  second  class  (A..),  United  States  Naval  Reserve 
Force. 

Enrolled :  Houston,  Tex.,  May  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Wife,  Gladys  Robey,  104  West  Fourteenth  Street,  Austin,  Tex. 
ROBICHAW,  ALOY,  cabin  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  15,  1915. 

Died:  Naval  hospital,  New  York,. March  3,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Wife,  Maud  Robichaw,  194  Johnson  Street,  Brooklyn,  N.  Y. 
ROBINEAU,  WABWICK  STANLEY,  ship  fitter,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Richmond,  Va.,  June  5,  1917. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  John  E.  Robineau,  1909  West  Main  Street,  Richmond, 

Va. 
ROBINETT,  ABBAM,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  6,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Robinett,  Morgantown,  Ohio. 
ROBINSON,  CHABLES  WILLIAM,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  June  5, 1918. 

Died:  U.  S.  S.  liuena  Ventura,  September  16,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  S.  Buena  Ventura  was  torpedoed  by  an 
enemy  submarine  and  sunk.  % 

Next  of  kin :  Father,  Charles  Robinson,  26  Charlton  Street,  Princeton,  N.  J. 
ROBINSON,  CHESTER  JOHN,  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  14,  1917. 

Died :  U.  S.  S.  Susguehanna,  October  18,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  William  L.  Robinson,  44  Jay  Street,  North  Attleboro, 

Mass. 
ROBINSON,  DEWEY  WINFIELD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  31,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  17,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Robinson,  R.  F.  D.  1,  Patton,  Mo. 
ROBINSON,  HARKY  EABL,  pharmacist's  mate,  first  class,  N.  N.  V. 

Enrolled :  Detroit,  Mich.,  March  5,  1917. 

Died :  U.  S.  S.  Solace,  July  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Pearl  J.   Robinson,   793  Baldwin  Avenue,  Detroit, 

Mich. 

ROBINSON,  HOMER  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  9,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wrash.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Margaret  A.  Robinson,  Box  203,  Delauco,  N.  J. 
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ROBINSON,  JENKINS  AUGUSTINE,  machinist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  April  22,  1918. 

Died :  U.  S.  S.  Solace,  August  10,  1918. 

Cause:  Fracture  of  skull. 

Next  of  kin:  Mother,  Mrs.  Henrietta  Robinson,  19  Rectory  Road,  Mount 

Washington,  Md. 
ROBINSON,  JOSEPH  LAWSON,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  December  14,  1917. 

Died :  Yard  tug  Samoset,  navy  yard,  Philadelphia,  November  9,  1918. 

Cause:  Drowned,  yard  tug  Samoset. 

Next  of  kin :  Sister,  Lillian  Robinson,  18  South  Third  Street,  Richmond,  Va. 
ROBINSON,  LAWEENCE  STANSILUS,  engineman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  8,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  Robinson,  8129  Minnesota  Avenue,  St.  Louis, 

Mo. 
ROBINSON.  WESLEY  ELLEBEE,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  December  12,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Eva  Ferguson,  Seabrook,  S.  C. 

ROBISON,  WILLIAM  RUSSELL,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  8,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  5,  1918. 

Cause :  Pneumonia,  following  influenza. 

Next  of  kind :  Fatffer,  Thomas  W.  Robison,  Clinton,  Mo. 
ROCHE,  FRANK  PETER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 
an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Ellen  Roche,  S5  Catherine  Street,  New  York,  N.  Y. 
ROCHE,  WALTER  R.,  ship  fitter,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  May  3,  1918. 

Died :  At  home  in  Worcester,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Margaret  E.  Roche,  142  West  Street,  Worcester,  Mass. 
ROCHET,  JAMES  FRANCES,  engineman,  second  class,  United  States  N.  N.  V. 

Enrolled :  Mare  Island,  Calif.,  April  18,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin :  Sister,  Mrs.  C.  H.  Dean,  Blue  Lake,  Calif. 

ROCKETT,  PATRICK  LEWIS,  Jr.,  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Newport,  R.  I.,  July  14,  1918. 

Died :  U.  S.  S.  Lydia,  Newport  Section,  February  13,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Patrick  L.  Rockett,  85  Park  Street,  Fall  River,  Mass. 
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ROCKFOBD,  FBANK  BRAUNNETS,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Newport,  R.  I.,  December  18,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Rockford,  41  West  Clifford  Street,  Provi- 
dence, R.  I. 
Rocos,  FELICIANO,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  April  16,  1917. 

Died :  U.  S.  S.  Nanshan,  April  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Josepia  Rocos,  Calle  Opu  Cebu,  P.  I. 

RODARMEL,  WILLIAM  EVERETT,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Indianapolis,  Ind.,  August  8,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
•  Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Ida  Rodarmel,  R.  R.  21,  Wheatland,  Ind. 
RODGERS,  FREDERICK  COLLIER,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  29,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ada  Meray  Rodgers,  Woodlawn  Road,  Pittsburgh,  Pa. 
RODGERS,  WEAVER,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Larissie  Rodgers,  Henderson,  Tex. 
RODICK,  LEON,  electrician,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Bar  Harbor,  Me.,  June  5,  1917. 

Died :  St.  Catherine's  Hospital,  Brooklyn,  N.  Y.,  October  3,  1918. 

Cause :  Influenza  and  pneumonia. 

Next  of  kin :  Father,  Walter  E.  Rodick,  Bar  Harbor,  Me. 

ROE,  JOHN  JAMES,  chief  water  tender,  United  States  Navy. 

Enlisted :  Pearl  Harbor,  Hawaii,  August  31,  1918. 

Died :  Naval  training  school,  San  Francisco,  Calif.,  September  16,  1918. 

Cause:  Fractured  skull. 

Next  of  kin :  Sister,  Etta  Mason,  508  Scott  Street,  San  Francisco,  Calif. 
ROEMER,  GEORGE  ALLEN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  E.  Roemer,  706  Center  Street,  Bowling  Green, 

Ky. 

ROESCH,  EDWARD,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  July  22,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  None. 
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ROESCHKE,  HERMAN  CHRIST,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Omaha,  Nebr.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Edward  Roeschke,  Leeds  Station,  Sioux  City,  Iowa. 
ROESE,  CHARLES,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  August  19,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  D.  Roese,  111  Liberty  Avenue,  Jamaica,  N.  Y. 
HOESER,  MARTIN  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  7,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  28,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Mother,  Anna  Roeser,  Chanhassen,  Minn. 
ROGAN,  JOHN  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Navy  base  hospital  No.  5,  October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Andrew  Rogan,  3850  Moffett  Avenue,  St.  Louis,  Mo. 
ROGEUS,  COIT  SEYMOUR,  storekeeper,  third  class,  United  States  Navy. 

Enlisted :  Queenstown,  Ireland,  June  23,  1917. 

Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine,      i, 

Next  of  kin :  Mother,  Lillian  Rogers,  Free  Street,  South  Hinghanr,  Mass. 
RODGERS,  DANIEL  TALKET,  water  tender,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  11,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Frona  Best,  Dallas,  Tex. 
ROGERS,  GEORGE  FRANCIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Lowell,  Mass.,  June  11,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action. 

Next  of  kin :  Father,  Michael  H.  Rogers,  93  Humphrey  Street,  Lowell,  Mass. 
ROGERS,  JAMES  EDWARD,  chief  machinist's  mate  (A)  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  January  16,  1918. 

Died:  United  States  naval  air  station,  Pauillac,  France,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Anita  Rogers,  401$  West  Intendentia  Street,  Pensacola, 

Fla. 

ROGERS,  JOSEPH,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Providence,  R.  I.,  June  10,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Elizabeth  Rogers,  21  Columbia  Street,  New  Bedford, 

Mass. 
ROGERS,  REMUERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  14,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Alice  Rogers,  R.  F.  D.  3,  Dillon,  S.  C. 
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ROGILLIO,  OSCEOLA  IRWIN,  seaman,  second  '-.ass,  United  States  Naval  Reserve 
Force. 

Enrolled :  Ne\v  Orleans,  La.,  April  1C.  1917. 

Died:  U.  S.  S.  Cheyenne,  October  IT,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Gertrude  Iioi;illio,  Wilhelm,  La. 
ROGLAN,  ALFONSO,  iness  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  August  4,  1916. 

Died :  Navy  Base  Hospital  No.  5,  October  12,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Llother,  Potuicana  Corrioso,  Alfonso,  Cavite,  P.  I. 
ROHRER,  ROLLAND  ERNEST,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  April  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  27,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joe  Rohrer,  Schnectady,  N.  Y. 
ROJAS,  COSME,  wardroom  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Mary  Rojas,  291  Burwell  Street,  Bremington,  Wash. 
ROLLASON,  RUSSELL  ROBERT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Elizabeth  Wall  Rollason,  950  East  Beecher  Street, 

Adrian,  Mich. 
ROLLER,  WILLIAM  FREDERICK,  seaman,  second  class,  N.  N.  V. 

Enrolled:  Boston,  Mass.,  May  18,  1917. 

Died :  U.  S.  S.  Penobscot,  January  12,  1918. 

Cause:  Lost  overboard. 

Next  of  kin:  Margaret  Roller,  831  Wood  Avenue,  Bridgeport,  Conn. 
ROLLINS,  WILLIAM  JACKSON,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Bath,  Me.,  November  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  J.  Oliver,  218  Washington  Street,  Bath,  Me. 
ROLLINS,  WILLIAM  MICHAEL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Brooklyn,  N.  Y.,  February  7,  1916. 

Died :  Naval  hospital,  New  York,  March  5,  1918. 

Cause:  Nephritis,  chronic. 

Next  of  kin :  Sister,  Mrs.  Eva  Tankus,  267  Atkins  Avenue,  Brooklyn,  N.  Y. 
ROMAN,  HARRY  THOMAS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,'  April  16,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  July  27,  1917. 

Cause:  Diptheria. 

Next  of  kin :  Father,  Frank  Roman,  South  Louisiana  Street,  Indianapolis, 
Ind. 
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ROMANJTCH,  FRANKLIN,  Jr.,  blacksmith,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  5,  1917. 

Died :  Naval  forces  operating  in  European  waters,  October  18,  1918. 

Cause :  Caught  and  crushed  between  two  railroad  cars. 

Next  of  kin :   Mother,  Mrs.  Josephine  Ronianitch,  456  Prospect  Avenue 

Brooklyn,  N.  Y. 
HOMER,  JOHN  BISHOP,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  10,  1918. 

Died :  U.  S.  S.  Louisville,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  J.  Romer,  4440  Liston  Avenue,  Cincinnati,  Ohio. 
KOMIG,  JAMES  GUNDY,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  26,  1915. 

Died :  U.  S.  S.  Mount  Veriton,  September  30,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Eli  Romig,  201  Locust  Street,  Milton,  Pa. 
ROMITA,  MICHAEL,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  June  3, 1918. 

Died:   United  States  naVal  air  station,  Pauillac,   France,   September  25, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Michael  Angelo  Romita,  1702  Zerega  Avenue,  Bronx, 

N.  Y. 
ROMM,  HARKY  BERNARD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  August  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin:  Sister,  Mrs.  Beatrice  Adler,  302  Seventh  Avenue,  New  York 

City,  N.  Y. 
RONDEAU,  JAMES  AHNETT,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  9,  1917. 

Died :  U.  S.  S.  Montana,  October  28, 1917. 

Cause:  Internal  injuries. 

Next  of  kin  :  Mother,  Emma  Rondeau,  Woodville,  Tex. 
RONEY,  Lucious  WIMBRIC,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Emma  Line  Swinney  Roney,  616  South  Lee  Street,. 

Fitzgerald,  Ga. 
ROONEY,  FRED  HENRY,  electrician,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  March  7,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Michael  Rooney,  Council  Bluffs,  Iowa. 
ROONEY,  JAMES  ANDREW,  chief  commissary  steward,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Denver,  Colo.,  November  7,  1916. 

Died :  U.  S.  S.  Calamares,  October  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Mabel  Rooney,  R.  F.  D.  No.  1,  box  6,  care  of  John  Hyland,. 
Golden,  Colo. 
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ROONEY,  JOHN,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  December  14,  1917. 

Died :  Naval  hospital,  New  Orleans,  La.,  September  14, 1918. 

Cause :  Nephritis,  chronic  interstitial.  • 

Next  of  kin:  Son,  Daniel  Rooney,  2122  South  Robertson  Street,  New  Or- 
leans, La. 
ROOT,  CLIFFORD  LUTHER,  boatswain's  mate,  first  class,  United»States  Navy. 

Enlisted :  Boston,  Mass.,  May  29,  1917. 

Died :  U.  S.  S.  Virginia,  November  19,  1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  Andrew  Kern  Root,  Titusville,  Pa. 
ROOT,  DAN  S.,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  December  10,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  January  5,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Clara  B.  Root,  1117  West  Avenue,  Medina,  N.  Y. 
ROOT,  EATON  PHELPS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  2,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  5,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Raymond  Root,  65  Edwards  Street,  South  Hartford, 

Conn. 
ROPKE,  ALFRED  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  22,  1918. 

Died :  Hospital  No.  3,  Leigh,  Scotland,  while  attached  to  U.  S.  S.  Arkansas, 
October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Kantz  Bagley,  3276  Archer  Avenue,  Chi- 
cago, 111. 
ROSE,  EDWARD  LAFAYETTE,  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  7,  1917. 

Died:  U.  S.  S.  Vermont,  January  16, 1918. 

Cause :  Injuries. 

Next  of  kin  :  Father,  Matt  Rose,  14  North  Moreland  Avenue,  Atlanta,  Ga. 
ROSE,  EVERETT,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  2,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Minnie  Rose,  R.  D.  No.  2,  Freetown,  Ind. 
ROSE,  THOMAS  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  June  2,  1917. 

Died :  Fifth  Naval  District,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Drowned. 

Next  of  kin:  Mother,  Mrs.  Katherine  Rose,  1414  Light  Street,  Baltimore, 

Md. 
ROSEMAN,  OSCAR  ARTHUR,  engineman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  13,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Wife,  Tillie  Roseman,  257  West  One  hundred  and  twenty- 
seventh  Street,  New  York,  N.  "Y. 
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ROSENBERG,  NATHAN,  landsmuii  for  electrician,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  14,  1917. 

Died :  Receiving  ship,  New  York,  August  12,  1917. 

Cause :  Accidental  drowning. 

Next  of  kin :  Father,  Samuel  Rosenberg,  Glace  Bay,  Nova  Scotia. 
ROSENBKRGER,  BENJAMIN  M.,  seaman,  second  class,  United  States  Naval  Reserve 
Force.         * 

Enrolled :  Philadelphia,  Pa.,  May  22,  1918. 

Died :  U.  S.  S.  Mercy,  while  attached  to  U.  S.  S.  Illinois,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Tillie  Rosenberger,  720  East  Eighth  Street,  Chester, 

Pa. 
ROSENCRANS,  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Altha  Rosencrans,  7  Admiral  Street,  New  Haven, 

Conn. 
ROSNESS,  GEORGE  CYRUS,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  June  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  22,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Rosness,  947  Sylvan  Street.,  St.  Paul,  Minn. 
Ross,  ALBERT  ANDREW,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  15,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Lost  life  by  explosion  on  U.  S.  S.  Manley. 

Next  of  kin :  Mother,  Ella  M.  Wellbrock,  129  High  Street,  Hingham,  Mass. 
Ross,  ALFRED,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  24,  1918. 

Died :  Camp  Logan,  111.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Alma  Theiery  Ross,  Hey  worth,  111. 
Ross,  BRUCE  WALLACE,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  January  5,  1915. 

Died :  Naval  hospital.  Norfolk,  Va.,  December  12,  1917. 

Cause:  Burns. 

Next  of  kin :  Wife,  Gertrude  R.  Ross,  915  North  Street,  Portsmouth,  Va. 
Ross,   FRANK  RILEY,  ship's  cook,   third  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Omaha,  Nebr.,  June  11,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Wilma  E.  Ross,  Newell,  S.  Dak. 
Ross,  HUBBARD  CECIL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Houston,  Tex.,  June  1,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Pressley  Ross,  Mexia,  Tex. 
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Ross,  JOHN  AARON,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  November  14,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Ross,  266  North  Twenty-fifth  Street,  Port- 
land, Oreg. 
Ross,  RODNEY  PEBKY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  April  5,  1918. 

Died :  On  the  train  to  Chicago,  May  1,  1918. 

Cause:  Injured  in  fight. 

Next  of  kin :  Father,  James  F.  Ross,  Centertown,  Ky. 

Ross,  WILLIS  RAYMON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Portland,  Me.,  May  9,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,   September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Mrs.  Lizzie  Mae  Ross,  Le  Grange,  Me. 
ROSSITER,  IRVING  WALTER,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  4,  1917. 

Died :  Naval  station,  New  York,  April  7,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mary  E.  Connell,  128  Central  Avenue,  Dover,  N.  H. 
ROSSITER,  WILLIAM  ARCHIBALD,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  May  3,  1917. 

Died :  Naval  base  hospital,  Brest,  France,  March  13,  1918. 

Cause:  Septiceinia. 

Next  of  kin :  Father,  Charles  Francis  Rossiter,  R.  F.  D.  2,  box  24,  Spencer, 

Iowa. 

ROST,  OSCAB  BERNHARD,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Marie  Rost,  Ulen,  Minn. 
ROTENBERY,  ELDA  HERSHELL,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  15,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Wesley  Lofatt,  Wexahachie,  Tex. 
ROTH,  CHARLES  LEWIS,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  8,  1915. 

Died :  U.  S.  S.  Cassin,  August  18,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Minnie  Rothe,  Angola,  N.  Y. 

ROTH,  HARRY  RAYMOND,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  February  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Willard  P.  Roth,  R.  No.  9,  Paris,  111. 
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ROTH,  JOHN  CHABLES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  12,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  John  Roth,  339  East  Forty-fifth  Street,  New  York, 

N.  Y. 
ROTH,  LEO,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  13,  1917. 

Died:  Naval  hospital,  New  York,  September  24,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Cousin,  Andrew  Winter,  439  East  Fifth  Street,  New  York 

City,  N.  Y. 

ROTHSCHILD,  LESTER  BENEDICT,  yeoman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  June  3,  1918. 

Died :  Section  base,  Lewes,  Del.,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,   Mrs.  Bertha  Rothschild,  415   South   Street,   Phila- 
delphia, Pa. 
ROUSE,  ROBERT  JEFF,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  February  9,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  6,  1917. 

Cause:  Suppurative  pleurisy. 

Next  of  kin :  Foster  mother,  Mrs.  Hester  A.  Rouse,  Dalhart,  Tex. 
ROWE,  BERT  RICHARD,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled:  Bremerton,  Wash.,  April  11,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Sister,  Mrs.  Beatrice  Hastings,  Hoquiani,  Wash. 
ROWE,  CLIFFORD  GORDON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  June  19,  1918. 

Died :  U.  S.  S.  Leviathan,  May  15,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Brother,  William  H.  Rowe,  R.  F.  D.  No.  6,  Medina,  N.  Y. 
ROWE,  FRANCIS  EDWARD,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  June  4,  1918. 

Died :  Naval  Hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  Hoke  Rowe,  Emmitsburg,  Md. 
ROWE,  JOSEPH  WALTER,  seaman,  second1  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  December  13,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  May  7,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Walter  W.  Rowe,  Greensboro,  N.  C. 
ROWE,  WALTON  DYE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  Anthony  Rowe,  Moravia,  N.  Y. 
ROWLES,  HARRY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  3,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Wife,  Eva  May  Rowles,  110  Lawnside  Avenue,  Collitigswood, 
N.  J. 
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ROWLEY,   PATRICK,   mess  attendant,   first  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  November  23,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Drowning. 

Next  of  kin :  Father,  Michael  Rowley,  Drumcree,  Letrim,  Ireland. 
ROWSEY,  GROVEB  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  29,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Robert  Rowsey,  Kerrs  Creek,  Va. 
ROXAS,  BENITO,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  October  13,  1916. 

Died :  U.  S.  S.  Rochester,  February  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Eusebio  Roxas,  170  Solona  Street,  Manila,  P.  I. 
ROXAS,  NEMESIO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  15,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Maria  Drueco,  San  Mateo,  Rizal,  P.  I. 
ROXAS,  PACIANO,  pattern  maker,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  October  7,  1912. 

Died  :  Willard  Parker  Hospital,  New  York  City,  N.  Y.,  October  5, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Maxima  Acolentaba,  Panay,  Capiz,  P.  I. 
ROYALTY,  ALVEY  LEE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Lulu  Frances  Royalty,  Short  Creek,  Ky. 
ROZANSKI,  MARTIN,  .'eaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  September  17,  1917. 

Died:  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Killed  in  explosion  on  board  U.  S.  S.  Manley. 

Next  of  kin :  Father,  Max  Rozanski,  153  East  Central  Avenue,  Toledo,  Ohio. 
RUBEL.  MORTIMEB  STRAUSS,  storekeeper,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wfe,  Mrs.  Rose  Rubel,  5112  Kirnbark  Avenue,  Chicago,  111. 
RUBENSTEIN,  HAROLD  BARON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  October  13,  1916. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  June  23,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Father,  Louis  Rubenstein,  255  Thames  Street,  Newport,  R.  I. 
RUBIN,  HAROLD,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco,  Calif.,  June  24,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  November  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother.  Tillie  Rubin,  1084  Ashmount  Avenue,  Oakland,  Calif. 
174483—20 41 
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RrniN,  MOE,  seaman,  1'nitcd   States   Navy. 

Enlisted:  Indianapolis,   Ind.,  January  8,  1916. 

Died:   Naval  hospital,  Fort  Lyon.  Colo.,  October  22,  1917. 

Cause:  Tuberculosis. 

Next  of  kin:  Father,  Hayiuan   Rubin.  -M)  Ka>t  One  hundred  and   forty- 
sixth  Street,  New  York  City,  N.  Y. 
RUCKER,  WILLIAM  ER"WIN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  December  15,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  December  23,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Wife,  Mrs.  Margaret  liucker,  McKinney,  Tex. 
RUDBECK,  OSCAR,  electricician,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  March  26,  1915. 

Died:  U.  S.  S.  Hull,  March  15,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Mother,  Esther  Rudbeck,  73  Park  Avenue,  New  York  City, 

N.  Y. 

RUDY,  CHARLES  THOMAS,   machinist's   mate,  second  class    (A),  United   States 
Navy. 

Enlii-ted:  Louisville,   Ky.,   November   12,    1917. 

Died :  Naval  air  station,  Trojan,  France,  September  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  F.  Rudy,  703  East  Market  Street,  New  Albany, 

Ind. 
RUFF,  ALFRED  Gus,  chief  commissary  steward,  United  States  Navy. 

Enlisted :  Base  No.  3,  April  5,  1918. 

Died :  U.  S.  S.  Ohio,  September  26, 1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Wife,  Ida  May  Ruff,  3316  North  Uber  Street,  Philadelphia,  Pa. 
RUFF,  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  III.,  September  28,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  30,  1918. 

Cause:  Diphtheria. 

Next   of  kin:  Mother,   Mrs.    Bertha    Wolf,   67   Greenwood   Avenue,    Blue 

Island,  111. 
RUMNEY,  HARRY  ROBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  May  31,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  8, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elsie  Runiney,  Sheridan,  111. 
RUNYAN,  CLYDE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  July  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Nellie  Fraser  Runyan,  Laurens,  Iowa. 
RUNYAN,  WILL  TRAYNE,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  10,  1918. 

Died :  Naval  training  camp,  Camp  Logan,  111.,  October  2,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Elizabeth  Boyd  Runyan,  Norborne,  Mo. 
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RUVP,  PETKK  JOHN,  pharmacist's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  March  8,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Mrs.  Esther  Rupp  Manent,  541  Bermuda  Street,  New 

Orleans,  La. 
RUPPEL,  EDWARD  WILLIAM,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  1,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  16,  1918. 

Cause :  Broncho-pneumonia. 

Nest  of  kin :  Mother,  Lottie  Ruppel,  Horton  Avenue,  Valley  Stream,  Long 

Island,  N.  Y. 
RUSH,  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Das  Moines,  Iowa,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Rush,  South  Avenue,  Iowa  Falls,  Iowa. 
RUSH,  WILSIE  MCKINLEY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  1,  1917. 

Died :  U.  S.  S.  Grant,  October  22,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin:  Father,  John  Gardner  Rush,  337  South  Davis  Street,  Ot- 

tumwa,  Iowa. 
RUSHER,  OTTIS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  4,  1918. 

Died :  U.  S.  S.  Solace,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  km :  Father,  Nathan  Anual  Rusher,  R.  F.  D.  No.  5,  Taylorville,  111. 
Russ,  INYO  ATHEBTON,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  June  5,  1917. 

Died:  Navy  Base  Hospital  No.  5,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Anne  Louise  Russ,  432  Belvedere  Street,  San  Fran- 
cisco, Calif. 

RUSSELL,  CHARLES  EDWAKD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Sister,  Mamie  Russell,  289  Capitol  Avenue,  Hartford,  Conn. 
RUSSELL,   DWIGHT  CABLETON,   machinist's  mate,  second  class,   United   States 
Navy. 

Enlisted:  New  Haven,  Conn.,  December  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Walter  Clifford  Russell,  53  Pond  Street,  New  Haven, 

Conn. 

RUSSELL,  EVEBETT  DALE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  June  10,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Dallas  H.  Russell,  Coolville,  Ohio. 
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Ki.i..  JAMKS  MATTINGLY,  plumber  and  fitter,  first  class.  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kli) :   Mother,  Catherine  Elder  Russell,  2115  St.  Louis  Avenue, 

Louisville,  Ky. 

RUSSELL,  JOHN  EDGAB,  hospital  apprentice,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco,  Calif.,  July  26,  1917. 

Died :  San  Francisco  Hospital,  November  8,  1918. 

Cause :  Influenza. 

Next  of  kin :  M.Ah^r,  Agnes  Welch  Russell,  Burgettstowu,  Pa. 
RUSSELL,  NOAH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Lexie  Ellis  Russell,  Boatwright,  Ky. 
RUSSELL,  PAUL  HEBEB,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  July  12,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cora  McNelly  Russell,  415  Madison  West,  Lansing, 

Mich. 

RUSSELL,  RALPH  AUGUSTUS,  gunner's  mate,  second  class,  National  Naval  Vol- 
unteers. 

Enrolled:  Great  Lakes,  111.,  May  30,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  June  22,  1918. 

Cause :  Endocarditis. 

Next  of  kin:  Mother,  Mrs.  I.  C.  Russell,  1703  Hill  Street,  Ann  Arbor, 

Mich. 
RUSSELL,  WALLACE  LEE,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Binghamton,  N.  Y.,  July  7,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  9,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Agnes  Russell,  Deposit,  N.  Y. 
RUSSELL,  WILLIAM  LEE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Des  Moines,  Iowa,  June  19,  1918. 

Died :  U.  S.  S.  Solace,  October  6, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Rosa  Russell,  R.  F.  D.  No.  1,  Libertyville,  Iowa. 
RUSSELL,   WILLIAM   VERNE,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  26,  1918. 

Died:  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Joseph  D.  Russell,  R.  F.  D.  No.  2,  Emporium,  Pa. 
Russo,  JOSEPH  GUISEPPE,  landsman  baker,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  23,  1918. 

Died :  Quarantine  station,  Gallops  Island,  Mass.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Frances  Russo,  11  Ford  Street,  Boston,  Mass. 
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RUTHERFORD,  RICHARD  HALL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  April  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Nellie  Rutherford,  1016  Northeast  Twenty-seventh 

Avenue,  Minneapolis,  Minn. 
RUTHERFORD,  STEVEN  EDWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  14,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  January  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Steven  Rutherford,  Cannelton,  Ind. 

RUZICKA,  WILLIAM  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  March  8,  1918. 

Died :  U.  S.  S.  America,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Peter  Ruzicka,  3128  South  Pennsylvania  Avenue,  St. 

Louis,  Mo. 
RYAN,  JAMES  ERNEST,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  20,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin:  Wife,  Iris  Ryan,  West  Alexandria,  Ohio. 
RYAN,  JEREMIAH  JOHN,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  6,  1917. 

Died :  Receiving  ship,  Halifax,  Nova  Scotia,  October  16,  1918. 

Cause :  Pneumonia,   following  influenza. 

Next  of  kin:  Mother,  Mary  Eliza  Ryan,  818  Jackson  Street,  Philadelphia, 

Pa. 

RYAN,    JOHN   THOMAS,   seaman    second   class.    United    States   Naval   Reserve 
Force. 

Enrolled :  Williamsport,  Pa.,  June  5,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  D.  Ryan,  912  Erie  Avenue,  Renovo,  Pa. 
RYAN,  JOSEPH  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  John  S.  Ryan,  1828  Cayuga  Street,  Philadelphia,  Pa. 
RYAN,  JOSEPH  PATRICK,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  29,  1917. 

Died :  U.  S.  S.  Solace,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  J.  Ryan,  5746  Green  Street,  Chicago,  111. 
RYAN,   JOSEPH  WILLIAM,   fireman,   first   class,   United   States   Naval   Reserve 
Force. 

Enrolled:  Charleston,  S.  C.,  June  1,  1917. 

Died :  Naval  hospital,  Norfolk,  ,Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next   of   kin:  Mother.    Mrs.    Lizzie   Elizabeth    Ryan.    257   Phillip    Street, 
Charleston.  S.  C. 
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RYAN,  NOKDEKT  JOSEPH,  fireman,  third  class,  United  Stairs  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III..  October  16,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Virginia  Ryan,  R.  R.  No.  3,  New  Haven,  Ind. 
RYAN,  THOMAS  EDWARD,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  7,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  Ryan,  720  East  Taylor  Street,  Kokoino,  Ind. 
RYAN,  WILLIAM  HERHKKT,  landsman  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Cincinnati,  Ohio,  July  9,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Hiram  Edward  Ryan,  Junction  City,  Ohio. 
RYMER,  CHARLES  WILLIAM,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  November  12,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 
an  enemy  submarine  and  sunk. 

Next  of  kin :  Father,  Henry  W.  Rymer,  864  Kenton  Avenue,  Marion,  Ohio. 
RYRIE,  JAMES  EDGAR,  landsman  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Detroit,  Mich.,  December  22,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Christina  Ryrie,  1329  Trumbull  Avenue,  De- 
troit, Mich. 
SABOL,  ANDREW,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Salt  Lake  City,  Utah,  July  18,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Andrew  Sabol,  Stockett,  Cascade  County,  Mont. 
SACKETT,  HOWARD  HARVEY,  seaman,  second-class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Syracuse,  N.  Y.,  July  24,  1917. 

Died :  Naval  hospital,  Pelham,  N.  Y.,  March  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Euretta  Sackett,  940  Bellevue  Avenue,  Syracuse,  N.  Y. 
SACKETT,  WILLIAM  JENNINGS  BRYAN,  apprentice  seaman,  United  States  Naval 
Reserve  Force.     , 

Enrolled :  Omaha,  Nebr.,  July  27,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Mr.  Nat   Sackett,  2563  Poppleton  Avenue,  Omaha, 

Nebr.. 
SADDLER,  EDWAKD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  November  5,  1917. 

Died :  Naval  hospital,  Newport.  R.  I.,  December  13,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Jacob  Saddler,  R.  F.  D.  No.  4,  Clyde,  N.  Y. 
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SAFFIAN,  GEOKGE  FEED,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  30,  1917. 

Died:  Emergency  Hospital,  Quincy,  Mass.,  October  11,  1918. 

Cause :  Influenza-pneumonia. 

Next  of  kin:  Father,  H.  M.  Saffian,  1150  Parker  Avenue,  Detroit,  Mich. 
SAGER,  GEORGE  FRANCIS,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  May  24,  1918. 

Died:  4205  Terrace  Street,  Philadelphia,  Pa.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Sara  Sager,  4205  Terrace  Street,  Philadelphia,  Pa. 
SALAWETZ,  EDWARD  EMANUEL,  landsman  electrician   (general),  United  States 
Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Frances  Margaret  Salawetz,  408  Eighth  Avenue,  Clinton, 

Iowa. 
SALERNO,  ANDREA,  blacksmith,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  29,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Joseph  Salerno,  2782  West  Fifteenth  Street,  Coney 

Island,  N.  Y. 

SALOMONSON,  SWAM  MILTON,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Denver,  Colo.,  April  18,  1918. 

Died :  United  States  naval  training  camp,  Mare  Island,  Calif.,  October  16, 
1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Carrie  Salomonson,  R.  F.  D.  No.  2,  Berthoud,  Colo. 
SALVADOR,  PABLO,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  26,  1917. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Damaso  Salvador,  Balinay,  Bulacan,  P.  I. 
SALVAN,  MATEO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  July  6,  1918. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Uncle,  Ciricco  Salvan,  Gubat,  Sorsogan,  P.  I. 
SAAI,  AH,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Canton,  China,  July  27,  1914. 

Died :  U.  S.  S.  Heletw,,  August  1,  1917. 

Cause:  Unknown. 

Next  of  kin  :  Wife,  Yong  Kew,  Kowloon,  China. 

SAMPLE,  WILLIAM  LESLIE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Columbia,  S.  C.,  June  23,  1918. 

Died :  U.  S.  S.  Montauk,  S.  P.  392,  August  21, 1918. 

Cause:  Lost  when  vessel  foundered.        * 

Next  of  kin :  Mother,  Addie  Sample.  2119  Brown  Street,  Newberry,  S.  C. 
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SAMPLES,  HUGH,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  15,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Mr.  Jonathan  Samples,  Crystal,  Ky. 
SAMPSON,  JESSE  CLIFFORD,  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  24,  1917. 

Died :  S.  S.  Tyler,  May  2,  1918. 

Cause :  Lost  life  at  sea. 

Next  of  kin :  Mother,  Mrs.  Ola  M.  Sampson,  Fletcher,  Okla. 
SAMUELS,  SAM   STANLEY,  fireman,  third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  July  22,  1918. 

Died:  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 
•  Next  of  kin :  Half  sister,  Ora  Mae  Flotho,  3035  Virginia  Avenue,  Kansas 

City,  Mo. 

SAMUELSON,  BENJAMIN  CHRISTOPHER,  gunner's  mate,  third  class,  National  Naval 
Volunteers. 

Enrolled:  Philadelphia,  Pa.,  April  19,  1917. 

Died :  U.  S.  S.  Kansas,  December  20,  1917. 

Cause :  Due  to  injury  received  on  board  ship. 

Next  of  kin :  Mother,  Mrs.  Hannah  Samuelson,  1047  Twenty-seventh  Ave- 
nue, Minneapolis,  Minn. 

SANBORN,  ARTHUR  ELDEN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  WIs.,  June  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Grace  Sanborn,  336  Dayton  Street,  Kenosha,  Wis. 
SANBORN,  FRANK  LEAVITT,  fireman,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  August  3,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1917. 

Cause:  Lost   his   life   when   the   U.    S.    A.   C.   T.    Ticondcrof/a    was    fired 
upon  by  an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Maude  Sanborn,  Armona,  Calif. 
SANDEFUR,  CHARLES  HALL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  March  29,  1918. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  May  2,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Father,  Amos  Ira  Sandefur,  301  West  Washington  Street, 

Indianapolis,  Ind. 
SANDER,  CARL  RINHOLD,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  15,  1917. 

Died :  United  States  naval  hospital,  Mare  Island,  Calif.,  February  8,  1918. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin:  Mother,  Francis  Sander,  Mapleton,  Oreg. 

SANDERS,  ARTHUR  RAY,  machinist's  mate,  second  class,  aviation,  United  States 
Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  December  15,  1917. 

Died :  Naval  Hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  B.  B.  Sanders,  Trenton,  Mich. 
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SANDERS,  OSCAB  CHBISTOPHEB,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Meridian,  Miss.,  May  29,  1918. 

Died :  Naval  hospital,  Naval  Base,  Ya ,  October  6, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Charlie  P.  Sanders.  lxv>irvjew,  Miss. 
SANDHOVEL,  WILLIAM  FREDERICK,  landsman  yeoman,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  August  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause:  Pneumonia,  broncho. 

Next   of   kin:  Father,   William   D.   Sandhovel,   1252   Fifty-fourth   Street, 

Brooklyn,  N.  Y. 
SANFORD,  CHARLIE  HEIDEL,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Des  Moines.  Iowa,  October  9,  1915. 

Died:  U.  S.  S.  Jacob  Jones,  December  6.  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Barbara  Ella  Sanford,  326  Lexington  Avenue,  Lan- 
caster, Ky. 

SANFORD,  MABK  JACK,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  December  18,  1917.  - 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Jack  Sanford,  Witebsk,  Russia. 
SAN  Luis,  EGIIIDIO,  musician,  first  class,  United  States  Navy. 

Enlisted :  Mare  Island,  Calif,  November  27,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Liceria  E.  San  Luis,  Balensuela  Bacod,  San  Tamesen, 

P.  I. 
SANTIAGO,  SALVADOR  CANACHO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  San  Juan,  P.  R.,  August  5,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  4,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Mother,  Francisca  Santiago,  San  Juan,  P.  R. 
SANTOS,  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  2^  1918. 

Died :  United  States  naval  training  camp,  Bumkin  Island,  Mass.,  September 
30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Marion  Santos,  1  Quarry  Street,  Quincy,  Mass. 
SANTOS,  PEDRO  A.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Olongapo,  P.  I.,  May  9,  1916. 

Died :  Naval  hospital,  Pensacola,  Fla.,  June  24,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin :  Sister,  Dominga  Santos,  San  Roque,  Cavite,  P.  I. 
SANTOS,  VINCENTE,  seaman,  United  States  Navy. 

Enlisted :  Guam,  P.  I.,  October  12, 1917. 

Died :  U.  S.  S.  Supply,  August  10,  1918. 

Cause:  Drowning. 

Next  of  kin  :  Father,  Antonio  Santos,  Agana,  Guam. 
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SARGKNT,  FRANCIS   EDMUND,  Jr.,  chief  yeoman,  United   States  Naval  Reserve 
Force. 

Knrolled:  Boston,  Mass.,  August  13,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  September  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Evangeline  Wilkinson,  21  Walter  Street,  Roslindale, 

Mass. 
SABBA,  ANICETO,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  June  10,  1914. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  April  4,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Felociano  Filoren,  Maasin,  Leyte,  P.  I. 
SABRAN,  DAVE  ALEXANDER,  seaman,  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  May  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause :   Influenza. 

Next  of  kin :  Sister,  Miss  Edna  Sarran,  921  California  Street,  San  Antonio, 

Tex. 
SATTRE,  OSCAB  INGEMAN,  coppersmith,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  March  15,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Barbara  Sattre,  4204  Garfleld  Avenue  South, 

Minneapolis,   Minn. 
SATURDAY,  MAJOR  MCKINLEY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  November  14,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  14,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Wife,  Ola  Knight  Saturday,  Jacksonville,  Ga. 
SAUCHELLI,  FRED  CARLE,  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  April  27,  1917. 

Died:  United  States  Naval  Hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Catherine  Sauchelli,  141  South  Canal  Street,  Newark, 

N.   J. 
SAUNDERS,  AUGUSTUS  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  13,  1917. 

Died :  United  States  naval  training  station,  Great  Lakes,  111.,  May  7,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  Abraham  Lincoln  Saunders,  R.  R.  No.  2,  Cuba,  111. 
SAUNDERS,  EDWARD  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  October  19,  1917. 

Died:  U.  S.  S.  Solace,  March  1,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Josephine  Saunders,  252  Patchen  Avenue,  Brooklyn, 

N.  Y. 

SAUNPERS,    STUART    BENTON,    chief   quartermaster    (aviation),    United    State* 
Naval   Reserve  Force. 

Enrolled :  New  York  City,  N.  Y.,  May  21,  1917. 

Died :  Pensacola,  Fla.,  September  24,  1918. 

Cause:  Killed  In  seaplane  accident. 

Next  of  kin :  Mother,  Fannie  Rathbun  Saunders,  132  Euclid  Avenue,  West- 
field,  N.  J. 
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SAVAGE,  JACK  EDWARD,  lireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  October  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  3,  1918. 

Cause:  Gerebrospinal  fever. 

Next  of  kin :  Mother,  Augusta  Spray,  Chewelah,  Wash. 
SAVAGE,  LEE  JOHNSON  JOSEPH,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  July  10,  1917. 

Died :  U.  S.  S.  Virginia,  November  28.  1917. 

Cause :  Peritonitis. 

Next  of  kin:  Mother,  Mrs.  Minnie  Savage,  3166  Wilkens   Avenue,  Balti- 
more, Md. 
SAVAKIO,  JESSE  RUSSELL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  1,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Father,  Michael  Savario,  Acy,  La. 

SAWTELLE,  PHILIP  PERRY,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Portland,  Me.,  October  17,  1917. 

Died :  Naval  hospital,  New  London,  Conn.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Dore  Sawtelle,  4  Wyman  Street,  Augusta,  Me. 
SAWYER,  CHARLES  ADISON,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  16,  1918. 

Died :  United  States  Naval  Hospital,  Charleston,  S.  C.,  September  16,  1918. 

Cause:  Pulmonary  hemorrhage. 

Next  of  kin :  Mother,  Ida  Blanch  Sawyer,  Green  Street,  Waltham,  Mass. 
SAYRE,  LEWIS  ALBERT,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  12,  1917. 

Died :  United  States  Naval  Hospital.  Pelham  Bay  Park,  N.  Y.,  October  11, 
1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:  Father,  James  Horace   Sayre,   102  North   Seventh   Street, 

Newark,  N.  J. 

SCALES,  ALFRED  MOORE,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C.,  April  5,  1918. 

Died :  Naval  hospital,  Brooklyn.  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Alfred  Moore  Scales,  sr.,  Greensboro,  N.  C. 
SCANLON,  EDWARD  CARL,  seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  November  15,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Donald  Scanlon,  Bangor,  Me. 
SCANLON,  MATTHEW,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  June  1,  1918. 

Died:  Navy  yard,  Mare  Island,  Calif.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:   Mother,   Inger   K.    Marcusen.   8  Iowa    Street.    Santa 
Calif. 
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SCABLETT,  JULIAN  IVERSON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  July  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Virginia  Tyson  Scarlett,  Brunswick,  Ga. 
SOAKRY,  FRANCIS  BENEDICT,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  November  5,  1917. 

Died:  Naval  hospital,  Brooklyn,  N.  Y.,  September  12,  191S. 

Cause:  Diphtheria. 

Next  of  kin:  Stepmother,  Mrs.  Josephine  Scarry,  10  Bryant  Street,  Ded- 

ham,  Mass. 

SCHAAF,   LEO  MICHAL,  seaman,   second  class,   United   States  Naval   Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.    July  19,  1918. 

Died:  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Sarah  Schaaf  Vaughn,  Cheyenne  We/ Is,  Colo. 
SCHAEFER,  GEORGE  JOSEPH,  fireman,  first  cUiss,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  June  7,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Brother.  William  Schaefer,  Catholic  Protectory,  Westchester, 

N.  Y. 
SCHAEFER,  JOSEPH,  chief  electrician  (general),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  May  19,  1916. 

Died:  United  States  Naval  Hospital,  Canacao,  P.  I.,  December  7,  1917. 

Cause:  Result  of  burns. 

Next  of  kin:   Sister,  Clara  Amen,  417   South  Garfleld  Street,  Hastings, 

Nebr. 
SCHAEFER,  THEODORE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes   111.,  June  11,  1918. 

Died:  Naval  hospital,  Great  Lakes,  III.,  September  SO,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Eliz.  Schaefer,  320  Sheridan  Avenue,  Whiting,  Ind. 
SCHAEFFEB,  GEORGE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  December  13,  1917, 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  F.  R.  Schaeffer,  Springfield,  Mo. 
SCHAEFFER,  THOMAS  HENRY,  seaman,  United  States  Navy. 

Enlisted:  Allentown,  Pa,  March  29,  1918. 

Died :  U.  S.  S.  St.  Louis,  January  7,  1918. 

Cause:  Lost  overboard. 

Next  of  kin :  Sister,  Adeline  V.  Schaeffer,  R.  N.,  Milford  Hospital,  Milford, 

Del. 

SCHAFER,  BENJAMIN  GEORGE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  June  7,  1918. 

Died :  TT.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  George  F.  Schafer,  Ashton,  111. 
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SCHAFER,  FRED,  electrician,  second  class  (general),  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  24,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  June  2,  1918. 

Cause:  Tuberculosis,  pulmonary. 

Next  of  kin:  Aunt,  Mrs.  Mary  Leimeister,  1725  Venanago  Street,  Phila- 
delphia, Pa. 
SCHAFFEB,  JAMES  GUY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  June  27,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin:  Fairy  Belle  Schaffer,  139  North  Green  Street,  Martinsburg, 

W.  Va. 

SCHAFFEBT,  WILLIAM  THEOPHiLus,  carpeiter's  mate,  first  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Minneapolis,  Minn.,  June  12,  1918. 

Died:  United  States  naval  air  station,  North  Sydney,  Nova  Scotia,  Sep- 
tember 30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Fred  Schaffert,  Spreakers,  N.  Y. 
SCHAFFNEB,  FEED  CHARLES,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  April  14,  1917. 

Died:  Naval  headquarters,  Paris,  France,  April  18,  1918. 

Cause :  Effects  of  German  gas  bombardment  at  Fountain,  St.  Robert,  France. 

Next  of  kin :  Mother,  Emma  Schaffner,  4224  Seventh  Avenue,  Rock  Island, 

111. 
SCHAIBLIN,  THEODOBE,  chief  electrician  (general),  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  October  18,  1915. 

Died :  United  States  naval  hospital,  Canacao,  P.  I.,  August  5,  1917. 

Cause:  Burns. 

Next  of  kin :  Mother,  Alwina  Clara  Schaiblin,  Greenwood,  Mo. 
SCHANTZ-HANSEN,  ERNEST  FREDERICK,  hospital  apprentice,  second  class,  United 
States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maria  Schantz-Hansen,  403  Washington  Street,  Cedar 

Falls,  Iowa. 

SCHATZ,  HARRY  ALOYSIUS,   apprentice  seaman,   United   States   Naval    Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  July  23,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10, 
1918. 

Cause:  Thrombosis. 

Next  of  kin:  Wife,  Dorothy   Schatz,  410   East  One  hundred   sixty-fifth 

Street,  Bronx,  N.  Y. 
SCHAUBEL,  JULIUS  ALTON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  1,  1917. 

Died:  United  States  naval  hospital,  Great  Lakes,  111,  June  18,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Gottlob  Schaubel,  Holton,  Kans. 
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SCHEIDT,  PETER,  fireman,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Detroit,  Mich.,  May  15,  1918. 
Died :  U.  S.  S.  El  Ortente,  October  19,  1918. 
Cause:  Influenza. 

Next  of  kin :  Father,  Matthew  Scheldt,  Alger,  Mich. 
SCHEMM,  ROBERT  MARTIN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Detroit,  Mich.,  June  12,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Mrs.  Barbara  Schemm,  1701  McKinley  Avenue,  Bay 

City,  Mich. 
SCHENCK,  HABBY  PETEB,  electrician,  third  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  San  Francisco,  Calif.,  June  1,  1917. 

Died:  United  States  naval  hospital,  Chelsea,  Mass.,  October  16,  1917. 
Cause:  Nephritis,  chronic. 
Next  of  kin :  Father,  George  W.  Schenck,  1632  Bush  Street,  San  Francisco, 

Calif. 
SCHEBDING,  WALTER  TIPS,  chief  quartermaster  (aviation),  United  States  Naval 

Reserve  Force. 

Enrolled :  Houston,  Tex.,  June  27,  1918. 
Died:  United  States  Naval  Training  Camp,  Seattle,  Wash.,  October  30, 

1918. 

Cause:  Pneumonia,  broncho. 
'  Next  of  kin :  Wife,  Alica  Maude  Scherding,  1304  Rio  Grande  Street,  Austin, 

Tex. 
SCHEBEB,  Louis  BERNARD,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Cincinnati,  Ohio,  July  15,  1918. 
Died :  Naval  hospital,  Naval  Base,  Va.,  October  25,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin :  Mother,  Emma  Scherer,  3903  Columbia  Avenue,  Cincinnati, 

Ohio. 
SCHERMAN,  BERT  HENRY,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Milwaukee,  Wis.,  June  18,  1918. 
Died :  U.  S.  S.  Comfort,  September  30,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Cora  Ellen  Scherman,  R.  F.  D.  No.  10,  Milton,  Wis. 
SCHERRER,  WALTER,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Portland,  Ore.,  June  28,  1918. 
Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Caroline  Scherrer,  The  Dalles,  Ore^. 

i,    MEI.VIN    CJ.AIR,    apprentice   seaman,    United    States   Naval    Reserve 

Force. 

Enrolled :  Detroit,  Mich.,  July  22,  1918. 

Died:  United  States  Naval  hospital,  Great  Lakes,  111.,  September  12(5,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father,  George  Schlappi,  208  Hillcrest  Street,  Alma,  Mich. 
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SCHLEICHER.  FRANK  CORNELIUS,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled.:  New  Haven,  Conn.,  April  2,  1918. 

Died :  U.  S.  S.  Comfort,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,   Ernest  Schleicher,  77  Elm   Street,   East  Hartford, 

Conn. 
SCHMAY,  SIDNEY  STEPHEN,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.r  April  21,  1917. 

Died :  U.  S.  S.  Newport  News,  September  12,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Grace  Margaret  Schmay,  86  Oakwood  Avenue,  Troy, 

N.  Y. 
SCHMEHL,  FREDERICK  ERNEST,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital  Key  West,  Fla.,  August  11,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  John  Schmehl.  23  William  Street,  East  Port  Chester, 

N.  Y. 
SCHMIDT,  FREDDIRK'  HERMAN  ERNEST,  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  May  5,  1917. 

Died:  Naval  hospital,  New  York,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Brother,  Henry  Schmidt,  R.  R.  No.  1,  Crown  Point,  Ind. 
SCHMIDT,  HENRY  LEONHART,  fireman,  first  class.  United  States  Navy. 

Enlisted,  Crisfield,  Md.,  July  3,  1917. 

Died :  U.  S.  S.  Alabama,  March  15,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Charles  Schmidt,  1934  North  Third  Street,  Philadel- 
phia, Pa. 
SCHMIDT,  Win.,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  9,  1917. 

Died:  U.  S.  S.  Sylvan  Arrow,  September  28.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Schmidt,  Freeport,  Tex. 
SCHMIEDEBERG.  HERMAN  CARL,  fireman,  first  class.  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Sister,  Ella  Ellisan,  Rochester,  Minn. 

SCHMINKY,  WARREN  WRIGHT,  apprentice  seaman.  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia.  Pa.,  May  11,  1917. 

Died :  United  States  naval  hospital,  League  Island.  Pa.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father.   Allen  B.   Schminky,  2758  North   Fifteenth   Street, 

.    Philadelphia,  Pa. 

SCHNEIDER,  ANTHONY,  jr..  chief  quartermaster  (aviation),  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  13,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause  of  death :  Influenza. 

Next  of  kin :  Father,  Anthony  Schneider,  Whippany,  N.  J. 
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SCHNEIDER,   FREDERICK   CHARLES,   seaman,   second   class.    United,   States   Naval 

Reserve  Force. 

Enrolled :  New  Haven,  Conn,,  May  17,  1918. 
Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10 

1918. 

Cause:  Pneumonia,  broncho. 
Next  of  kin:  Aunt,  Mrs.  Helena  O'Donnell,  Hollister  Court,  Bridgeport, 

Conn. 

SCHNEIDER,  GEORGE  FREDERICK,  seaman,  United  States  Navy. 
Enlisted:  Vera  Cruz,  Mexico,  May  12,  1914. 
Died :  Receiving  ship,  New  York,  December  22,  1917. 
Cause :  Suicide. 
Next  of  kin:  Mother,  Catherine  Schneider,  2413  Fleet  Street,  Baltimore, 

Md. 

SCHNEIDER,  OTTO  GEORGE,  electrician,  first  class  (radio),  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  June  13,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  missing  Cj/clpos. 

Next  of  kin :  Father,  Gottlieb  Schneider,  316  Portz  Avenue,  Findlay,  Ohio. 
SCHNOOR,  JOHN  JACOB,  chief  boatswain's  mate,  United  States  Navy. 
Enlisted:  Houston,  Tex.,  March  19,  1917. 
Died :  Naval  hospital,  Norfolk,  Va.,  October  14,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mrs.   Mattie   Schnoor,  602  Cherry   Street,   Atlantic 

Oity,  N.  J. 
SCHOENTHALER,  Louis  FREDERICK,  seaman,  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  21,  1918. 

Died:  United  States  naval  hospital,  Philadelphia,  Pa.,  September  22,  1918. 
Cause:  Influenza. 
Next  of  kin:  Father,  Louis  Schoenthaler,  428  Himrod  Street,  Brooklyn, 

N.  Y. 
SCHOFIELD,  THURLOW  TOMLINSON,  carpenter's  mate,  second  class,  United  States 

Naval  Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  April  16,  1918. 
Died:  Naval  air  station,  Queenstown,  Ireland,  August  14,  1918. 
Cause:  Cerebrospinal  fever. 
Next  of  kin :  Father,  George  Schofield,  New  Haven  Road,  R.  F.  D.,  Nauga- 

tuck,  Conn. 
SCHOHN,  EUGENE  CHARLES,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Buffalo,  N.  Y.f  June  4,  1918. 

Died :  United  States  naval  air  station,  Eastleigh,  England,  October  14, 1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Brother,  Frederick  Schohn,  327  Delaware  Avenue,  Buffalo, 

N.  Y. 

SCHOLL,  FINN  MARTINI,  painter,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  April  17,  1917. 
Died :  United  States  naval  hospital,  N.  Y.,  August  31,  1917. 
Cause:  Tuberculosis. 
Next  of  kin :  Wife,  Eleanor  Scholl,  Monmouth  Beach,  N.  J. 
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SCHOOLER,  FRANK  RICHARD,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Des  Moines,  Iowa,  July  25,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  9,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Will  H.  Schooler,  Reliance,  S.  Dak. 
SCHOOLMASTER,  JAMES  HOWARD,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  December  13,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  January  8,  1918. 
Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Belle  Schoolmaster,  R.  F.  D.  No.  6,  Fremont,  Mich. 
SCHOULTZ,  RUDOLPH  CHARLES,  sailmaker's  mate,  United  States  Naval  Reserve 

Force. 

Enrolled:  New  York  City,  February  6,  1917. 

Died :  Section  1,  third  naval  district,  New  York  City,  October  23,  1918. 
Cause:  Suicide. 
»       Next   of  kin:   Wife,   Mrs.  Matilda   Sophie   Schoultz,   7402   Fifth   Avenue, 

Brooklyn,  N.  Y. 

SCHOW ALTER,  NICHOLAS  HENEY  RiGHTOR,  seaman,  United  States  Navy. 
Enlisted:  Pensacola,  Fla.,  December  18,  1915. 
Died :  U.  S.  S.  Utah,  September  28,  1917. 
Cause :  Spinal  meningitis. 

Next  of  kin :  Father,  Volney  McReynolds  Schowalter,  Poinc  Clear,  Ala. 
SCHRADER,  WILLIAM  GUSTAV,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  May  7,  1917. 
Died :  U.  S.  S.  Nevada,  October  24,  1918. 
Cause:  Analobar  pneumonia. 

Next  of  kin:  Mother,  Mrs.  Elizabeth  Schrader,  339  Grove  Street,  Logans- 
port,  Ind  . 
SCHRAMM,  LEO,  boatswain's  mate,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Newport,  R.  I.,  April  4,  1917. 

Died :  United  States  Naval  Base  Hospital  No.  5,  October  22,  1918. 
Cause :  Pneumonia. 

Next  of  kin  :   Wife,  Mrs.  Minnie  P.  Schramm,  12  Gidley  Street,  Newport,  R.  I. 
SCHRAMM,  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  May  7,  1918. 
Died :  Willard  Parker  Hospital,  New  York,  October  17,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin:  Father,  Charles  E.  Schramm,  354  East  Eighty-ninth  Street, 

New  York  City,  N.  Y. 

SCHREIBER,  SAMUEL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Philadelphia,  Pa.,  June  26,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 
Cause :  Influenza. 
Next  of  kin :  Brother,  John  Schreiber,  Freehold,  N.  J. 

,  HAROLD  W.,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Newport,  R.  I.,  April  26,  1917. 

Died :  United  States  naval  hospital,  Newport,  R.  I.,  May  31,  1917. 
Cause:  Meningitis,  cerebrospinaL 
Next  of  kin :  Father,  Louis  Schreiner,  504  Vernon  Avenue,  Fergus  Falls, 

Minn. 

174483—20 42 
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SCHRODER,  CASPER  GARRETT,  ship's  cook,  third  class,  United  States  Naval   Re- 
serve Force. 

Enrolled :  Philadelphia,  Pa.,  June  2,  1917. 

Died :  United  States  submarine  chaser  209,  August  27,  1918. 

Cause:  Lost  his  life  when  the  United  States  submarine  chaser  209  was 
sunk. 

Next  of  kin :  Father,  George  Schroder,  Morton,  Pa. 
SCHROEDER,  CLARENCE  ERNEST,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  May  24,  1917. 

Died:  U.  S.  S.  Solace,  January  20,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin:  Aunt,  Mary  Yochum,  740  Third  Street,  New  Orleans,  La. 
SCHROEDER,  PAUL  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  14,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  March  27,  1918. 

Cause:  Rheumatism. 

Next  of  kin :  Mother,  Mrs.  Anna  Schroeder,  2740  Miami  Street,  St.  Louis, 

Mo. 
SCHUCK,  WAT/TKK  ALOYSIUS,  oiler,  National  Naval  Volunteers. 

Enrolled :  U.  S.  S.  Wasp,  Whitestone,  N.  Y.,  May  10,  1917. 

Died :  2328  University  Avenue,  Bronx,  N.  Y.,  March  1,  1918. 

Cause:  Killed  while  on  liberty. 

Next  of  kin :  Christian  Schuck,  2328  University  Avenue,  New  York,  N.  Y. 
SCHUHAM,  NED  SINAI,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  April  15,  1918. 

Died  :  Receiving  s'hip,  Great  Lakes.  111..  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Bertha  Schuham,  5029  Michigan  Avenue,  Chicago,  111. 
SCHULER,  Louis  BAPTISTE,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  23,  1917. 

Died:  Medical  Unit,  Fifth  Marines,  in  France.  June  26,  1918. 

Cause :  Wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.   Jennie  Schuler.   1(517  Eleventh    Street,    Sacra- 
mento, Calif. 
SCHULTZ,  EDO.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  28,  1917. 

Died :  Naval  hospital,  Charleston.  S.  C..  September  29,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Stella  Schultz,  3215  Fox  Street,  Chicago,  111. 
SCHULTZ,  HOWARD  HENRY,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  III.,  July  13,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Schultz,  702  Sterling  Avenue,  Joliet,  111. 
SCHULTZ,  JOSEPH  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  April  9,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause :  Overexposure. 

Next  of  kin:  Brother,  Herman  Schultz,  1701  Lafayette  Street,  Fort  Wayne, 
Ind. 
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SCHULTZ,  WILLIAM  HERMAN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  28,  1918. 

Died :  U.  S.  S.  Mount  Vcrnon,  September  5,  1918. 

Cause :  Lost  on  U.  S.  S.  Mount  Vernon. 

Next  of  kin :  Mother,   Sina   Schultz,   171   Forty-second    Street,   Brooklyn. 

N.  Y. 
SCHUMANN,  KARL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  May  16,  1918. 

Died :  U.  S.  S.  New  Hampshire,  November  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Carl  Schumann,  Anoka,  Nebr. 
SCHUPPERT,  HENRY,  water  tender,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  20,  1915. 

Died :  Kingston  Avenue  Hospital.  Brooklyn.  N.  Y.,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ida  Schuppert,  533  West  One  hundred  and  fifty-eighth 

Street,  New  York,  N.  Y. 
SCHXJTT,  FREDERICK  WALLIS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  July  31,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  7,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Wallis  Schutt,  Cherrydale,  Va. 

SCHWAB,  LAWRENCE  Louis,  storekeeper,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  December  21,  1917. 

Died:  United  States  marine  hospital,  Chicago,  111.,  July  9,  1918. 

Cause :  Self-administered  bichloride  of  mercury. 

Next  of  kin :  Father,  Louis  C.  Schwab,  5308  South  Park  Avenue,  Chicago. 

111. 

SCHWARTE,  ROMAN  HENRY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  June  1,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Emma  Duker  Schwarte,  4546  Kimball  Avenue,  Chi- 
cago, 111. 

SCHWAKZ,  ARTHUR  JAMES,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  April  4,  1918. 

Died :  United  States  naval  training  station,  Great  Lakes,  111.,  September  30, 
1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Schwarz,  558  Tenth  Street,  Brooklyn,  N.  Y. 
SCHWEFER,   NORMAN   MARTIN,   landsman,    machinist's  mate    (aviation),   United 
States  Naval  Reserve  Force. 

Enlisted:  Chicago,  111.,  June  8,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin:  Brother,  William  Schwefer,  939  Center  Street,  Chicago,  111. 
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SCHWEITZER,  EDWARD  LKE,  landsman,  electrician  (radio),  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  August  5,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Edward  G.  Schweitzer,  2000  Portland  Avenue,  Ixmis- 

ville,  Ky. 
SCISINGEB,  AARON  DAVID,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  June  19,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  3,  1918. 

Cause:  Lobar  penumonia. 

Next  of  kin:  Father,  Henry  Scisinger,  422  North  Cowell  Street,  Garrett, 

Ind. 
SCOGGINS,  ROY,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew 'on  missing  Cyclops. 

Next  of  kin:  Father,  J.  M.  Scoggins,  Wingate,  Tex. 
Scoi.io,  JASPER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla;,  March  31,  1917. 

Died :  U.  S.  S.  Arkansas,  April  23,  1917. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :  Mother,  Mrs.  Sandy  Scolio,  McAlester,  Okla. 
SCOTT,  ALRICK,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  15,  1917. 

Died :  U.  S.  S.  Texan,  April  11,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Agnes  Scott,  Boykins,  Va. 

SCOTT,  ELLIOTT  MATTHEWS,  seaman,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  April  12,  1917. 
Died :  U.  S.  S.  Buena  Ventura,  September  16, 1918. 
Cause:  Lost  his  life  when  the  U.  S.  S.  Buena  Ventura  was  torpedoed  by  an 

enemy  submarine  and  sunk. 
Next  of  kin :  Father,  John  F.  Scott,  68  Prospect  Avenue,  Chelsea,  Mass. 

SCOTT,  JOHN  IRVING,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  6,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  22, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Mary  Barrett,  Quenemo,  Kans. 
SCOTT,  RAY  ELSWORTH,  electrician  first  class,  United  States  Navy. 

Enlisted :  U.  S.  S.  F-l,  San  Pedro,  Calif.,  December  14,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowning. 

Next  of  kin :  Wife,  Mae  Edith  Scott,  post  office  box  112,  San  Pedro,  Calif. 

SCOTT,  ROSCOE,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Des  Moines,  Iowa,  December  8,  1913. 
Died :  U.  S.  S.  Michigan,  October  30,  1917. 
Cause :  Drowning. 

Next  of  kin :  Brother,  Frank  C.  Scott,  Denver,  Colo. ;  no  permanent  street 
address. 
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SCOTT,  WALLACE  ALEXANDER,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 
an  enemy  submarine  and  sunk. 

Next  of  kin :  Mother,  Emily  O.  Scott,  32  Gautier  Avenue,  Jersey  City,  N.  J. 
SCOTT,  WILLIAM  RUSSELL,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  May  25,  1917. 

Died  :  Naval  hospital,  Chelsea,  Mass.,  March  17, 1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  J.  Scott,  Bedford  City,  Va. 

SCBOGGIE,   DEAN   ELLIOTT,   apprentice   seaman,    United    States   Naval   Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Dean  Edward  Scroggie,  Bay  Shore,  Mich. 
SCULLY,  AMBEOSE  JOSEPH,  blacksmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Albany,  N.  Y.,  May  24,  1918. 

Died :  St.  Peters  Hospital,  Albany,  N.  Y.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Jane  Scully,  583  Livingston  Avenue,  Albany, 

N.  Y. 
SEAMAN,  ELMER  GLENWOOD,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  16,  1917. 

Died :  U.  S.  S.  Utah,  July  6,  1917. 

Cause:  Heart  disease. 

Next  of  kin :  Mother,  Eda  Seaman,  Burwell,  Nebr. 
SEARS,  CARLETON  ELLERY,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  June  18,  1917. 

Died:  Naval  hospital,  Naval  Base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia. 

Next   of  kin:  Mother,   Mrs.   Lulu   Edith    Sears,   621   Quinnipiac   Avenue, 

Fair  Haven,  Conn. 
SEARS,  ISAM  EDGAR,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  23,  1918. 

Died:  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

JNext  of  kin :  Mother,  Mary  E.  Sears,  Polleyton,  Ky. 
SEARS,  WILLIAM,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  April  19,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 

Cause:  Meningitis,  cerebral. 

Next  of  kin :  Father,  Stephen  A.  Sears,  42  Terrace  Avenue  SE.,  Grand 

Rapids,  Mich. 

SEBASTIAN,  FRANK  NICHOLAS,  pharmacist's  mate,  second  class,  United  States 
Navy. 

Enlisted:  Denver,  Colo.,  April  10,  1915. 

Died:  United   States  naval  hospital,   Fort  Lyon,   Colo.,  August  20,   1917. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Julia  Cubert,  3310  Parnell  Street,  Chicago,  111. 
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SEDERQUIST,  BERNARD  BERTRAND,  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  25,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  S.  West  gate  was  sunk  in  collision. 

Next  of  kin:  Father,  Bernard  Seclerquist,  982  Pacific  Street?  Brooklyn, 

N.  Y. 
SKD<;\\  ICK,  EARL  HUDSON,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Rochester,  N.  Y.,  April  10,  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  May  27,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Minnie  Sedgwick,  East  Palmyra,  N,  Y. 
SEELEY,  HENRY  BURTON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Wausaw,  Wis.,  March  14,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  April  8,  1917. 

Cause :  Measles ;    pneumonia,   lobar. 

Next  of  kin :  Father,  Nelson  Seeley,  Route  1,  Hancock,  Wis. 
SEELY,  PHILLIP  DANIEL,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Madison,  Wis.,  October  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Seely,  R.  R.  No.  1,  Wanzeka,  Wis. 
SEOERDAHL,  PAUL  EDWIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  10,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  5,  1918. 

Cause :  Cerebrospinal  menengitis. 

Next  of  kin :  Mother,  Ellen  Segerdahl,  129  South  Main  Street,  Manchester, 

Conn. 

SEIFERT,  DANIEL  FREDERICK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  June  6,  1918. 

Died :  United  States  naval  training  camp,  Camp  Logan,  111.,  September  29, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mrs.  Alfredie  C.  Seifert,  831  Walnut  Street,  Mount 

Veruon,  Ind. 
SEIFERT,  SYLVESTER  CLEMENS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  July  19,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lena  Seifert,  1809  Vasser  Street,  St.  Paul,  Minn. 
SEIGEL,  JOHN  ALOYSIUS,  seaman,  United  States  Navy. 

Enlisted:  Norfolk,  Va.,- December  12,  1914. 

Died :  Receiving  ship  at  Washington,  D.  C.,  August  10,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  Anonone  Rogers,  261  Lafayette  Street,  Newark, 

N.   J. 

SEILKR,  ALFRED  VICTOR,   seaman,   second  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  25,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Bonaparte  Seiler,  434  Lafayette  Street,  Newark. 
N.   J. 
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SEIS,  JOHN,  fireman,  first  class,  United  States  Navy. 
Enlisted :  May  26,  1917,  at  Cleveland,  Ohio. 
Died:  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon 

by  an  enemy  submarine  and  sunk. 
Next  of  kin :  Mother,  Anne  Seis,  2724  East  Thirty-eighth  Street,  Cleveland, 

Ohio. 

SELLERS,  VALENTINE,  seaman,  United  States  Navy. 
Enlisted :  Washington,  D.  C.,  April  21,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Amelia  Sellars.  3070  M  Street  NW.,  Washington,  D.  C. 
SELTZER,   JOSEPH   NELSON,   apprentice   seaman,    United   States   Naval   Reserve 

Force. 

Enrolled :  Philadelphia,  Pa.,  August  6,  1918. 

Died:  Naval  hospital,  navy  yard.  Puget  Sound.  Wash.,  September  30,  1918. 
Cause :  Influenza. 
Next  of  kin:  Father,  Joseph  Nelson  Jarboe  Seltzer,  5416  Tacony  Street, 

Philadelphia,  Pa. 
SEMERAU,  HENRY,  landsman,  carpenter's  mate  (aviation),  United  States  Naval 

Reserve  Force. 

Enrolled:  San  Francisco.  <1alif.,  June  22,  1918. 
Died :  Naval  aviation  Detachment,  Curtiss  Aeroplane  Works,  Buffalo,  N.  Y., 

October  2,  1918. 

Cause :  Pneumonia  contracted  from  influenza. 
Next  of  kin :  Father.  William  Semerau,  511?  Linden  Avenue,  San  Fran- 

francisco,  Calif. 
SENER.  BEVERLEV  THORNTON,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Baltimore,  Md.,  June  22, 1917. 
Died :  Section  Base  No.  1,  Baltimore,  Md.,  October  17,  1918. 
Cause:  Gangrene,  appendicitis,  peritonitis. 
Next  of  kin :  Father,  Beverley  Thornton  Seiier,  2816  North  Calvert  Street, 

Baltimore,  Md. 
SENF,   HOWARD  MARTIN,   seaman,  second  class,  United   States  Naval   Reserve 

Force. 

Enrolled :  New  Haven,  Conn.,  April  30,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  George  Senf,  17  Fairview  Street,  New  Britain,  Conn. 
SENNOTT,  EDWARD  THOMAS,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enlisted :  Boston,  Mass.,  December  12,  1917. 
Died :  Buffalo  Hospital,  Buffalo,  N.  Y.,  October  21,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Wife,  Nellie  Sennott,  366  Broadway,  Cambridge,  Mass. 

SEPULL,  RICHARD  EWALD,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Detroit,  Mich.,  November  21,  1917. 
Died :  Herman  Kiefer  Hospital,  Detroit,  Mich.,  January  15,  1918. 
Cause :  Cerebrospinal  fever. 

Next   of  kin :    Mother,  Mrs.   Adeline   Sepull   435  Ferdinand   Avenue,  De- 
troit, Mich. 
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SEBEY,  WILFRED  JOSEPH,  water  tender,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  5,  1917. 

Died :  U.  S.  S.  Westover,  July  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Father,  Jack  Serey,  Winchester  Avenue,  Ashland,  Ky. 
SEBOAI,  BENNETT,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  December  15,  1917. 

Died :  Naval  air  station,  Killingholme,  October  11,  1918. 

Cause:  Drowned  in  seaplane  accident. 

Next  of  kin :  Father,  Harris  Sergai,  508  South  Alamo  Street,  San  Antonio, 

Tex. 
SEBLY,  ANDREW,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  25,  1918. 

Died :  Flower  Hospital,  New  York,  N.  Y.,  October  30,  1918. 

Cause :  Malaria. 

Next  of  kin :  Mother,  Hermin  Serly,  825  East  One  hundred  and  sixty-third 

Street,  New  York,  N.  Y. 

SESSING,  Louis  ALBERT,  seaman,  second  class,  United  States  Naval   Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  June  4,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  William  A.   Sessing,  215  East  Sixth  Street, 

Rochester,  Minn. 
SESSIONS,  ELONZO  HARVEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Don  E.  Sessions,  220  North  Jackson  Street,  Altus, 

Okla. 

SETTERSTROM,  CARL  PARKER,  machinist's  mate,  second  class  (aviation),  United 
States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  May  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Francis  P.  Setterstrom,  Seneca,  Mo. 
SEVERANCE,  FREDERICK  ALONZO,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  11,  1917. 

Died :  U.  S.  S.  Oregon,  April  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Fannie  Nissen,  9  Pendergast  Avenue,  Santa  Cruz, 

Calif. 

SEVERINSEN,  PETER,  carpenter's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  December  13,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:   Wife,  Laura  Warner   Severinsen,   1334   Seventieth   Street, 

Brooklyn,  N.  Y. 
SEVERYINS,  PETER,  landsman  ship's  cook,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  6,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Severyins,  Norway,  Mich. 
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SEVICK,  CONRAD  FRANK,  seaman,  second  class,  United  States  Navy. 

Enlisted :    Houston,  Tex.,  June  6,  1917. 

Died :  Steamship  Espagne,  January  23,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Mary  Rainosek,  La  Grange,  Tex. 
SEVILLA,  RAFAEL,  native,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  September  12,  1917. 

Died :  Canacao,  P.  I.,  October  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Feliciana  Defee,  72  Gomez,  Cavite,  P.  I. 
SEWABD,  CLARENCE  JOHNSON,  seaman,  second  class,  United  State  Naval  Reserve 
Force. 

Enrolled :  Great  La"kes,  111.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Edith  Seward,  1222  North  Michigan  Street,  Plymouth, 

Ind. 
SEWELL,  WARD  E.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  9,  1917. 

Died :  Naval  training  camp,  Charleston,  S.  C.,  March  14,  1918. 

Cause :  Suicide  by  drowning. 

Next  of  kin :  Mother,  Maud  Sewell,  Edgerton,  Ohio. 

SEXTON,  LESLIE  CYBIL,  pharmacist's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  September  28,  1917. 

Died :  United  States  Naval  Ordnance  Plant,  South  Charleston,  W.  Va. 
October  18,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Ada  Florence  Sexton,  54  Alma  Street,   San  Fran- 
cisco, Calif. 

SHADE,  CHARLES  ROBERT,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  April  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Minnie  Jane  Shade,  Caruthersville,  Mo. 
SHANAHAN,  CLEM  JAMES,  landsman  machinist's  mate,   United  States   Naval 
Reserve  Force. 

Enrolled :  Des  Moiues,  Iowa,  May  21,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Susan  Shanahan,  R.  R.  No.  4,  Bernard,  Iowa. 
SHANKLE,  ARCHIE  TURNER,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted:  Meridian,  Miss.,  May  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Dr.  Seaborn  M.  Shankle,  Hollandale,  Miss. 
SHANLEY,  PETER  JISEPLE,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  April  26,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Kate  Shanley,  17  Clarke  Street,  New  Haven,  Conn. 
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SHANNON,  JOSEPH  Son  r.  machinist's  matt1,  SIM-OIK!  Hass,  I'nitt'd  Stairs  Navy. 

Enlisted:  El  1'aso,  Tex.,  July  22,  1918. 

Died:   Navy  yard,  Man-  Island,  Calif.,  October  17,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Mrs.  Ida  Shannon,  G.  D.,  RoswHI,  N.  Mex. 
SHANTZ,  HOWARD  WAI/TON,    apprentice  seaman,   United   States  Naval    Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  August  27,  1918. 

Died:  Naval  hospital,  Puget  Sound,  Wash.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Samuel  II.  Sliant/.,  244  Mintzer  Street,  Pottstown,  Pa. 
SHAPIRO,  REUBEN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  March  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  May  14,  1918. 

Cause :  Appendicitis,  acute. 

Next  of  kin :  Mother,  Rebecca  Shapiro,  Sonrerville,  Mass. 
SHAPIRO,  ROBERT,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  27,  1917. 

Died :  Naval  hospital,  Cape  May.  N.  .T.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Sarah  Shapiro,  442  Brown  Street,  Philadelphia,  Pa. 
SHARITT,  HEWITT,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  November  22,  1917. 

Died:  Naval  station,  Norfolk,  Va.,  February  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Oma  Sharitt,  Lewisburg,  Ala. 
SHARP,  Dow  DTHITT,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  May  15,  1916. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  January  21,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  George  A.  Sharp,  2435  West  Fourth  Street,  Oklahoma 

City,  Okla. 
SHARP,  HORACE  ARMIN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  14,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Mother,  Emma  D.  Sharp,  R.  F.  D.  No.  3,  Mount  Juliet,  Tenn. 
SHARP,  JAMES  K.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  17,  1917. 

Died:  United  States  Naval  Hospital,  Mare  Island  California,  May  15,  1917. 

Cause:  Intestinal  obstruction. 

Next  of  kin  :  Mother,  Mattie  Sharp,  245  South  Haven  Street,  Spokane,  Wash. 
SHARP,  JOSEPH  THOMAS,  coxswain,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  April  10,  1917. 

Died:  Torpedo  Range,  United  States  Submarine  Base,  San  Pedro,  Calif., 
September  25,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Winifred  Sharp,  339  River  Street,  Waltham,  Mass. 
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SHABPE,  ARTHUR  PAUL,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Omaha,  Nebr.,  April  25,  1918. 

Died :  Army  Field  Hospital  No.  114,  October  29,  1918. 

Cause:  Shell  wounds  in  left  thigh. 

Next  of  kin :  Mother,  Anna  Jacobson  Sharpe,  2506  South  Forty-first  Street, 

Omaha,  Nebr. 
SHARPE,  WILLIAM  DEAN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  4,  1917. 

Died :  Naval  Base  Hospital  No.  5,  October  2, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Katherine  Sharpe,  3106  Russel  Avenue,  Minneapolis, 

Minn. 
SHAUGHNESSY,  JAMES  ARTHUR,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  12,  1917. 

Died :  United  States  Naval  Hospital,  Chelsea,  Mass.,  September  5,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Sister,  Ella  E.  Shaughnessy,  232  Bay  State  Road,  Boston,  Mass. 
SHAVER,  HAROLD  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Denver,  Colo.,  October  1,  1918. 

Died :  Post  hospital,  Boulder,  Colo.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Edward  Shaver,  Axial,  Colo. 
SHAW,  LAMORN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  June  22,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Explosion  on  U.  S.  S.  Manley. 

Next  of  kin :  Father,  Dennis  Shaw,  Brownsfield,  Pa. 

SHAW,  WILLIAM  EGAX,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  14,  1917. 

Died:  Naval  hospital.  New  York,  Mny  5,  1918. 

Cause:  Empyemia. 

Next  of  kin:  Mother,  Mary  L.  Shaw,  117  Bay  Street,  Nantasket  Beach, 

Mass. 

SHAW,  WILLIAM  FRANKLIN,  seaman,  second  <-Iass.  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  March  16,  1918. 

Died :  Navy  base  hospital  No.  5,  October  15,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Gilbert  Warren  Shaw,  Plyrnton,  Mass. 
SHAW,  WILLIAM  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  February  1,  1918. 

Died:  U.  S.  S.  Pittsburgh,  October  22  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Goldie  Shaw,  Millbridge,  Me. 
SHAWL,  DUDLEY  RAY.  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  May  28,  1917. 

Died :  U.  S.  S.  Kearxarge,  August  6,  1917. 

Cause:  Fractured  spine. 

Next  of  kin :  Mother,  Kate  Shawl,  Dickson,  Tenii. 
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SHAY,  CHABLKS   EDWAKD,   chief   water   tender,   United   States  Naval    Hesi-rvu 
Force. 

Enrolled:  Norfolk,  Va.,  July  2,  1917. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  January  18,  1918. 

Cause :  Tuberculosis. 

Next  of  kin:  Wife,  Mrs.  Anna  Shay,  1045  Bensley  Avenue,  Chicago,  111. 
SHEA,  ALLEN,  electrician,  third  class  (general),  United  States  Naval  Reserve 
Force. 

Enrolled:  Portland,  Me.,  May  14,  1918. 

Died:  Ayers,  Mass.,  August  12,  1918. 

Cause:  Train  and  auto  accident 

Next  of  kin :  Mother,  Mrs.  Annetta  Shea,  676  Fourth  Avenue,  Berlin,  New- 
Hampshire. 

SHEA,  FBANK  JOHN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Philadelphia,  Pa.,  May  8,  1918. 

Died :  United  States  Naval  Hospital,  Philadelphia,  Pa.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Anne  Genoe  Shea,  5416  Vine  Street,  Philadel- 
phia, Pa. 

SHEA,  FREDEBIC,  electrician,  third  class  (radio),  United  States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  May  2,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  May  27,  1918. 

Cause :  Carcinoma. 

Next  of  kin :  Mrs.  Rose  McLaughlin,  Albion,  Pa. 
SHEA,  GEOBGE  TYSON,  seaman,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  July  5,  1917. 

Died :  S.  S.  Florence  #.,  April  17,  1918. 

Cause:  Explosion  at  sea. 

Next  of  kin :  Father,  D.  J.  Shea,  1265  Corona  Street,  Denver,  Colo. 
SHEA,  IBA  MICHIEL,  landsman  for  baker,  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  23,  1918. 

Cause:  Killed  by  train. 

Next  of  kin :  Father,  Dan  Shea,  404  West  Adams  Street,  Macomb,  III 
SHEA,  JOHN  HENBY,  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  November  17,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Michael  Shea,  934  West  Seventh  Street,  Los  Angelea, 

Calif. 
SHEALY,  GEOBGE  ADAMS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Uncle,  Andrew  Shealy,  R.  F.  D.  No.  3,  Prosperity,  S.  C. 
SHECKELS,  GEOBGE  LAWBENCE,  seaman,  second  class,  United  States  Navy- 
Enlisted  :  Baltimore,  Md.,  April  10,  1917. 

Died :  U.  S.  S.  Montgomery,  July  26,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  William  J.  Sheckels,  142  Lowman  Street,  Baltimore, 
Md. 
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SHEEHAN,  DANIEL  FRANCIS,  yeoman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  4,  1913. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  July  23,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Paul  Sheehan,  61  Roseclair  Street,  Dorchester,  Mass. 
SHEEHAN,  DENNIS  F.,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  Brooklyn,  N.  Y.,  June  21,  1917. 

Died :  U.  S.  S.  Seneca,  October  15,  1917. 

Cause:  Burns. 

Next  of  kin :  Father,  John  Sheehan,  547  Throop  Avenue,  Brooklyn,  N.  Y. 
SHEEHAN,  IBWIN  JOHN,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled:  March  24,  1917,  Philadelphia,  Pa. 

Died :  Sub  chaser  209,  August  27,  1918. 

Cause:  Lost  his  life  when  U.  S.  sub  chaser  209  was  fired  upon  by  the 
S.  S.  Felix  Taussig,  having  been  mistaken  by  that  steamship  for  an  enemy 
submarine,  August  27,  1918. 

Next  of  kin :  Mother,  Mrs.  Alice  V.  Sheehan,  2233  Tasker,  Philadelphia,  Pa. 
SHEEHAN,  MARCUS  EMMETT,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  February  4,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  John  Sheehan,  14  Union  Avenue,  Norwalk,  Conn. 
SHEEHAN,  RICHARD  BETHEL,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  22,  1918. 

Died:  Ninth,  Tenth,  and  Eleventh  Naval  Districts,  Great  Lakes,  111.,  Sep- 
tember 28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  John  T.  Sheehan,  1509  Harrison  Street.  Davenport, 

Iowa. 
SHEFFIELD,  JUNE  ELSWORTH,  coxswain,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  14,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  16,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  C.  Teaheart,  Billings,  Mont. 

SHELBY,  GEORGE  MAYNARD,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  26,  1918. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Jane  Caddell  Shelby,  Holly  Hill,  Ky. 

SHELDON,  FREDERICK  DEUEL,   electrician,   first  class    (general),   United   States 
Navy. 

Enlisted :  New  Haven,  Conn.,  March  22,  1916. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Sarah  L.  Manlove,  1277  Curtiss  Court,  Minn. 
SHELDON,  LAWRENCE  DERRICK,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Albany,  N.  Y.,  March  25,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Spinal  fever. 

Next  of  kin :  Mother,  Emma  Sheldon,  Salem,  N.  Y. 
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SIIKI.TKK,  FISANK  MILTON,  apprentice  seaman,  United  States  Nav.\. 

Enlisted:  Buffalo,  N.  Y.,  July  31.  1918. 

Died :  Naval  hospital,  Newport,  it.  I.,  September  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Milton  Reuben  Shelter,  530  VVesttield  Street,  Roch- 
ester, N.  Y. 

SHELTON,  JOHNNIE  ANDKEW,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Bessie  May  Shelton,  Gladden,  Mo. 
SHEPARD,  GRANT  EDWARD,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  30,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Lois  Casper  Shepard,  Floyd,  Iowa. 

SHEPARD,  MARK,  landsman  electrician   (radio),  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  Orville  Shepard,  1142  North  Market  Street, 

Wichita,  Kans. 
SHEPHEARD,  SANDY,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Fort  Monroe,  Va.,  October  1,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  14,  1918. 

Cause:  Senkemia. 

Next  of  kin :  Auut,  Mattie  J.  Shepheard,  Cameron,  Tex. 

SHEPHERD,  ADRIAN  MADISON,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  October  8,  1918. 

Died :  Stanford  University,  San  Francisco,  Calif.,  October  15, 1918. 

Cause :  Pneumonia. 

Next  of  kin:  Mother,  Nellie  E.  Shepherd,  3172  Twenty-first  Street,  San 

Francisco,  Calif. 
SHEPHERD,  LEO  ELMEB,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  16,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  February  5, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Claborn  J.  Shepherd,  Valley  Center,  Kans. 
SHEPLEY,  JOHN  JAMES,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  January  26,  1916. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  December  24,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  George  W.  Shepley,  1216  East  Eighth  Street,  Kansas 

City,  Mo. 
SHERARD,  CHARLES  MCCLARENCE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  December  14,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  12,  1918. 

Cause :  Abscess  of  liver. 

Next  of  kin :  Mother,  Sue  Sherard,  Iva,  S.  C. 
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SHEKMAN,  FEED,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  July  23,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  Septeinber  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Effie  Sherman,  R.  R.  4,  Murray,  Ky. 
SHERMAN,  HAROLD  ELIJAH,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  July  24,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  17, 1918. 

Cause: Influenza. 

Next  of  kin :  Father,  Edwin  Hirman  Sherman,  R.  R.  4,  Plymouth,  111. 
SHERMAN,  JERRY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Poughkeepsie,  N.  Y.,  May  17,  1917. 

Died :  United  States  naval  hospital,  Portsmouth,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Dominick  Sherman,  94  North  Bridge  Street,  Pough- 
keepsie, N.  Y. 

SHEBMEYER,  EARL  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  May  14,  1918. 

Died :  Brest,  France,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,   Sallie  E.   Shermeyer,  3505A  Cherokee  Avenue,   St. 

Louis,  Mo. 
SHERRARD,  HARRY,  water  tender,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  May  7,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  Harry  Sherrard,  unknown  address. 
SHETLER,  GEORGE  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Williamsport,  Pa.,  December  20,  1917. 

Died :  Receiving  ship,  Norfolk.  Va.,  September  8,  1918. 

Cause:  Strangulation. 

Next  of  kin :  Father,  Ezra  Shetler,  Newberry,  Pa. 
SHIELDS.  EMMETTE  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  6,  1917. 

Died :  U.  S.  S.  Von  Steuben,  March  8,  1918. 

Cause:  Wound,  gunshot. 

Next  of  kin :  Mother,  Mary  J.  Shields,  1247  Effig  Street,  Hannibal,  Mo. 
SHIELDS,  WILLIAM  PATRICK,  gunner's  mate,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  12,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Mother,  Mrs.  Mary   Shields,   146  East  Fourteenth   Street, 

Traverse  City,  Mich. 
SHINN,  EDWARD  COFFIN,  chief  water  tender,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  December  31,  1914. 

Died:  Naval  hospital,  Chelsea,  Mass.,  December  10,  1917. 

Cause:  Sarcoma,  multiple. 

Next  of  kin :  Wife,  Margaret  Shinn,  46  Vernon  Street,  Charlestown,  Mass. 
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SHINNERS,  WILLIAM  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  August  13,  1917. 

Died :  U.  S.-  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin :  Mother,  Maria  Shinners,  201  Goodrich  Avenue,  St.  Paul,  Minn. 
SHIPPEE,  JOHN  IRVING,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  New  London,  Conn.,  July  23,  1918. 

Died :  United  States  naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Wife,  Bertha  C.  Shippee,  care  of  Fernando  Wheeler,  Stoning- 

ton,  Conn. 

SHIBREFFS,  HABVEY  WILLIAM,  landsman,  machinist's  mate   (aviation),  United 
States  Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  June  4,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Shirreffs,  Wisener,  Nebr. 
SHIVERS,  WILLIAM  HALSEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  4,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  May  23,  1918. 

Cause:  Pneumonia.  • 

Next  of  kin :  Mother,  Myra  Thomas  Shivers,  Sparta,  Ga. 
SHOAP,  CARL  ELMER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  22,  1918. 

Died:  Ninth,  Tenth,  and  Eleventh  Naval  Districts,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Phillip  E.  Shoap,  R.  F.  D.  No.  1,  Cunningham,  Kans. 
SHOATS,  ALFRED  WILLIAM,  ward  room  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  12,  1915. 

Died :  U.  S.  S.  Preston,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Edith  Payson  Shoats,  141  West  Ninety-eighth  Street, 

New  York  City,  N.  Y. 
SHOCKLEY,  JOHN,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  August  23,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Longenia  Sharp,  Ethel,  Mont. 
SHONYON,  HARLEY  ARNOLD,  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  27,  1913. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  14,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Eliza  Shonyon,  387  Central  Street,  Lowell,  Mass. 
SHOOPMAN,  MARVIN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  May  16,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Shoopman,  Wood  River,  Nebr. 
SHOOTER,  JAMES  ARTHUR,  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  December  18,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  James  Shooter,  439  East  Auburn  Street,  Philadel- 
phia, Pa. 
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SHKIMITON,   ERNEST  WOLTERTON,  seaman,  second   class,   United   States  Naval 
Reserve   Force. 

Enrolled :  New  York,  N.  Y.,  November  10,  1917. 

Died :  Third  naval  district,  New  York,  N.  Y.,  January  5,  1918. 

Cause:  Pneumonia. 

Next    of   kin :  Father,    John    Shrimpton,    William    Street,    New    Marston, 

Oxford,  England. 

SHUGRUE,  JOSEPH  JEREMIAH,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  April  1,  1918. 

Died:  Naval  aviation  forces,  foreign  service,  Paris,  July  17,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Airs.  Margaret  Shugrue,  48  Glover  Street,  Waterbury, 

Conn. 
SHULTZ,  PAUL  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  May  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  6,  1918. 

Cause :  Gastroenteritis. 

Next  of  kin :  Father,  George  Washington  Shultz,  R.  F.  D.  No.  1,  Bristol,  Pa. 
SHUMAKER,  CHARLES  DANIEL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  December  15,  1917. 

Died :  United  States  Naval  Base  No.  13,  October  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Trinidad  Shumaker,  1021  South  Second  Avenue, 

Phoenix,  Ariz. 

SICKLESTEEL,  HORTON  RALPH,  landsman  for  electrician,  United   States  Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  August  12,  1918. 

Died :  United  States  naval  hospital,  Newport,  R.  I.,  September  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alice  Sicklesteel,  North  Branch,  Mich. 
SIDEY,  DAVID  WILBUR,  Jr.,  quartermaster,  third  class,  United  States  Navy. 

Enlisted:  San  Pedro,  Calif.,  July  29,  1918. 

Died :  United  States  sub.  ba.se,  San  Pedro,  Calif.,  September  24,  1918. 

Cause:  Accidentally  falling  through  elevator  shaft. 

Next  of  kin:  Mother,  Rose  De  Graff  Sidey,  1645  Vineyard  Avenue,  Los 

Angeles,  Calif. 
SIDWELL,  ERRETT  LINWOOD,  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  November  26,  1917. 

Died :  U.  S.  S.  Mercy,  October  21 ,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  William  Sidwell,  Eolia,  Mo. 
SIEGEL,  Louis,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force 

Enrolled :  Brooklyn,  N.  Y.,  May  27,  1918. 

Died :  U.  S.  S.  Bucna  Ventura,  September  27.  1918. 

Cause:  Lost  his  life  when  U.  S.  S.  Buena  Ventura  was  sunk. 

Next  of  kin :  Sister,  Lena  Belkin,  2864  West  Twenty-third  Street,  Brook- 
lyn, N.  Y. 

174483—20 43 
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SIEGMUND,  ARTHUR  PAUL,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  13,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  March  15,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Mrs.  L.  E.  Siegmund,  3225  South  Jefferson  Avenue, 

St.  Louis,  Mo. 
SIEWIERSKI,  ADAM  PAUL,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  18,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin:  Father,  Joseph  Siewierski,  2702  Hudson  Street,  Baltimore, 

Md. 

SIGNER,    STANLEY   ELLIOTT,   landsman   yeoman,   United   States  Naval   Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  April  29,  1918. 

Died :  Naval  station,  Great  Lakes,  111.,  August  4,  1918. 

Cause :  Fatal  submersion. 

Next  of  kin:  Father,  Charles  B.  Signer,  6809  Union  Avenue,  Chicago,  111. 
SIKYTA,  JAMES,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  18,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Sikyta,  Crab  Orchard,  Nebr. 
SILBEREISEN,  CHARLES  ROLAND,  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  17,  1917. 

Died :  U.  S.  S.  Nevada,  October  30,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Father,  Louis  Silbereisen,  Elkridge,  Md. 

SILVER,  GEORGE  W.,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  December  11,  1917. 

Died :  Naval  hospital,  Newport,  R.  L,  September  25,  1918. 

Cause:  Burns. 

Next  of  kin:  Father,  William  Silver,  112  Bridge  Street,  Fairhaven,  Mass. 
SILVER,  WILLARD,  yeoman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Cleveland,  Ohio,  June  4,  1917. 

Died :  United   States  Naval  Hospital,  League  Island,  Pa.,   September  20, 
1918. 

Cause:  Influenza. 

Next   of  kin:  Mother,   Nellie    Silver,    3134    Whitehorn    Road,    Cleveland 

Heights,  Ohio. 
SILVERNAIL,  LLOYD  H.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Binghamton,  N.  Y.,  May  16,  1917. 

Died:  U.  S.  S.  Covington,  July  1,  1918. 

Cause :  Lost  when  ves  el  was  torpedoed  and  sunk. 

Next  of  kin :  Father,  Farion  A.  Silvernail,  R.  F.  D.  Bainbridge,  N.  Y. 
NILVERWOOD,  FRANK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  May  21,  1918. 

Died :  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Emily  Silverwood,  142  Dove  Street,  Albany,  N.  Y. 
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SIMM,  JAMES  STEPHENS,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Louisville,  Ky.,  May  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Broncho-pneumonia. 
Next  of  kin :  Father,  James  Clark  Simui,  6100  One  hundred  and  sixty-first 

Street,  New  York,  N.  Y. 

SIMMONS,  CHARLES  ROBERT,  machinist's  mate,  first  clas-,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  July  15,  1914. 
Died:  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  accident. 

Next  of  kin :  Father,  J.  W.  Simmons,  Memphis,  Tex. 
SIMMONS,  JOHN  MATTEKSON,  fireman,  third  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  St.  Louis,  Mo.,  July  15,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  October  17,  1918. 
Cause:  Acute    appendicitis. 

Next  of  kin :  Mother,  Sarah  A.  Simmons,  Whiteside,  Mo. 
SIMMONS,  ROBERT  PATRICK,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Birmingham,  Ala.,   June  4,   1918. 
Died:  Naval  hospital,  Naval  Ba^e,  Va.,  October  2,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Father,  James  H.   Simmons,  Route  No.  1,  Box  86,  Wood- 

ville,  Ala. 

SIMON,  CHARLES  HENRY,  seaman,  United  States  Navy. 
Enlisted:  Chicago,  111.,  February  17,  1916. 
Died :  On  board  hospital  ship  Garth  Castle,  July  21,  1918. 
Cause :  Acute  lobar  pneumonia. 

Next  of  kin:  Father,  John  H.  Simon,  226  Monroe  Street,  Springfield,  111. 
SIMON,  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  New  York,  N.  Y.,  August  23,  1918. 

Died:  Naval  Training  Station,  Great  Lakes,  111.,  October  2,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Julius  Simon,  2251  Third  Avenue,  New  York,  N.  Y. 
SIMONEAU,  HECTOR  VALENTINE,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Kansas  City,  Mo.,  May  3,  1918. 

Died:  United  States  naval  hospital,  Newport,  R.  I.,   September  21,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Clem  C.  Simoneaux,  Clyde,  Kans. 
SIMONSON,  JAMES  RALPH,  painter,  third  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Chicago,  111.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 
Cause :   Influenza. 

Next  of  kin :  Father,  John  Simonson,  Stronghurst,  111. 
SIMPSON,  FRANKLIN  DYER,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Jacksonville,  Fla.,  July  24,  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa..  September  24,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Sarah  Caroline  Simpson,  Owosso,  Mich. 
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SIMPSON,  HARVEY  WEST,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  October  9,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  26,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Mildred  Simpson,  153  Howard  Street,  Burling- 
ton, Vt. 
SIMPSON,  HUBEBT  HARMON,  seaman,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  23,  1917. 

Died:  Naval  hospital,  Fort  Lyon,  Colo.,  April  6,  1918. 

Cause :  Tuberculosis. 

Next  of  kin :  Mother,  Mellisa  Simpson,  Corning,  Calif. 
SIMPSON,  JOHN  JAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  20,  1918. 

Died:  Hospital  No.  3,  Leigh,  Scotland,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Simpson,  St.  Paul,  Ind. 
SIMPSON,  WALLACE,  cabin  steward,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  November  18,  3915. 

Died.  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action. 

Next  of  kin:  Father,  Thomas  Simpson,  2439  Welton  Street,  Denver,  Colo. 
SIMPSON,  WILLIAM  HENRY,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Norfolk  Va.,  December  8,  1915. 

Died:  United  States  naval  hospital,  Fort  Lyon,  Colo.,  September  30,  1917. 

Cause :  Tuberculosis,  chronic. 

Next  of  kin :  Sister,  Caroline  E.  Simpson,  3309  Mutter  Street,  Philadelphia, 

Pa. 
SIMS,  HENRY  L.,  apprentice  seaman,  National  Naval  Volunteers. 

Enrolled:  Kansas  City,  Mo.,  April  6,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  May  29,  1917. 

Cause:  From  injuries  received  by  being  struck  by  motor  truck. 

Next  of  kin :  Father,  Henry  Sims,  sr.,  Mineola,  Tex. 
SIMS,  OWEN  ALUEKMAN,  electrician,  second  class  (general),  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  12,  1917. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Alice  Sims,  352  West  Avenue,  North  Augusta,  S.  C. 
SIMS,   WILLIAM  HUGH,   seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enrolled:  Tampa,  Fla.,  June  6,  1918. 

Died :  Seventh  Naval  District,  Key  West,  Fla.,  August  19,  1918. 

Cause:  Accidentally  drowned. 

Next  of  kin :  Mother,  Mrs.  Sophia  Sims,  Lakeland,  Polk  County,  Fla. 
SINGER,  JOHN  ADOLPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lake's,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Margaret  Berreth  Singer,  Mercer,  N.  Dak. 
SINGLETON,  ARCHIE  IVY.  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  12,  1918. 

Died:  Waxia,  La.,  October  17,  1918. 

Cause :  Dementia. 

Next  of  kin:  Father,  John  Riley  Singleton,  Washington,  Rapides  Parish, 

La. 
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SINGLETON,    RICHARD    SAVAGE,    chief  boatswain's   mate,   United    States   Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  ^,  1917.' 

Died :  Navy  yard,  Philadelphia,  Pa.,  September  19,  1918. 

Cause:  Pneumonia,  lobar. 

Next    of   kin:  Wife,   Edna   A.    Singleton,   2030    Master    Street,    Philadel- 
phia, Pa. 
SINGLETON,  WILLIAM  MERCER,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted:  Portsmouth,  N.  H.,  October  22,  1914. 

Died :  Naval  hospital,  Portsmouth,  N.  EL,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,   Elizabeth  Elease   Singleton,   45  Bridge   Street,  New- 
port, R.  I. 

SINGLEY,  JACOB  OMERLE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Columbia,  S.  C.,  June  15,  1918. 

Died :  U.  S.  S.  Montauk,  August  21,  1918. 

Cause :  Lost  his  life  when  U.  S.  S.  Montauk  foundered. 

Next  of  kin :  Mother,  Anna  Singley,  Prosperity,  S.  C. 
SINKS,  GEORGE  DEWEY,  musician,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  October  23,  1916. 

Died :  U.  S.  S.  Nevada,  March  10,  1918. 

Cause:  Accidentally 'killed  playing  baseball. 

Next  of  kin:  Father,  Korah  L.  Sinks,  22  Pioneer  Street,  Dayton,  Ohio. 

SIREN,  HAROLD  FREDERICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  March  13,  1917. 

Died:  U.  S.  S.  Kanawha,  October  20,  1918. 

Cause :  Drowning. 

Next  of  kin:  Mother,  Johanna  Siren,  394  South  Pierce  Street,  New  Or- 
leans, La. 
SISK,  OLEN  DEWEY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  November  30,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  January  16,  1918. 

Cause:  Epilepsy. 

Next  of  kin :  Father,  David  L.  Sisk,  Licking,  Mo. 

SISK,  PENN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  November  27,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  27,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Samuel  D.  Sisk,  Amory,  Miss.,  R.  F.  D.  No.  4. 
SISKEY,  WATTSWOFF  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party 
to  U.  S.  S.  Salem. 

Next  of  kin :  Father,  Frank  Siskey,  R.  R.  No.  3,  New  Milford,  Conn. 
SISSON,  EMETT  LEROY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  July  2,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  January  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Robert  Wesley  Sisson,  Ballinger,  Tex. 
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SISTRUXK,  SIMON  LAGRANM:.  seaman,  second  class.  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  June  28,  1917. 

Died :  United  States  Navy  aeronautic  station,  Pensacola,  Fla.,  July  7,  1917. 

Cause:  Accidental  gunshot  (cleaning  gun). 

Next  of  kin :  Mother,  Nan  A.  Sistrunk,  404  Line  Street,  Ocala,  Fla. 
SKAGGS,  ANDREW  DONNIE,  landsman  for  quartermaster  (A),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  29,  1917. 

Died :  United  States  Navy  air  station,  Lletudy,  France,  February  28,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin :  Mother,  Martha  Skaggs,  Newbern,  Tenn. 
SKAGGS,  GLIDE  ELLES,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  June  10,  1918. 

Died :  Receiving  ship  at  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nancy  A.  Skaggs,  Campbellsville,  Ky. 

SKELLENGKR,  SAMUEL  ALEXANDER,  seaman,  second  class,  National  Naval  Volun- 
teers. 

Enrolled  :  Miami,  Fla  ,  July  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Wife,  Rebecca  Skellenger,  Caniden,  Ind. 

SKELLY,  CHARLES  ANDREW,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Louisville,  Ky.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Skelly,  1112  Spring  Street,  Cincinnati,  Ohio. 
SKELLY.  EDWARD  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

.Enrolled :  Milwaukee,  Wis.,  May  20,  1918. 

Died :  Navy  Base  Hospital  No.  5,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  John  Skelly,  R.  R.  No.  5,  Madison,  Wis. 
SKELLY,  HARRY  NEALSON,  engineman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  9,  1917. 

Died :  U.  S.  S.  Mount  Vcnwn,  September  5,  1918. 

Cause:  Killed  in  action. 

Next  of  kin:  Mother,  Bertha  Skelly,  36  South  Redfield  Street,  Philadel- 
phia, Pa. 

SKELTON,  OMAR  MARTICE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Indianapolis,  Ind.,  June  4,  1918. 

Died :  Ninth,  tenth,  eleventh  naval  districts,  Great  Lakes,  111.,  September 
28,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Henry  Skelton,  R.  R.  No.  4,  Mount  Pulaski,  111. 
SKHAL,  INGNOR  OLIVER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  30,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  August  5,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin:  Mother,  Ingeborg  Sklml,  Big  Falls,  Minn. 
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SKIDMORE,  DONALD  HUBERT,  yeoinan,  second  class,  United  States  Navy. 
Enlisted :  Minneapolis,  Minn.,  April  15,  1918. 
Died :  U.  S.  S.  President  Grant,  April  17,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Wallace  G.  Skidmore,  1905  First  Avenue  South,  Min- 
neapolis, Minn. 
SHILLING,  DE  FOREST  WILLARD,  quartermaster,  first  class,  United  States  Naval 

Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  April  3,  1917. 
Died:  Aldan,  Pa.,  October  12,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  Dr.  M.  J.  Skilling,  Aldan,  Pa. 
SKIPPER,  CHARLES  MERLIN,  ship's  cook,  second  class,  United  States  Navy. 
Enlisted:  Scranton,  Pa.,  May  16,  1917. 
Died :  Naval  hospital,  Annapolis,  Md.,  October  4,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Rebecca  Skipper,  617  Madison  Avenue,  Scranton,  Pa. 
SKUTT,  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Detroit,  Mich.,  May  14,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 
Cause:  Influenza. 

Next  of  kin :  Wife,  Vera  Skutt,  care  of  Charles  Dana,  Williamston,  Mich. 
SLATER,  GEORGE  JAMES,  boatswain's  mate,  second  class,  United  States  Navy. 
Enlisted :  Philadelphia,  Pa.,  April  21,  1915. 
Died :  U.  S.  S.  Chipper,  November  7,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Father,   George   Slater,  123  East  Coulter  Street,  Philadel- 
phia, Pa. 

SLAUGH,  WILFRED  CHARLES,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Philadelphia,  Pa.,  June  25,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Frederick  Slaugh,  2110,  North  Seventh  Street,  Phila- 
delphia, Pa. 
SI^AUGHTER,  GEORGE  WASHINGTON,  mess  attendant,  third  class,  United   States 

Navy. 

Enlisted:  Kansas  City,  Mo.,  April  1,  1918. 
Died :  Mary  Gates  Hospital,  Texas,  June  21,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  V.  Slaughter,  Tougaloo,  Miss. 
SLAWSON,  SPENCER  WALLACE,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  New  York,  N.  Y.,  May  31,  1918. 
Died:  Naval  section,  Students'  Army  Training  Corps,  Dartmouth  College, 

October  9,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Geo.  Lemuel  Slawson,  Greenwich,  Conn. 
SLEEPER,  LAWRENCE  MAXWELL,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  March  13,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  April  11,  1917. 
Cause:  Penumonia. 
Next  of  kin :  Mother,  Daisy  Lyttle,  167  East  Houston  Street,  Paris,  Tex. 
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SLOCUM,   EGBERT  EDWARD,   apprentice  seaman,   United   States  Navai   Reserve 
Force. 

Enrolled :  Peoria,  111.,  August  8,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Slater  Slocura,  Loda,  111. 
SLONAKER,  CHARLES  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Lost  life  in  sinking  of  vessel. 

Next  of  kin:  Father,  Henry  Slonaker,  68  West  Boundary  Avenue,  York, 

Pa. 
SLUPE,  WILLIAM  RAYMOND  JENNINGS,  seaman,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  29,  1917. 

Died :  U.  S.  S.  Wilhelmina,  September  6,  1918. 

Cause:  Fell  overboard  and  drowned. 

Next  of  kin:  Father,  Mack  Slupe,  1218  East  Schiller  Street,  Columbus, 

Ohio. 
SLUSHER,  LEWIS  ELMER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  June  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  5,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Harvey  Slusher,  Floyd,  Va. 
SMALL,  ERNKST,  gunner's  mate,  third  class.  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  May  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  George  Small,  Fort  Logan,  Colo. 
SMALLWOOD,  BENJAMIN  FRANKLIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  17,  1917. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  June  6,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Theodosia  Smalhvood,  Safety  Harbor,  Fla. 
SMART,  CHRISTOPHER,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  February  28,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Bertha  Smart,  70  Mount  Vernon  Street,  Portsmouth, 

N.  H. 

SMETHURST,  HOWARD  J.,  landsman  for  electrician,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cleveland,  Ohio,  May  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  July  31,  1917. 

Cause:  Scarlet  fever. 

Next  of  kin:  Mother,  Isabella  Smethurst,  2916  West  Twenty-fifth  Street, 

Cleveland,  Ohio. 
SMIGIEL,  EDWARD  FRANCIS,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  London,  Conn.,  May  14,  1918. 

Died :  Naval  hospital,  New  London,  Con.,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Smigiel,  70  Russel  Road,  Norwich,  Conn. 


681 

SMILEY,  Louis  ADOLPH,  electrician,  first  class  (R),  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  March  25,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Passenger  on  missing  Cyclops. 

Next  of  kin :  Father,  Sheldon  Anson  Smiley,  Marshall,  Tex. 
SMISCHNY,  EAKL  RALPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  October  11,  1916. 

Died :  Home,  April  13,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Clara  Shischny,  Wilson,  Kans. 
SMITH,  ALBERT  WILLIAM,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  May  22,  1918. 

Died :  U.  S.  S.  Buena  eVntura,  September  16,  1918. 

Cause :  Vessel  was  torpedoed  by  submarine  and  he  lost  his  life  when  vessel 
sank. 

Next  of  kin :  Mother,  Lina  Smith,  7  Cummings  Avenue,  Revere,  Mass. 
SMITH,  ALLEN  LYLE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Omaha,  Nebr.,  July  3,  1917. 

Died :  U.  S.  S.  Solace,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Amos  Smith,  4809  South  Fifteenth  Street,  Omaha, 

Nebr. 
SMITH,  AQUILA  GOODWELL,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  13,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Robert  H.  Smith,  R.  F.  D.  No.  3,  Mount  Pleasant,  Tex. 
SMITH,  ARLOW  MILLARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  5,  1918. 

Died :  United  States  Naval  Hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Bradley  Smith,  Trego,  Wis. 
SMITH,  ARTHUR,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  July  13,  1917. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Stepfather,  Tony  Musso,  224  South  Second  Street,  St.  Louis, 

Mo. 
SMITH,  CARL  TAYLOR,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  May  21,  1918. 

Died :  Marine  hospital,  Detroit,  Mich.,  October  29,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Father,  Joseph  E.  Smith,  545  Jefferson  Street,  Gary,  Ind. 
SMITH,  CARL  WILLIAM,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  April  25,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  August  31,  1917. 

Cause :  Fracture  of  vertebra. 

Next  of  kin:  Father,  Charles  M.  "Smith,  150  West  Tenth  Street,  Norfolk, 
Va. 
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SMITH,  CECIL  LESTER,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  Columbia,  S.  C.,  May  31,  1917. 

Died:  United  States  Navy  headquarters,  London,  England,  May  6,  1918. 

Cause :  Fracture  of  skull. 

Next  of  kin :  Mother,  Mrs.  F.  Smith,  784  Lake  Street,  Newark,  N.  J. 
SMITH,  CHARLES,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next   of  kin:   Father,   Charles   Henry    Smith,   513   Walnut    Street,   West 

Hoboken,  N.  J. 
SMITH,  CHARLES  Lucrus,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  6,  1915. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Hattie  Evelyn  Smith,  1603  A  Street  SE.,  Washington, 

D.  0. 

SMITH,   CHESTER   RICE,   yeoman,   second   class,   United   States   Naval    Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  2,  1918. 

Died :  At  home,  October  1,  1918. 

Cause:  Pneumonia. 

Next  o  fkin :  Mother,  Hattie  I.  Smith,  93  Washington  Street,  North  Easton, 

Mass. 

SMITH,  DELBERT  FRANK,  fireman,  third  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  15,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Myrtle  Smith,  712  Gott  Street,  Ann  Arbor,  Mich. 
SMITH,  EARL  FRANCIS,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  May  14,  1918. 

Died:  U.  S.  S.  West  gate,  October  7,  1918. 

Cause :  Lost  life  when  vessel  was  sunk  in  collision. 

Next  of  kin:  Brother,  Alfred  Coates  Smith,  339  Lurton  Street,  Jackson- 
ville, 111. 
SMITH,  ED.,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian.  Miss.,  July  10,  1918. 

Died:  United  States  Navy  base  hospital,  No.  5,  Brest,  France,  September 
22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Father,  Charley  Smith,  Lorenzen,  Miss. 
SMITH  EDWARD  AUGUSTUS,  quartermaster,  first  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  30,  1917. 

Died:  United  States  naval  headquarters,  Paris,  France,  April  30,  1918. 

Cause :  Seaplane  accident. 

Next  of  kin :  Father,  Dr.  Edward  A.  Smith,  1605  West  North  Avenue,  Balti- 
more, Md. 
SMITH,  EDWARD  HANSON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Raleigh,  N.  C.,  March  27,  19.18. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Father,  John  R.  Smith,  R.  F.  D.  No.  2,  Hope  Mills,  N.  C. 
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SMITH,  EDWABD  PETEB,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  11,  1937. 

Died :  Fleet  base  No.  2,  U.  S.  S.  Solace,  February  24,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin  :  Sister,  Katherine  Smith,  4022  Kenmore  Avenue,  Chicago,  111. 
SMITH,  ELBEBT  PESHIKE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  May  5,  1917. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause :  Drowned  in  line  of  duty. 

Next  of  kin :  Sister,  Florence  S.  Stebbius,  235  Twenty-first  Street,  Merced, 

Calif. 
SMITH,  ELBEIDGE  GERRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  July  20,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  January  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  J.  W.  Smith,  Buffalo,  Tex. 
SMITH,  ELIJAH  PAUL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  December  12,  1917. 

Died:  United  States  Navy  base  hospital  No.  2,  while  attached  to  U.  S.  S. 
Black  Hawk,  October  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  John  O.  Smith,  4123  Noble  Street,  Bellaire,  Ohio. 
SMITH,  ELWOOD  LAFORGE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  17,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  August  9,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :   Father,  Harry  E.  Smith,  113  Johnson  Avenue,  Tottenville, 

Staten  Island,  N.  Y. 

SMITH,  EUGENE  HOWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Fern  Eva  Smith,  R.  F.  D.  No.  1,  Bath,  111. 
SMITH,  EUGENE  PATRICK,  chief  water  tender,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  February  15,  1916. 

Died :  Naval  hospital,  N.  Y.,  March  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Maggie  Wilson,  1130  Ohio  Street,  Quincy,  111. 
SMITH,  FRANCIS  MARION,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C.,  June  11,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  Agnes  Smith,  630  Q  Street,  Washington,  D.  C. 
SMITH,  FRANK  LESTER,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  March  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  11,  1918. 

Cause :  Result  of  burns. 

Next  of  kin:  Mother,  Adell  Smith,  Angels  Camp,  Calif. 
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SMITH,  FRED  GUY,  shipwright,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  24,  1918. 

Died:  United  States  naval  hospital,   Great  Lakes,   111.,  October  24,  3918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Alexander  Smith,  R.  F.  D.  No.  5,  Jackson,  Mo. 
SMITH,  GEORGE  CHESTER,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  16,  1914. 

Died :  U.  S.  S.  Louisiana,  August  6,  1917. 

Cause:  Accidental  drowning. 

Next  of  kin :  Brother,  Benjamin  T.  Smith,  Little  Beck,  N.  Y. 
SMITH,  HAROLD  BROOKS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Rochester,  N.  Y.,  April  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  15,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  W.  Smith,  291  Park  Way,  Rochester,  N.  Y. 
SMITH,  HARRY  CLIFFORD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Me.,  April  18,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  26,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Agnes  Smith,  North  Gorham,  Me. 
SMITH,  HARRY  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  March  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  April  22,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Stephen  W.  Smith,  St.  Johnsville,  N.  Y. 
SMITH,  HARRY  LEROY,  seaman,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  May  7,  1917. 

Died :  Naval  training  station,  San  Diego,  Calif.,  April  28,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Carl  E.  Smith,  Morris,  Okla. 
SMITH,  HENRY  ROY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Little  Rock,  Ark.,  June  4,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  M.  Smith,  R.  R.  No.  1,  Sedgewickville,  Mo. 
SMITH,  HERBERT  S.,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  26,  1918. 

Died :  Naval  hospital,  Newport,  R.  -I.,  June  24,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin  :  Father,  George  C.  Smith,  Bogert  Street,  West  Englewood,  N.  J. 
SMITH,  HERBERT  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  December  13,  1917. 

Died :    Naval  hospital,  Hampton  Roads,  Va.,  February  16,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Callaway  Smith,  Democrat,  N.  C. 

SMITH,  HERMAN  ALBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  3,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Fredreca  Smith,  Route  No.  6,  Brown  City,  Mich. 
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SMITH,  HEBMAN  E.,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  27,  1917. 

Died :  Naval  station,  Norfolk,  Va.,  March  23,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Violet  M.  Bruce,  808  Sixth  Street  NE.,  Washington, 

D.  C. 
SMITH,  HOWARD  BRAME,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  June  13,  1917. 

Died :  U.  S.  S.  Von  Steuben,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Brame  Smith,  Goodlettsville,  Tenn. 
SMITH,  HOWARD  RISHEB,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  March  28,  1916. 

Died :  S.  S.  Tyler,  May  2,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Harriet  Marion  Smith,  7248  Pennsylvania  Avenue, 

Pittsburgh,  Pa. 
SMITH,  HUGH,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  18,  1917. 

Died :  Naval  detention  training  camp,  Deer  Island,  Mass.,  September  23, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Hugh  Smith,  5112  Emerald  Avenue,  Chicago,  111. 
SMITH,  JACKSON  BRYAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  April  30,  1918. 

Died :  Naval  training  camp,  Camp  Logan,  111.,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Marie  Dorothy  Smith,  Owensville,  Mo. 
SMITH,  JAMES  ALLEN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  9,  1917. 

Died :  U.  S.  S.  Mongolia,  June  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  N.  Smith,  North  "Chattanooga,  Tenn. 
SMITH,  JAMES  HARRISON,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  April  11,  1916. 

Died :  United  States  Naval  Hospital,  New  York,  September  20,  1917. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mamie  T.  Smith,  Marietta,  Ga.,  Box  177. 
SMITH,  JAMES  JOSEPH,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  12,  1917. 

Died :  United  States  Naval  Air  Station,  Dunkirk,  France,  April  22,  1918. 

Cause:  Heart  failure,  with  edema  of  lungs. 

Next  of  kin :  Mother,  Margaret  Smith,  59  Dana  Avenue,  Albany,  N.  Y. 
SMITH,  JOHN  AXOYIOUS,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  7,  1913. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  William  "Smith,  936  Baker  Avenue,  Dunton,  Long 
Island,  N.  Y. 
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SMITH,  JOHN  BOLTON,  chief  pharmacist's  mate,  United  States  Nuvy. 

Enlisted:  Portsmouth,  N.  H.,  October  30,  1917. 

Died :  United  States  naval  hospital,  Portsmouth,  N.  H.,  June  22,  1918. 

Cause:  Erysipelas. 

Next  of  kin:  Wife,   Rose  Smith,   1206  North   Sixty-third   Street,   Phila- 
delphia, Pa. 
SMITH,  JOHN  ENOHBAM,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Barnet  Smith,  Fannin,  Miss. 

SMITH,  JOHN  FRANCIS,  blacksmith,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes,  111.,  December  19,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Smith,  3724  North  St.  Louis  Street,  Chi- 
cago, 111. 
SMITH,  JOHN  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  June  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  6,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Thomas  Smith,  830  Front  Street,  Philadelphia,  Pa. 
SMITH,  JOHN  MILTON,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  9,  1917. 

Died :  U.  S.  S.  Bailey,  March  15,  1918. 

Cause :  Accidental  gunshot  wound. 

Next  of  kin  :  Wife,  Priscilla  Smith,  91  Main  Street,  Annapolis,  Md. 
SMITH,  JOSEPH  WILLIAM,  mess  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  November  5,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Cherokee  foundered. 

Next  of  kin :  Father,  Joseph  Charles  Smith,  61  Hallet  Street,  Astoria,  Long 

Island,  N.  Y. 

SMITH,  LANE  ELLIOTT,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  August  5,  1918. 

Died:  United  States  naval  training  camp,  Hingham,  Mass.,  November  7, 
1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Inez  Smith,  731  Beech  Street,  Manchester,  Mass. 
SMITH,  LUDGEB  EUGENE,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  June  12,  1917. 

Died :  Second  naval  district,  Newport,  R.  I.,  June  22,  1917. 

Cause:  Committed  suicide. 

Next  of  kin:  Mother,  Margaret  Smith,  1430  Pleasant  Street,  Fall  River, 
Mass. 
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SMITH,  MAEION  ALLEN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  June  25,  1918. 

Died :  U.  S.  S.  Solace,  October  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edd  Smith,  Brodhead,  Ky. 
SWITH,  MATHEW  L.  H.,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  23,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  5,  1917. 

Cause :  Died  suddenly ;  natural  death. 

Next  of  kin :  Brother,  William  J.  Smith,  Waukegan,  111. 
SMITH,  MEKLE  ROBINSON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Binghamton,  N.  Y.,  November  26,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  29,  1918. 

Cause:  Nephritis,  acute. 

Next  of  kin :  Father,  Fred  C.  Smith,  Otego,  N.  Y. 

SMITH,   MICHAEL  JOSEPH,   apprentice   seaman,    United   States   Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  February  12,  1918. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Anna  May  Smith,  331  Green  Street,  Philadelphia,  Pa. 
SMITH,  MITCHELL,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  August  16,  1917. 

Died :  Naval  station,  New  York,  College  Hospital,  Long  Island,  Brooklyn, 
March  19,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  M.  Smith,  2222  South  Cherry  Street,  San  Antonio,  Tex. 
SMITH,  NELSON  GEORGE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  3,  1918. 

Died :  Naval  hospital,  Newport,  R.  L,  April  29,  1918. 

Cause :  Mastoiditis,  acute. 

Next  of  kin :  Father,  Clarence  Smith,  R.  F.  D.  6,  Rome,  N.  Y. 
SMITH,  PEBKY  EVERETT,   seaman,  second  class,   United  States  Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass.,  November  1,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  21,  1918. 

Cause :  Bronchitis,  acute. 

Next  of  kin :  Mother,  Jane  Smith,  Hunts  Point,  Nova  Scotia. 
SMITH,  PHILIP  OVERTON,  chief  quartermaster  (A),  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  26,  1918. 

Died:  Dunwoody  Industrial  Institute,  Minneapolis,  Minn.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  C.  Smith,  7  West  Roselawn  Avenue,  Danville, 

111. 

SMITH,    POMEROY,    chief   quartermaster    (A),    United    States   Naval    Reserve 
Force. 

Enrolled:  Washington,  D.  C.,  May  22,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  John  William  Smith,  Fargo  Loan  Agency,  Fargo, 
N.  Dak. 
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SMITH,  RINA  GDIS,  seaman,  second  class,  United  States  Navy. 
Enlisted :  Dallas,  Tex.,  June  22,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  18,  1918. 
Cause :  Pleurisy. 
Next  of  kin :  Brother,  Thomas  H.  Smith,  Hico,  Tex. 

SMITH,  SAM,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Houston,  Tex.,  April  30,  1918. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Claude  Smith,  R.  R.  No.  2,  Zulch,  Tex. 
SMITH,  STANLEY  HABTWELL,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  April  13,  1917. 

Died :  U.  S.  S,  Wilkes,  September  13,  1917. 

Cause :   Accidental   drowning. 

Next  of  kin:  Aunt,  Harriet  I.  Russell,  235  North  Avenue,  West  Cranford, 

N.   J. 
SMITH,  THOMAS,  oiler,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  4,  1914. 

Died:  U.  S.  S.  Bushnell,  July  4,  1917. 

Cause:  Edema  of  lung,  acute. 

Next  of  kin:  None. 
SMITH,  WALTER  YOUNG,  fireman,  first  class,  United  States  Navy.. 

Enlisted:  Atlanta,  Ga.,  June  7,  1917. 

Died:  U.  S.  S.  Orion,  March  12,  1918. 

Cause:   Accideutly  killed. 

Next  of  kin :  Mother,  Nonnie  Smith,  1204  Seventeenth  Street,  Columbus,  Ga. 
SMITH,  WESLEY  JEEOME,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  6,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  February  28,  1918. 

Cause :    Pleurisy,   suppurative. 

Next  of  kin :  Father,  Wesley  Smith,  Forestburgh,  N.  Y. 
SMITH,  WILLIAM  ELWOOD,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted:  Lexington,  Ky.,  June  1,  1917. 

Died :  Naval  hospital,  Portsmouth,  Va.,  September  19,  1918. 

Cause :    Undetermined. 

Next  of  kin:  Father,  Mr.  Albert  Smith,  R.  R.  No.  2,  box  87,  Louisville, 

Ky. 

SMITH,   WILLIAM   HENBY,   apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled:  Newark,  N.  J.,  July  25,  1918. 

Died :  Straphael  Hospital,  New  Haven,  Conn.,  October  14,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin :  Mother,  Lizzie  Smith,  39  Laidlaw  Avenue,  Jersey  City,  N.  J. 
SMITH,  WILLIAM  MUNROE,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  January  21,  1916. 

Died:  U.  S.  S.  Pittsburgh,  October  24,  1918. 

Cause :    Broncho-pneumonia. 

Next  of  kin :  Father,  Ben  C.  Smith,  Encanto  Heights,  San  Diego,  Calif. 


689 

SMITH,  WILLIAM  REDMAYNE,  electrician,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bremerton,  Wash.,  April  10,  1917. 

Died :  Willard  Parker  Hospital,  New  York  City,  September  27,  1918. 

Cause:  Bronchial  pneumonia. 

Next  of  kin :  Mother,  Mrs.  Gertrude  Smith,  4320  Forty-seventh  Street,  SE., 

Portland,  Oreg. 
SMITH,  WILLIAM  ROY,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  26,  1917. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  March  13,  1918. 

Cause:  Diabetes  mellitus. 

Next  of  kin :  Mother,  Mrs.  Mary  Smith,  Chauvin,  Alberta,  Canada. 
SMITH,  WOLLFORD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  December  10,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  January  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  William  J.  Smith,  2535  Fait  Avenue,  Baltimore,  Md. 
SMITH,  YOUNG  HALL,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  June  13,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  15,  1918. 

Cause:  Pleurisy. 

Next  of  kin:  Brother,  C.  L.  Smith,  208  Buford  Place,  Macon,  Ga. 
SMOCK,  WILLIAM  WALTER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  23,  1916. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  at  sea  on  U.  S.  S.  Alcedo. 

Next  of  kin:  Father,  Dave  R  Smock,  406  South  East  Fifth  Street,  Des 

Moines,  Iowa. 
SMOOT,  WILLIAM  EVERETT,  landsman  electrician  (R),  United  States  Navy. 

Enlisted:  Peoria,  111.,  June  15,  1918. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edward  Everett  Smoot,  R.  F.  D.  No.  4,  Greenview,  111. 
SMYTH,  RAYMOND  WEIR,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  January  19,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Herbert  W.  Smyth,  15  Elmwood  Avenue,  Cambridge, 

Mass. 
SMYTH,  ROBERT  STEWART,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  August  2,  1918. 

Died:  Naval  training  camp,  Mare  Island,  Calif.,  October  18,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Robert  Smyth,  Alexandria,  La. 
SNODGRASS,  ALBERT  LAWRENCE,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  24,  1917. 

Died :  United  States  naval  hospital,  Philadelphia,  Pa.,  October  11,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  Wesley  Snodgrass,  281  Lawton  Street,  At- 
lanta, Ga. 
174483—20 44 
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SNOW,  LESTER  JARED,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C.,  June  20,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mary  Nuzum  Snow,  1011  Greensboro  Avenue,  Tusca- 

loosa,  Ala. 

SNYDER,  CORNELIUS  BENEDICT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Pittsburgh,  Pa.,  June  17,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Adam  Snyder,  Freeport,  Pa. 
SNYDER,  EDWIN  AUGUST,  chief  electrician  (R.),  United  States  Navy. 

Enlisted :  Port  Jefferson,  Long  Island,  N.  Y.,  September  17,  1917. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Oscar  A.  Snyder,  20  Desales  Place,  Brooklyn,  N.  Y. 

SNYDER,  GEORGE  EMERSON,  pharmacist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  25,  1917. 

Died :  United  States  Navy  base  hospital  No.  5,  September  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Annie  Snyder,  New  Oxford,  Pa. 
SNYDER,  HARRY  HOYT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Cape  May,  N.  J.,  July  5,  1918. 

Died :  Navy  yard,  Puget  Sound,  Wash.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Harvey  Snyder,  Cold  Springs,  Cape  May,  N.  J. 
SNYDER,  JOE  LYNNE,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  18,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  was  sunk  in  a  collision. 

Next  of  kin :  Wife,  Inez  Olga  Snyder,  Days  Creek,  Oreg. 

SNYDER,  JOHN  JACOB,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Baltimore,  Md.,  April  23,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  4,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Mr.  J.  J.  Snyder,  sr.,  Graham,  N.  C. 
SCARES,  MARION,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  June  3,  1918. 

Died :  Near  Newark,  Calif.,  October  27,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Jennie  Soares,  R.  F.  D.  No.  7,  Niles,  Calif. 
SODEN,  WILLIAM  THOMAS,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York  City,  N.  Y.,  May  14.  1918. 

Died:  Brooklyn,  N.  Y.,  October  11,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Emmett  Soden,  302  Lewis  Avenue,  Brooklyn,  N.  Y. 


G91 

SOFFEL,  WALTER  Louis,  fireman,  first  class,  United  States  Naval  Reserve  Force, 

Enrolled:  New  York,  N.  Y.,  February  19,  1918. 

Died:  United  States  naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  William  Soffel,  2242  Quimby  Avenue,  New  York,  N.  Y. 
SOFIAN,  GEORGE  JOSEPH,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  June  1,  1917. 

Died :  U.  S.  S.  Mount  Yernon,  September  5,  1918. 

Cause :  Lost  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Andrew  Sofian,  433  Wood  Street,  Philadelphia,  Pa. 
SOHN,  WILLIAM  HENRY,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  November  16,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Rose  Sohn,  2269  Vine  Street,  Cincinnati,  Ohio. 
SOJKA,  RUDOLPH,  chief  electrician,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  April  23,  1918. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  September  25,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  WTife,  Dollie  L.  Sojka,  4617  Ludlow  Street,  Philadelphia,  Pa. 
SOKEL,  JAMES  ANTHONY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111..  April  3,  1917. 

Died :  S.  S.  Motano,  July  31,  1917. 

Cause:  Drowned  in  sinking  of  the  S.  S.  Motano. 

Next  of  kin :  Father,  Simon  Sokel,  Chatswood,  111. 

SOLIS,    ARTHUR   MICHAEL,    master-at-arms,    third    class,   United    States    Naval 
Reserve  Force. 

Enrolled :  New  Orleans,  La.,  March  5.  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  June  14,  1918. 

Cause :  Appendicitis. 

Next  of  kin :  Mother,  Mrs.  Jennie  L.  Solias,  2331  North  Villere  Street,  New 

Orleans,  La. 
SOMERS,  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  March  7,  1918. 

Died:  United  States  Naval  Base  9,  Gibraltar,  March  30,  1918. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  Augustus  Somers,  84  Conant  Street,  Manchester,  N.  H. 
SOMERS,  WILLIAM  FRANK,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Julia  Somers,  Nunda,  N.  Y. 
SOMMERHAUSE,  EDWARD  FRANCIS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  5,  1917. 

Died:  U.  S.  S.  Harrisburg,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  Kuhn,  Lostine,  Oreg. 
SOMOHYL,  HENRY  IGNAC  JOHN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  10,  1917. 

Died:  United  States  naval  hospital,  Great  Lakes,  111.,  June  9,  1917. 

Cause:  Pleurisj-.  suppurative. 

Next  of  kin :  Father,  Frank  Somohyl,  West  Point,  Tex. 
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SOPEB,  HOWAKD  RUSSELL,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled  :  Williamsport,  Pa.,  April  24,  1918. 

Died :  United  States  naval  hospital,  Cape  May,  N.  J.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Isabell  Mary  Williams,  Sullivan  Street,  Canton,  Pa. 
SOPP,  ERNEST  WILLIAM,  storekeeper,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Philadelphia,  Pa.,  April  16,  1918. 
Died:  At  home,  1808  North  Sixteenth  Street,  Philadelphia,  Pa.,  October 

16,  1918. 

Cause :  Pneumonia,  lobar. 
Next  of  kin:   Wife,  Harriett  Lovick  Sopp,  1808  North  Sixteenth  Street, 

Philadelphia,  Pa. 

SORBER,  ROBERT,  lire-man,  first  class,  United  States  Navy. 

Enlisted:  Scrantou,  Pa.,  June  18,  1917. 

Died :  U.  S.  A.  C.  T.  Ticondcroga,  September  30,  1918. 

Cause :  Lost  his  life  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Mother,  Etta  Sorber,  R.  R.  No.  1,  box  14,  Noxen,  Pa. 
SORENSEN,  CLARENCE  POTTER,  seaman,  second  class.  United   States  Naval  Re- 
serve Force. 

Enrolled :  Chicago,  111.,  May  20,  1918. 

Died :  Camp  Logan,  111.,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mrs.  Eddievine  Sorensen,  4917  West  Walton  Street, 

Chicago,  111. 
SOTHERN,  WILLIAM  STUART,  electrician,  first  class,  United  States  Navy. 

Enlisted :  U.  S.  S.  Buffalo,  San  Diego,  Calif.,  March  28, 1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin  :  Father,  William  P.  Sothern,  705  North  Church  Street,  Spartan- 
burg,  S.  C. 

SOULE,  HOWARD  PALMER,  yeoman,  third  class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  29,  1918. 

Died :  U.  S.  S.  Los  Angeles,  September  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Wilbur  Soule,  Ripon,  Wia 

SOUSA,  JOHN  PACHECO,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  June  21,  1918. 

Died:  United  States  naval  hospital,  Gulfport,  Miss.,  October  8,  1918. 

Cause:  Influenza,  broncho-pneumonia. 

Next  of  kin:  Mother,  Mary  Sousa,  1314  East  Fifteenth  Street,  Oakland, 

Calif. 

SOUTH,  FRANK  MARION,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  June  4,  1918. 

Died :  U.  S.  S.  Ohio,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  South,  De  Kalb,  Iowa. 
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SOUTHERN,  RUPHUS  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  April  27,  1917. 

Died :  U.  S.  S.  Florida,  August  28,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Stepfather,  Wm.  C.  Beamer,  R.  F.  D.  No.  3,  Mount  Airy,  N.  C. 
SOVA,  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  November  5,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause :  When  ship  was  torpedoed. 

Next  of  kin:  Father,  Michael  Sova,  512  South  Fifth  Street,  Reading,  Pa. 
SPAIDE,  JOHN  LEROY,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Scranton,  Pa.,  May  21,  1917. 

Died :  United  States  naval  hospital,  League  Island,   Pa.,   September   23, 
1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Helen  Spaide,  55  South  Wyoming  Street,  Hazleton,  Pa. 
SPANGLER,  GEORGE  ANDREW,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  7,  1916. 

Died :  U.  S.  S.  Huntington,  December  7,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  George  W.  Spangler,  2905  Saunders  Avenue,   San 

Antonio,  Tex. 
SPANGLER,  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  December  8,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  12,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Stepfather,  Max  R.  Herrman,  280  Fourteenth  Street,  Cedar 

Rapids,  Iowa. 

SPARKS,    JAMES   ALSWORTH,    chief   quartermaster    (A),    United    States   Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  July  32,  1918. 

Died :  Naval  Training  Camp,  Seattle,  Wash.,  October  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  James  Dunn  Sparks,  414  Mariposa  Avenue,   Sierra 

Madre,  Calif. 

SPAROTJGH,  STEVE  JAMES,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Sparough,  3246  Hirsch  Street,  Chicago,  I1L 
SPARROWGROVE,  GLENN  PEARSON,  electrician,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  April  19,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  March  16,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Garnet  lona  Sparrowgrove,  East  Mason  Block,  Fort 

Dodge,  Iowa. 
SPAULDING,  HAROLD  MANNING,  coxswain,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  November  12,  1917. 

Died :  Naval  station,  Newport,  R.  I.,  March  30,  1918. 

Cause :  Cerobrospinal  meningitis.. 

Next  of  kin :  Mother,  Ada  N.  Spaulding,  Union  Village,  Woonsocket,  R.  I. 
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SPEABS,  HUBRARD,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  <'.,  May  14,  1917. 

Died:  U.  S.  S.  Mount  Ycrnoii,  September  o,  191SV. 

Cause:  Lost  life  wben  vessel  was  sunk. 

Next  of  kin :  Fatber,  Robert  Spears,  R.  R.  No.  3,  Bennettsville,  S.  C. 
SPENCE,  ALBERT,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Miami,  Fla.,  May  6,  1918. 

Died :  U.  S.  S.  Mercy,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Kext  of  kin  :  Mother,  Josephine  Nenly,  Coconut  Grove,  Fla. 

SPENCE,  JAMES  ANDREW,  moss  attendant,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  May  11,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  17,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mandie  Spence,  Haynesville,  Va. 

SPENCER,  EDWARD  LEON,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  February  18,  1918. 

Died  :  Quarantine  Station,  Gallops  Island,  September  26,  1918. 

Cause:  Pneumonia. 

Kext  of  kin  :  Wife.  Florence  E.  Spencer,  424  Ashmout  Street,  Boston,  Mass. 
SPENCER,  HARRY  EDGAR,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  June  3,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edgar  F.  Spencer,  Buckner,  Mo. 

SPENCER,  RAY  MARCUS,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Tacoma,  Wash.,  May  20,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash..  October  9, 1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Sarah  Spencer,  R.  F.  D.  No.  4,  box  358,  Tacoma, 

Wash. 
SPICER,  RAY  REUBEN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Chicago,  111.,  July  22,  1918. 

Died :  Camp  Logan,  111.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Henrietta  Spicer,  Viola,  111. 

SPIEL-MAN,  ROBERT  Louis,  engineman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  27,  1918. 

Died :  October  10,  1918,  at  his  home. 

Cause:  Typhoid  fever. 

Next   of  kin:   Father,  Henry   Spielman.   125  Elbertson   Street,  Elmhurst, 

Long  Island. 
SPINKS,  RALPH  EUGENE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  April  12,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  June  17,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Jennie  Spinks,  631  Sixth  Avenue,  North  Troy,  N.  Y. 
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SPITLER,  RALPH  EDWARD,  landsman  (E).,  radio,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  August  8,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  25,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Lloyd  Spitler,  Sycamore,  Ohio. 
SPIZZIRRI,  ANTHONY,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  April  25,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  Setpember  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Oreste  Spizzirri,  7537  Dante  Avenue,  Chicago,  111. 
SPONOGLE,   BEVERLY   CHARLES,   machinist's   mate,   second   class,   United    States 
Navy. 

Enlisted:  San  Francisco,  Calif.,  November  1,  1917. 

Died:  St.  Luke's  Hospital,  Jacksonville,  Fla.,  October  17,  1918. 

Cause:  Pneumonia,    complicating   influenza. 

Next  of  kin :  Mother,  Laura  May  Sponogle,  41  First  Avenue,  San  Francisco, 

Calif. 
SPOONER,  CARLTON  HENRY,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  April  8,  1917. 

Died :  United  States  naval  hospital,  New  York,  N.  Y.,  September  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Jennie  Spooner,  112  Pierce  Street,  New  Bedford, 

Mass. 

SPORKIN,  ABRAHAM  LEONARD,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  May  15,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Elizabeth  Sporkin,  1308  North  Seventh  Street,  Phila- 
delphia, Pa. 
SPRAGUE,  FRAYLEY  EARL,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  May  15,  1917. 

Died:  United  States  naval  hospital,  League  Island,  Pa.,  May  31,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Brother,  Marion  Sprague ;  address  unknown. 
SPBAGUE,  GROVER,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  April  20,  1916. 

Died :  U.  S.  S.  New  York,  June  13,  1917. 

Cause:  Measles. 

Next  of  kin :  Father,  Amos  O.  Sprague,  267  Columbian  Street,  Weymouth, 

Mass. 

SPBAGUE,  HOWARD  WILLIAM,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Baltimore,  Md.,  December  11,  1917. 

Died:  United  States  naval  air  station,  Bay  Shore,  L.  I.,  N.  Y.,  November 
5,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Wife,  Charlotte  M.  Sprague,  10  Sarella  Street,  Glens  Falls, 
N.   Y. 
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SPRINGMEIER,  WALTER  BERNARD,  apprentice  seainan,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  July  29,   1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Springmeler,  975  Windsor  Street,  Cincinnati, 

Ohio. 
SPROUSE,  EMMET,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  October  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  10,  1917. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Alonzo  L.  Sprouse,  Elk  Hill,  Va. 
SQUIBB,  JAMES  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  March  27,  1917. 

Died :  S.  S.  Chincha,  August  14,  1917. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Mary  Nora  Squibb,  613  Monroe  Street,  Springfield, 

Mo. 
SQUIRES,  JESSE  FRANKLIN,  electrician,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.',  June  21,  1916. 

Died :  Naval  hospital,  Pensacola,  Fla.,  December  27,  1917. 

Cause :  Nephritis,  acute. 

Next  of  kin :  Brother,  Clarence  W.  Squires,  Jonesville,  Mich. 
STACEY,  JOSEPH,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Chicago,   111.,  June  14,   1915. 

Died:  Naval  hospital,  Chelsea,  Mass.,  November  10,  1918. 

Cause :  Influenza. 

Next    of   kin:  Mother,    Mary    Stacey,    141    Twenty-first    Avenue,    Melrose 

Park,  111. 

STAGUN,  HENRY  EDWARD,  landsman  machinist's  mate  (A.),  United  States  Naval 
Reserve  Force. 

Enrolled:  St.  Louis,  Mo.,  July  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Henry  G.  Stagun,  2004  Market  Street,  St.  Louis,  Mo. 
STAHLHEBER,  DAVID  WILLIAM,  fireman,  third  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  Peoria,  111.,  June  5,  1918. 

Died:  U.  S.  S.  Mercy,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  William  Stahlheber,  Craig,  111. 
STAHLHUT,  ERNEST  HENRY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  March  4,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  William  Stahlhut,  Antwerp,  Ohio. 

STAHLHUTH,  WILLIAM  JOHN,  hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted:  St.  Louis,  Mo.,  May  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  M.  Stahlhuth,  7421  Hazel  Avenue,  Maplewood, 
Mo. 
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STAIT,  FREDERICK  JOHN,  yeoruan,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Brooklyn,  N.  Y.,  May  5,  1917. 
Died:  Atlantic  City  Hospital,  N.  J.,  October  9,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Harold  E.  Stait,  1726  Thalia  Street,  New  Orleans,  La. 
STALLINGS.  HERMAN,  ship's  cook,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Norfolk,  Va.,  January  31,  1918. 
Died :  United  States  Naval  Forces,  France,  May  19,  1918. 
Cause :  Drowned. 

Next  of  kin :  Nettie  Stallings,  527  Bank  Street,  Norfolk,  Va. 
STALLINGS,  WASHINGTON  WYATT,  plumber  and  fitter,  United  States  Navy. 
Enlisted :  New  Bern,  N.  C.,  April  6,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  14,  1918. 
Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Brother,  D.  H.  Stallings,  52  Metcalf  Street,  New  Bern,  N.  C. 
STALNAKER,  JOHN  FRANKLIN,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enrolled:  Parkersburg,  W.  Va.,  October  2,  1918. 
Died:  Post  hospital,  University  of  West  Virginia,  Morgantown,  W.  Va., 

October  21,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  W.  R.  Stalnaker,  jr.,  West  Virginia. 

STAMMERMAN,  ANDREW  WILLIAM,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Louisville,  Ky.,  July  22,  1918. 
Died :  Naval  hospital,  Naval  Base,  Va.,  October  3,  1918. 
Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Catherine  Stammerman,  2617  Magazine  Street,  Louis- 
ville, Ky. 

STAMP,  GLAIR  RICHMOND,  engineer,  first  class,  United  States  Navy. 
Enlisted :  Buffalo,  N.  Y.,  April  2,  1917. 
Died:  U.  S.  S.  Drayton,  September  16,  1918. 
Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Maude  Stamp,  Mount  Morris,  N.  Y. 
STANCLTFT,  HUDSON  ROMANE,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  July  12,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  February  28,  1918. 
Cause:  Diphtheria. 

Next  of  kin :  Father,  Hy.  M.  Stanclift,  Alexandria,  Nebr. 
STANFIELD,  FOREST  VERN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Cleveland,  Ohio,  April  2,  1918. 
Died:  Lakeside  Hospital,  Cleveland,  Ohio,  November  1,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  Aucil  M.  Stanfield,  332  Howard  Street,  Findlay,  Ohio. 
STANCE,  RICHARD  EDWARD,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Chicago,  111.,  December  11,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  October  1,  1918. 
Cause:  Influenza. 

Next  of  kin:  Father,  John   Stange,  7318  South  Hermitage  Avenue,  Chi- 
cago, 111. 
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STANLEY,  JOHN  BROOK,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled:  El  Paso,  Tex.,  May  5,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  August  12,  1918. 

Cause :  Broken  neck. 

Next  of  kin :  Brother,  James  P.  Stanley,  care  of  Wilson  &  Co.,  Little  Rock, 

Ark. 
STANLEY,  SHIRLEY  WOOTSON,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  Miami,  Fla.,  April  30,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Robert  M.  Stanley,  Dacula,  Fla. 

STAPLES,  CHARLES  TIMOTHY,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York  City,  N.  Y.,  April  10,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Lost  at  sea  when  U.  S.  S.  Cherokee  foundered. 

Next  of  kin :  Sister,  Helen  Wood,  65  Greenwich  Street,  New  York,  N.  Y. 
STAPLES,  ROBERT  BRUCE,  electrician,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  February  8,  1917. 

Died :  U.  S.  S.  Susquehanna,  June  30,  1918. 

Cause :  Peritonitis,  acute. 

Next  of  kin :  Mother,  Annie  V.  Staples,  Concord,  Va. 
STARK,  EDWIN  LEO,  fireman,  third  class,  United  States  Navy. 

Enlisted :  La  Crosse,  Wis.,  June  5,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Leo  Stark,  Wilton,  Wis. 
STARK,  HARRY  EARL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  July  24,  1917. 
,  *  Died ;  Naval  hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause:  Septicemia. 

Next  of  kin :  Mother,  Rose  Stark,  Stella,  Wash. 
STARK,  REX  BYRON,  yeoman,  second  class,  United  States  Navy. 

Enlisted:  Great  Lakes,  111.,  January  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Maude  Stark,  104  South  Clinton  Street,  Albion,  Mich. 
STARK,  RICHARD  JOSEPH,  quartermaster,  first  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  March  3,  1916. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Myra  L.  Stark,  105  Fort  Avenue,  Cranston,  R.  I. 
STARR,  GROVER  CLEVELAND,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  19,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Julia  Starr,  Amelia,  Va. 
STARRETT,  HAROLD  LESTER,  p'.armacist's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  28,  1914. 

Died :  Naval  hospital,  Washington,  D.  C.,  March  4,  1918. 

Cause :  Gastric  ulcer. 

Next  of  kin :  Father,  Heydon  Starrett,  523  Herkimer  Street,  Brooklyn.  N.  Y. 


699 

STARTSMAN,  CLARENCE  JOSEPH,  eiigineman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  16,  1917. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Katherine  Davis,  2122  C  Street,  Sacramento,  Calif. 
STASIAK,  PETEB,  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  24,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  1,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mary  Stasiak,  1324  West  Thirty-first  Place,  Chicago, 

111. 

STATON,   JESSE   HOWABD,   fireman,   third   class,    United   States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  28,  1918. 

Died :  U.  S.  S.  Mercy,  October  16,  1918. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Wife,  Nellie  M.  Staton,  R.  F.  D.  No.  6,  Lawrence,  Kane. 

STAUFFER,  CHARLES  PERCY,  coxswain,  United  States  Navy. 

Enlisted :  Los  Angeles,  Calif.,  June  30,  1917. 

Died :  U.  S.  S.  Tjisenbang,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Chas.  A.  Stauffer,  5879  San  Pedro  Street,  Los  Angeles, 

Calif. 
STAUFFER,  HARVEY,  water  tender,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  16,  1915. 

Died :  Army  hospital,  La  Rochelle,  France,  August  23, 1918. 

Cause:  Acute  diabetes. 

Next  of  kin :  None. 

STEARNS,  WILL  WALDO,  landsman  machinist's  mate   (A),  United  States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Delia  Maywood  Stearns,  Madison,  S.  Dak. 
STEBBINS,  RAYMOND  WALTER,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  April  28,  1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  June  25,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Ethel  Stebbins,  Crosby,  N.  Dak. 
STEELE,  DEWEY  DEY,  seaman,  second  class,  United  States  Navy. 

Enlisted.  Syracuse,  N.  Y.,  May  8,  1917. 

Died :  U.  S.  S.  Solace,  October  23,  1918. 

Cause:  Pneumonia,   lobar.        i 

Next  of  kin :  Mother,  Hattie  Steele,  R.  F.  D.  No.  17,  Freeville,  N.  Y. 
STEELE,  JOHN  ADELBEBT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  3,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Nex  t  of  kin :  Mother,  Irene  Steele,  Warsaw,  N.  Y. 
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STEELE,  JULIUS  ADELBERT,  coxswain,  United  States  Naval  Reserve  Force. 
Enrolled:  New  Haven,  Conn.,  May  18,  1917. 
Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  9,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  E.  Adelbert  Steele,  1221  Park  Street,  New  Hartford, 
Conn. 

STEELE,  WILLIAM  EDWARD,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Pittsburgh,  Pa.,  June  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  William  E.  Steele,  New  Alexandria,  Pa. 
STEELEY,  HARRY  HENDERSON,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  November  28,  1917. 

Died:  Naval  Hospital,  Norfolk,  Va.,  January  7,  1918. 

Cause :  Suppurative  pleurisy. 

Next  of  kin :  Father,  Ben  Steeley,  Scottsboro,  Ala. 
STEEN,  WILEY  MCMURPHY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  August  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Columbis  Hector  Steen,  Pine  Apple,  Fla. 
STEENBERGEN,  LEE,  quartermaster,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dallas,  Tex.,  July  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  13,  1917. 

Cause :  Tuberculosis. 

Next  of  kin:  Father,  Almanza  Steenbergen,  2315  McKinley  Avenue,  Fort 

Worth  .Tex. 
STEIN,  PHILIP  HENRY,  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  December  10,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  by  submarine. 

Next  of  kin :  Wife,  Jennie  A.  Stein,  4914  Olive  Street,  Philadelphia,  Pa. 
STEIN,  WALTER  LEE,  landsman  for  carpenter's  mate   (A),  United  States  Navy. 

Enlisted :  La  Salle,  111.,  December  14,  1917. 

Died :  Receiving  ship,  Washington,  D.  C.,  St.  Elizabeths  Hospital  January 
18,  1918. 

Cause:  Dementia  prsecox. 

Next  of  kin :  Father,  Henry  Stein,  Princeton,  111. 
STEINBERGER,  GAIL  HAMILTON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Seattle,  Wash.,  April  29,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Jos.  E.  Steinberger,  Toledo,  Wash. 
STEINER,  SIMON,  chief  quartermaster,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  February  8,  1915. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Wife,  Gertrude  Steiner,  70  Maiden  Street,  Everetts,  Mass. 
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STEINHILBER,  WILLIAM  CONRAD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  5,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  July  29,  1918. 

Cause:  Burns. 

Next  of  kin :  Mother,  Crona  Steinhilber,  Hartford  City,  Ind. 
STEINKAMP,  EDWABD  FKEDERICK,  machinist's  mate,  second  class,  United  States 
Navy. 

Enlisted:  Cincinnati,  Ohio,  December  13,  1917. 

Died :  Naval  Base  Hospital  No.  5,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Edward  Steinkamp,  17  South  Sycamore  Street,  Spring- 
field, Ohio. 

STEM,   OLIVER   CLARENCE,   chief  quartermaster,   United   States   Naval   Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  April  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  13,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Nora  Cook  Stem,  437  Main  Street,  Ventura,  Calif. 
STEMPEL,  GEORGE  RAYMOND,  hospital  apprentice,   second  class,  United   States 
Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mildred  Stempel,  R.  R.  C.,  Richmond,  Ind. 
STEMEN,  SANFRED  ACA,  chief  commissary  steward,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  15,  1918. 

Died :  U.  S.  S.  Siboney,  October  13,  1918. 

Cause:  Pneumonia. 

Next   of  kin:    Wife,    Marie  Agnes   Stemen,    2526    South   Carlisle    Street, 

Philadelphia,  Pa. 
STENERSON,  WILLIAM  NICHOLS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  3,  1917. 

Died :  Submarine  base,  New  London,  Conn.,  July  19,  1918. 

Cause,:  Drowning. 

Next  of  kin :  Mother,  Celina  M.  Stenerson,  Lowell,  Ind. 
STEPHENS,  DENNIS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  December  12,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  21,  1918. 

Cause:  Anaphylaxis. 

Next  of  kin :  Brother,  Jason  W.   Stephens,  626  Central  Avenue,   Kansas 

City,  Mo. 
STEPHENS,  EDWIN  EARNEST,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  September  12,  1917. 

Died :  U.  S.  S.  Theodore  Roosevelt,  June  6,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Gay  Stephens,  West  Frankford,  111. 
STEPHENS,  LEE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Bessie  Brown,  Gas  City,  Ind. 
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STEPHENS,  MARION  EDWABD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Susie  Stephens,  R.  F.  D.  No.  1,  Eden,  Tex. 
STEPHENS,  WALTER  JAMES,  landsman  electrician  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  13,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Susan  Jane  Coom,  No.  5  Market  Square,  Lake  Forest, 

111. 
STEPHENSON,  JOHN  R.,  seaman,  National  Naval  Volunteers. 

Enrolled :  New  Bedford,  Mass.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 

Cause:  Cerebrospinal  fever. 

Next   of  kin :   Wife,   Catherine   Stephenson,   126   Dartmouth   Street,   New 

Bedford,  Mass. 

STEPHENSOX,  MARVIN  CHARLES,  seaman,  second  class,  United  States  Naval  Re- 
service  Force. 

Enrolled:  Kansas  City,  Mo.,  July  12,  1918. 

Dic-d :  Camp  Logan,  111.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Fnther,  Charles  Alexander  Stephenson,  Greensburg,  Kans. 

STEBN,  MORRIS  IPHRIAM,  chief  storekeeper,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  August  6,  1937. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y..  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Louis  Stern,  4  Auburn  Street,  Boston,  Mass. 
STERN,  ROY  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  August  6,  1917, 

Died:  Naval  hospital.  Norfolk,  Va.,  April  6,  1918. 

Cause:  Pleurisy,  snppurative. 

Next  of  kin :  Mother,  Anna  Stern,  II.  F.  D.  No.  36,  Middleport,  N.  Y. 
STERNS,  KARL  ISAAC,  musician,  first  class,  United  States  Navy. 

Enlisted  :  Burlington,  Vt,  June  29,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  March  22,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Annette  Sterns,  Middlebury,  Vt. 
STERZING,  EDMOND,  molder,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,   Mrs.   Eugene   Sterzing,   1501  Milton  Avenue,   Des. 

Moines,  Iowa. 
STEVENS,  CARL  ADAMS,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  April  8,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  27,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Martha  B.  Stevens,  130  Conduit  Street,  Annapolis,  Md. 
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STEVENS,  JOHN  HADLEY,  Jr.,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  May  18,  1918. 

Died :  U.  S.  S.  Leviathan,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Hadley  Stevens,  270  Orange  Street,  Manches- 
ter, N.  H. 

STEVENS,  Louis  GLANVILLE,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  July  11,  1918. 

Died :  Naval  Hospital,  Chelsia,  Mass.,  September  12,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Florence  Stevens,  Tacoma  Park,  D.  C. 
STEVENS,  WILLIS  ALBERT,  landsman  electrician   (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  October  31,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  13,  1918. 

Cause :  Septicemia. 

Next  of  kin :  Mother,  Nell  A.  Stevens,  Bedford,  N.  H. 

STEVENSON,  CLAUD  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  August  7.  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennett  Stevenson,  Messner,  R.  F.  D.  No.  2,  Suover, 

Mich. 
STEVENSON,  GORDON,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  2,*  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Frank  Stevenson,  Phillips,  Wis. 
STEWARD,  JAMES  HARPER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  28,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  June  11,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  Steward,  Wolf  Creek,  Oreg. 

STEWART,  CLARENCE  CLIFFORD,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  July  5,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  Pa.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother.  Dorothy  Maxfleld,  Kingston,  Petersfield  Post  Office, 

Jamaica. 

STEWART,  EDWARD  DABNEY,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmonl,  Va.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  S.  D.  Stewart.  R.  F.  D.  No.  1,  Madison  Heights,  Va. 
STEWART,  FRANK  STANTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Columbia,  S.  C.,  June  15,  1918. 

Died :  U.  S.  S.  Afontauk,  S.  P.~392,  August  21,  1918. 

Cause :  Missing  after  the  foundering  of  the  vessel. 

Next  of  kin :  Mother,  M.  J.  Stewart,  Simpsonville.  S.  C. 
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STEWART,  GEOBGE  ROBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Kninlk'.l:  Parkorslmre,  W.  V;i.,  June  10,  1918. 

Died:  Naval  hospital,  Naval  Base,  Va.,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  George  T.  Stewart,  Mason  City,  W.  Va. 
STEWART,  GUY  RAYMOND,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  February  16,  1914. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  Grant  Stewart,  705  West  Fiftieth  Street,  Los  Angeles, 
Calif. 

STEWART,  JOHN  Ross,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  December  11,  1917. 

Died :  Naval  training  station,  Great  Lakes,  111.,  October  4,  1918. 

Cause:  Pneumonia. 

Next   of   kin:  Mother,    Ruth   Wilson    Stewart,    5420   Fulton    Street,    Chi- 
cago, 111. 

STEWART,  LAWRENCE  WILLIAM,  landsman  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Oscar  M.  Stewart,  211  Hicks  Avenue,  Columbia,  Mo. 
STEWART,  MELVIN  SWIFT,  fireman,  secotid  class,  United  States  Navy- 
Enlisted:  Portland,  Oreg.,  November  29,  1917. 

Died :  U.  S.  S.  Shaw,  October  9,  1918. 

Cause :  Lost  his  life  in  sinking  of  U.  S.  S.  Shaw. 

Next  of  kin :  Brother,  Claude  Stewart,  Walla  Walla,  Wash. 
STEWART,  OSCAR  WILL,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  Navy  receiving  station,  May  13,  1916. 

Died :  U.  S.  S.  Pittsburgh,  December  15,  1917. 

Cause :  Fracture  of  the  skull. 

Next  of  kin :  Father,  Will  Stewart,  Round  Rock,  Tex. 
STEWART,  PERCY  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  May  1,  1917. 

Died:  U.  S.  S.  Pittsburgh,  October  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Delia  H.  McGee,  811  North  Twenty-first  Street,  Rich- 
mond, Va. 
STEWAKT,  RAYMOND  LEON,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Annapolis,  Md.,  November  17,  1914. 

Died:  Naval  hospital,  Fort  Lyons,  Colo.,  January  10,  1918. 

Cause :  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Mother,   Ida   Stewart,   1018   Sixth   and-a-half   Street,    SE., 

Washington,  D.  C. 
STEWART,  ROBERT  BOYD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Navy  recruiting  station,  Salt  Lake  City,  Utah,  August  31,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Boyd  Stewart,  Lovell,  Wyo. 
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STICH,    FRANCIS    HARVEY,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  July  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Edw.  Stich,  Fennimore,  Wis. 
STICK,  LLOYD  JOHN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  DCS  Moines,  Iowa,  November  27,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  January  8,  1918. 

Cause:  Laryngitis,  acute. 

Next  of  kin :  Mother,  Margaret  S.  Stick,  Star  Route,  Salem,  Mo. 
STICKNEY,  WILLIAM  WILSON,  landsman  electrician,  United  States  Navy. 

Enlisted:  Peoria,  111.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  20,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  William  W.  Stickney,  Woodhull,  111. 
STIEFVATER,  BERNARD  FIDELIS,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Allen  town,  Pa.,  July  3,  1917. 

Died:  U.  S.  S^  William  Rockefeller,  May  18,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Ellen  Stief vater,  1512  Twenty-second  Street,  Everett, 

Wash. 

STEERS,  WILFORD  REEVE,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  May  21,  1918. 

Died :  Navy  Base  Hospital  No.  3,  October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Edith  Louis  Stiers.  123  Fayette  Street,  Nelsonville, 

Ohio. 

STILLMAN,  WILLIAM  THOMAS,  quartermaster,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  New-port,  R.  I.,  April  25,  1918. 

Died :  U.  S.  S.  Frederick  /?.  Kellogg,  August  13,  1918. 

Cause:  Death  due  to  ship  being  torpedoed. 

Next  of  kin:  Wife,  Helena  Stillman,  44  Hanover  Street,  Providence,  R.  I. 
STELLSON,  CHARLES  VICTOR,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  June  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother,    Cynthia    Kitter    Stillson,    203    Emerson    Street, 

Rochester,  N.  Y. 
STLLWELL,  CHARLES  MASON,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  April  14,  1917. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause:  Lost  in  collision. 

Next  of  kin :  Father,  Charles  C.  Stilwell,  315  Chestnut  Street,  Rockport, 

Ind. 
STINCHCOMBE,  ARTHUR  LEONARD,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  12,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  3,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Father,  Charles  Stinchcombe,  Fanvell,  Mich. 
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ST.  MARIE,  OSWALD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  3,  1918. 

Died :  United  States  naval  hospital,  Chelsea,  Mass.,  September  10, 1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Ernest  St.  Marie,  426  St.  Patrick  Street,  Montreal, 

Canada. 

STOCKS,  ALPHONSE,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  May  20,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nole  Stocks,  Republic,  Mich. 
STOCKTON,  JAMES  LANUS,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Stockton,  Leslie,  Ky. 
STOCKWELL,  OLIVEB  BERNARD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  7,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  January  30, 1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  Joseph  Stockwell,  R.  F.  D.  No.  3,  Bennington,  Vt. 
STOKER,  ELLSWORTH  WILFORD,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  March  16,  1916. 

Died :  United  States  Naval  Air  Station,  St.  Trojan,  France,  October  19, 1918. 

Cause:  Wounds. 

Next  of  kin:  Father,  Charles  W.  Stoker,  445  Las  Sables  Avenue,  Pasa- 
dena, Calif. 

STOKES,  EDWARD  ANTHONY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  March  19, 1918. 

Died :  Masonic  Temple  Hospital,  Poughkeepsie,  N.  Y.,  October  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Bessie  V.  Stokes,  29  Delafield  Street,  Poughkeepsie,  N.  Y. 
STOLAREK,  THEODORE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  18,  1917. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  June  12, 1017. 

Cause :  Pleurisy. 

Next  of  kin :  Mother,  Francis  Solarek,  Posen,  111. 
STOLL,  CHARLES  RUSSELL,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Great  Lakes,  111.,  July  14, 1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  July  24, 1917. 

Cause:  Scarlet  fever. 

Next  of  kin :  Mother,  Mrs.  Alice  Stoll,  Main  Street,  Warren,  Ohio. 
STOLMAN,  JONAS  THEADOR,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  February  9,  1918. 

Died :  Section  base  headquarters,  Rockland,  Me.,  September  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Laust  Jensen,  Caruthers,  Calif. 
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STONE,  ACQUILLAB  DUBHAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  July  16,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Fannie  Stone,  Myers,  Ky. 

STONE,  CHARLES  EDWIN,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  June  24,  1918. 

Died:  United  States  naval  hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Charles  B.  Stone,  1216  Main  Street,  Lynchburg,  Va. 
STONE,  CLYDE  LENORD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  June  29,  1918. 

Died:  United  States  Naval  Training  Camp,  San  Diego,  Calif.,  October  4, 
1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Mrs.  Sadie  Stone,  Sand  Springs,  Okla. 
STONE,  ENOCH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  May  3,  1918. 

Died:  U.  S.  S.  Agamemnon,  October  3,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Alexander  Stone,  Skiatook,  Okla. 
STONE,  HOWARD  DAVID,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Syracuse,  N.  Y.,  July  20,  1918. 

Died :  Third  naval  district,  New  York,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Cora  Irene  Stone,  20£  Lansing  Street,  Auburn,  Cayuga 

County,  N.  Y. 
STOOPS,  ERNEST  DEWEY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Salt  Lake  City,  Utah,  September  7,  1918. 

Died:  United  States  naval  hospital,  Puget  Sound,  Wash.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  Clay  Stoops,  Box  322,  Star,  Idaho. 
STOBET,  DANIEL  DEWEY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Newport,  R.  I.,  April  24,  1917. 

Died :  U.  S.  S.  George  Washington,  December  3, 1917. 

Cause:  Fracture  base  of  skull. 

Next  of  kin :  Brother,  Mr.  John  Storey,  Borden  Street,  Fall  River,  Mass. 
STOREY,  WILLIAM  ALOYSIUS,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  26,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Bridgett  Storey,  141  Smith  Street,  Peekskill, 

N.  Y. 

STORMENT,  WILLIAM  ALEXANDER,  landsman  for  machinist's  mate,  United  States 
Navy. 

Enlisted :  Portland,  Oreg.,  October  27,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  January  17,  1918. 

Cause :  Abscess  of  thyroid. 

Next  of  kin  :  Father,  William  K_  Storment,  Pasco,  Wash. , 
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STOUCH,  DUDLEY,  chief  gunner's  mate  (T),  United  States  Navy. 

Enlisted :  Mare  Island,  Calif.,  November  20,  1915. 

Died :  U.  S.  S.  F-l,  December  17,  1017. 

Cause:  Drowned. 

Next  of  kin :  Wife,  Marie  H.  Stough,  332  Ohio  Street,  Vallejo,  Calif. 
STOVALL,  DESFORD  EWINO,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Rio  de  Janeiro,  Brazil,  June  20,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  November  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Emily  Stovall,  5465  Race  Street,  West  Philadelphia,  Pa. 
STOVER,  ALEXANDER  PLUMMEB,  seaman,  second  class.  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  July  10,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Adeline  G.  Stover,  Kearney  Avenue,  North  Arlington, 

N.  J. 

STRANGE,  WILLIAM  OSCAR,  landsman  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  June  25,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  24,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Annie  Neel  Strange,  724  Main  Street,  Danville,  Va. 
STRAUS,  EDWIN  J.,  pharmacist,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  May  25,  1914. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Meyer  E.  Straus,  1311  Downing  Street,  Denver  Colo. 
STKAUSS,  CHARLES  FRANKLIN,  chief  turret  mate,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  November  23,  1917. 

Died:  Rod  Cross  General  Hospital,  Philadelphia,  Pa.,  March  10,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Alma  Strauss,  15  Kinsley  Street,  Baltimore,  Md. 
STRAUSS,  JOHN  AUGUST,  seaman,  second  class,  United   States  Naval  Reserve 

Force. 

Enrolled :  Chicago.  111.,  April  22,  1918. 

Died :  Naval  station,  Great  Lakes.  111.,  May  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  August  Strauss,  2317  Spauldlng  Avenue,  North  Chi- 
cago, 111. 

STKAWBRIDGE,  HARRY  WATTS,  seaman,  second  class,  United  States  Navy- 
Enlisted  :  Chicago,  111.,  December  11,  1917. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mrs.  Alice  C.  Strawbridge,  West  Brooklyn,  111. 
STRAYER,  MAURICE  KIRBY,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  December  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause:  Cerebrosplnal  fever. 

Next  of  kin :  Wife,  Lucille  Strayer,  144  Barr  Street,  Lexington,  Ky. 
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HTBEETEB,  HAELEY  RiCHABD,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Puget  Sound,  Wash.,  May  29,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  9, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Alice  Streeter,  Fairhaven,  Vt. 

STBEFF,  JACOB  JOSEPH,  seaman,  second  class,   United   States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  21,  1918. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  27,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Wife,  Mrs.  Anna  Streff,  GG8  Geneva  Street,  Burlington,  Wis. 
STBEGER,  JACOB,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  April  30,  1917. 

Died :  United  States  naval  hospital,  Brooklyn,  N.  Y.,  September  8,  1918. 

Cause :  Endocarditis,  chronic. 

Next  of  kin :  Father,  Samuel  Streger,  80  Church  Street,  New  Rochelle, 

N.  Y. 
STREET,  CHRISTIAN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Haven,  Conn.,  June  5,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Caroline  Streit,  289  Quinnipiac  Avenue,  New  Haven, 

Conn. 

STBELOW,  ARTHUR  CHARLES,  landsman,  electrician   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Chicago,  111.,  July  25,  1918. 

Died:  United  States  naval  hospital.  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next   of   kin:  Mother,    Henrietta    Amelia    Strelow,    2334    North    Kostner 

Avenue,  Chicago,  111. 
STBEMME,  WILLIAM  HENRY,  electrician,  first  class  (R),  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  14,  1917. 

Died:  United  States  naval  hospital.  New  Orleans,  La.,  October  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Julia  Stremme,  Gypsum,  Colo. 
STBEPEY,  GEORCE  EDWARD,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  July  19,  1918. 

Died:  Naval  hospital.  Gretit  I,akes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Wife,  Lillie  Linnie  Strepey,  622  Fehr  Avenue,  Louisville,  Ky. 
STRETCH,   HARLAM  JAMES,   quartermaster,   second  class,  United    States  Naval 
Reserve  Force. 

Enrolled:  Albany,  N.  Y.,  December  14,  1917. 

Died :  Naval  aviation  headquarters,  Paris,  France,  March  18,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Stretch,  67  Lambert  Street,  Meriden,  Conn. 
STRIBLING,  JOHN  WILLIAM,  oiler,  United  States  Navy. 

Enlisted:  U.  S.  S.  Cincinnati,  October  26,  1916. 

Died :  U.  S.  S.  Cliauncey,  November  19,  1917. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  John  Stribfing,  Waring,  Tex. 
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STBICKLIN,  CLARENCE  EVEK'AGE,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Parkersburg,  W.  Va.,  May  1,  1918. 

Died :  U.  S.  S.  New  Mexico,  October  4,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Wife,  Mrs.  Treva  Stricklin,  178  Boyliston  Avenue,  Newark, 

Ohio. 
STROHMEYER,  CLIFFORD,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  August  7,  1918. 

Died :  United  States  naval  hospital,  Great  Lakes,  111.,  November  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Frederick  Strohmeyer,  525  Kearney  Avenue,  Arling- 
ton, N.  J. 
STRONG,  FRANCIS  OLNEY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Birmingham,  Ala.,  July  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Elisha  David  Strong,  R.  D.  No.  5,  Ashland,  Ala. 
STRONG,  JOHN  RAY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  July  22,  1918. 

Died:  United  States  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Dawson  U.  Strong,  R.  F.  D.  No.  2,  Pocahontas,  Iowa. 
STUABT,  BEN  CHESTER,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  August  9,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  21,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,   Charlie  H.    Stuart,   1905   Mastem    Street,   Corpus 

Christi,  Tex. 
STUART,  JAMES  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Charleston,  S.  C.,  April  5,  1917. 

Died :  United  States  naval  hospital,  Norfolk,  Va.,  May  10,  1917. 

Cause :   Lobar  pneumonia. 

Next  of  kin :  Father,  Tom  Stuart,  Marion,  S.  C. 
STUBBLEFIELD,  LLOYD  WILLIAM,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  September  22,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  28,  1917. 

Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Eva  Stubblefield,  Toston,  Mont 
STUCK,  PERCY  CLAYBORNE,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  September  9,  1916. 

Died :  Naval  hospital,  New  Eondon,  Conn.,  August  22,  1918. 

Cause :    Burns. 

Next  of  kin :  Mother,  Sophy  Lutz,  945  East  Raymond  Street,  Indianapolis, 

Ind. 
STUDER,  DENNIS  HENRY,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :    Influenza. 

Next  of  kin :  Father,  Amandus  Studer,  post-office  box  32,  Westley,  Iowa. 
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STUDEB,  ELIOT  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  August  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  19,  1918. 

Cause :   Influenza. 

Next  of  kin :  Mother,  Fannie  Studer,  45  Burlingame  Avenue,  Detroit,  Mich. 
STUDT,  RAYMOND  JOSEPH,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Johnstown,  Pa.,  December  4,  1917. 

Died :  At  home  awaiting  orders,  January  24,  1918. 

Cause:  Acute  Bright's  disease. 

Next  of  kin :  Father,  Harry  Elmer  Studt,  150  Sheridan  Street,  Johnstown, 

Pa. 
STUMPF,  ALFRED  PETER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  January  4,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  26,  1918. 

Cause :    Pneumonia,   broncho. 

Next  of  kin:  Mother,  Mary  Helen  Stumpf,  1818  Franklin  Street,  Pitts- 
burgh, Pa. 
SUDDITH,  JENNINGS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Columbia,  S.  C.,  June  24,  1918. 

Died :  Missing  from  U.  S.  S.  Montauk,  August  21,  1918. 

Cause :  Missing  after  foundering  of  U.  S.  S.  Montauk. 

Next  of  kin :  Mother,  Alice  Suddith,  11  Hale  Street,  Greenville,  S.  C. 
SULLENS,  JAMES  LYMAN,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  10, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Addie  Sullins,  Prairie  City,  Oreg. 
SULLIVAN,  BALEY  CHAT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  October  5, 1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Annie  Couch  Sullivan,  Elk  City,  Okla. 
SULLIVAN,  JAMES  DAVID,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  2,  1917. 

Died :  France,  October  5, 1918. 

Cause:  Wounds. 

Next  of  kin :  Father,  John  Sullivan,  Lonoke,  Ark. 
SULLIVAN,  EDWARD  DEWEY,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Benton  Harbor,  Mich.,  July  14,  1917. 

Died :  Norwegian  Hospital,  October  20,  1918. 

Cause :  Broncho-pneumonia  and  myocarditis. 

Next  of  kin :  Mother,  Mrs.  R.  C.  Johnson,  Muskegon  Heights,  Mich. 
SULLIVAN,  EDWABD  VINCENT,  coppersmith,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  September  18, 1917. 

Died:  U.  S.  S.  Manley,  March  19, 1918. 

Cause:  Injuries. 

Next  of  kin :  Mother,  Ellen  Sullivan,  102  Truxton  Avenue,  Brooklyn,  N.  Y. 
SULLIVAN,  FBANK  CHAS.,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  Navy  Receiving  Station,  August  9,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  James  Sullivan,  160  Division  Street,  Coldwater,  Mich. 
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SULUVAN,  FRANK  THOMAS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  7,  1917. 

Died :  U.  S.  S.  Los  Angeles,  July  25, 1918. 

Cause:  Alcoholic  poisoning. 

Next  of  kin :  Father,  Edward  Sullivan,  2230  North  Kenneth  Avenue,  Chi- 
cago, 111. 

SmxrvAN,  JAMES  MICHAEL,  landsman  ship  fitter,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass..  June  28,  1918. 

Died :  Nnvnl  hospital,  Charleston,  S.  C.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Bridget  Sullivan,  10  Gertrose  Street,  Roxbury,  Mass. 
SULLIVAN,  JAMES  MICHAEL,  carpenter's  mate  (A),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  June  13,  1910. 

Died:  Naval  training  station,  Great  Lukes,  111.,  July  0, 1918. 

Cause:  Cirrhosis  of  liver. 

Next  of  kin :  Aunt,  Gertrude  Merrill,  2332  Olive  Street,  St.  Louis,  Mo. 
SULLIVAN,  JOSEPH  CHRISTOPHER  COLTMJUTS,  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  April  18,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  12,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Margaret  Sullivan,  121  Gage  Street,  Saginaw,  Mich. 
SULLIVAN,  JOSEPH  WALTER,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Meridian,  Miss.,  July  10,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mary  Margaret  Sullivan,  Mize,  Miss. 
SULLIVAN,  MATTHEW   DANIEL,  machinist's  mate,  second  class,  United   States 
Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  21,  1917. 

Died :  U.  S.  Subchaser  S51,  April  10,  1918. 

Cause:  Fatal  submersion. 

Next  of  kin:  Father,  Timothy  Sullivan,  1032  Benson  Avenue,  Brooklyn, 

N.  Y. 
SULLIVAN,  WHARTON  REESE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  May  28,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  December  24,  1917. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Mother,  Martha  E.  Sullivan,  Grady,  Ala. 
SULLIVAN,  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  7,  1918. 

Died :  Naval  hospital,  Portsmouth,  Va.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Jewell  Wooten  Sullivan,  R.  F.  D.  No.  8,  Carlinville, 

111. 

SUNUERLAND,  FREDERICK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  18,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  November  8,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Aunt,  Blanche  White,  R.  F.  D.  No.  3,  Eau  Claire,  Wla. 
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SUNDERLIN,    GEORGE   HERBERT,    storekeeper,    third   class,   United   States   Naval 
Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Oscar  M.  Sunderlin,  606  Hancock  Street,  Hancock, 

Mich. 

SUNDQUIST,  GUSTAF  ADOLF,  chief  special  mechanic,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cleveland,  Ohio,  May  4,  1918. 

Died :  French  Radio  Construction  Headquarters,  France,  August  25,  1918. 

Cause:  Drowning. 

Next  of  kin:  Wife,  Matilda  Sundquist,  2321  West  Thirty-eighth  Street, 

Cleveland,  Ohio. 

STTPEBNAULT,  GEORGE  THOMAS,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Detroit,  Mich.,  June  3,  1918. 

Died:  Navy  Rifle  Range,  Peekskill,  N.  Y.,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Clara  Supernault,  30  Court  Street,  Lapeer,  Mich. 
STTEATT,  WILLIAM  URIAH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Yorktown,  Va.,  May  7,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  at  sea,  sinking  of  vessel. 

Next  of  kin :  Mother,  Lula  Witt,  North  Fork,  W.  Va. 
SUSANK,  CLYDE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  23,  1918. 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Anthony  Susank,  Hoisington,  Kans. 

SUSMAN,  DAVE,  landsman  machinist's  mate  (A.),  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  1C,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Gussie  Susman,  5095  Maple  Avenue,  St.  Louis,  Mo. 
STTTCLIFFE,  HARKY  HAMMOND,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  London,  Conn.,  July  20,  1918. 

Died  :  Naval  hospital,  Newport,  R.  I.,  October  3, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Harry  Sutcliffe,  30  Courtland  Street,  Westerly,  R.  I. 
SITTER,  RICHARD  WILLIAM,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  5,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  February  10,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Brother,  Alfred  A.  Suter,  4907  Avenue  R,  Galveston,  Tex. 
STTTHERLAND,  CONRAD  ARTHUR,  ship's  cook,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  51  Chambers  Street,  New  York  City,  N.  Y.,  February  14,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  12,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Jane  Sutherland,  St.  Lucia,  British  West  Indies. 
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SUTTON,  LESTEB  ADELBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Mable  Alfreda  Sutton,  Corunna,  Mich. 
SWAFFORD,  JESSE  TAYLOR,  seaman,  United  States  Navy. 

Enlisted:  Little  Rock,  Ark.,  April  10,  1917. 

Died  :  U.  S.  S.  Von  Steuben,  September  6,  1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Mother,  Mrs.  Sarah  Swafford,  Lexington,  Tenn. 
SWAN,  HERBERT  ARNOLD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

.Enrolled:  Milwaukee,  Wis.,  May  16,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  24,  1918. 

Cause:  Ulcer  of  duodenum. 

Next  of  kin :  Father,  Edward  D.  Swan,  1111  Park  Street,  Stoughton,  Wis. 
SWANNER,  HENRY  CECIL,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  December  30,  1914. 

Died:  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Father,  James  W.  Swanuer,  104  North' Fifth  Street,  East 

McCormick,  Mo. 

SWANSON,  HENRY  HERMAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  May  21,  1918. 

Died :  Naval  base  hospital  No.  5,  October  1,  1918. 

Cau^e:  Pneumonia. 

Next  of  kin :  Father,  John  A.  Swanson,  Spirit,  Wis. 

SWANTON,  HAROLD  RICHARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Buffalo,  N.  Y.,  April  15,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  August  4,  1918. 

Cause:  Drowned. 

Next  of  kin:  Mother,  Sarah  A.  Swanton,  181  Sherman  Street,  Rochester, 

N.  Y. 
SWART,  HERBERT  C.,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  December  1,  1917. 

Died :  Receiving  ship  at  New  York,  N.  Y.,  January  6,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  William  Swart,  R.  F.  D.  No.  4,  Kingston,  N.  Y. 
SWEARENGEN,  WILLIE  WAVERLY,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Starkville,  Miss.,  October  1,  1918. 

Died :  New  Orleans,  La.,  October  9, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Jasper  N.  Swearengen,  Tillatoba,  Miss. 
SWEARINGER,  WiRT  ISAAC,  seaman,  second  class,  United  States  Naval  Reserve  • 
Force. 

Enrolled:  Kansas  City,  Mo.,  June  3,  1918. 

Died:  Naval  hospital,  Portsmouth,  N.  H.,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  Robert  S.  Swearinger,  Glasgow,  Mo. 
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SWEATT,  DUKE  EDGAK,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Dallas,  Tex.,  May  27,  1916. 
Died:  U.  S.  S.  Comfort,  September  23,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Effle  Lane  Sweatt,  Orlando,  Okla. 
SWEENEY,  ALLEN,  chief  water  tender,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  June  5,  1916. 
Died :  Naval  hospital,  Chelsea,  Mass.,  March  27,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin:  Brother,  Edward  Sweeney,  198  Harve  Street,  East  Boston, 

Mass. 
SWEENEY,  CECILIA  AGNES,  yeoman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  New  London,  Conn.,  March  30,  1918. 
Died :  Naval  hospital,  New  London,  Conn.,  October  10,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Mother,  Mary  Sweeney,  331  Huntington  Street,  New  London, 

Conn. 

SWEENEY,  JAMES  TEREANCE,  oiler,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  February  29,  1916. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause :  Killed  in  action. 
Next  of  kin:  Brother,  Thomas  J.  Sweeney,  104  West  Thirty-sixth  Street, 

New  York  City,  N.  Y. 

SWEENEY,  WILLIAM  FRANCIS,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Boston,  Mass.,  August  22,  1917. 
Died :  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  Passenger  on  board  missing  Cyclops. 
Next  of  kin :  Wife,  Duria  Breeder  Sweeney,  283  Bedford  Street,  Fall  River, 

Mass. 

SWEENEY,  WILLIAM  LEWIS,  engineer,  second  class,  United  States  Navy. 
Enlisted :  Cincinnati,  Ohio,  July  24,  1917. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Lost  his  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  upon  by 

an  enemy  submarine  and  sunk. 

Next  of  kin :  Father,  Daniel  Sweeney,  Givens,  Ohio. 
SWEENEY,  WILLIAM  PERKINS,  apprentice  seaman,  United  States  Naval  Reserve 

Force.  i 

Enrolled :  Louisville,  Ky.,  August  5,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Lavina  E.  Sweeney,  Science  Hill,  Ky. 
SWEETING,  ALFRED  ALEXANDER,  mess  attendant,  third  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  December  14,  1917. 
Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 
Cause :  Lost  when  vessel  was  sunk. 

Next  of  kin :  Wife,  Florence  Sweeting,  145  West  One  hundred  and  thirty- 
sixth  Street,  New  York,  N.  Y. 
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SWEETING,  CABLYLE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York  City,  N.  Y.,  May  15,  1918. 
Died :  Naval  hospital,  PeLham  Bay  Park,  N.  Y.,  October  7,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Wife,  Anna  Sweeting,  411  West  Twenty-sixth  Street,  New 
York,  N.  Y. 

SWEETING,  FLOYD  ABNOLD,  fireman,  third  class,  United  States  Naval  Reserrt 
Force. 

Enrolled :  Buffalo,  N.  Y.,  July  17,  1918. 

Died :  U.  S.  S.  Solace,  October  9,  1918.    Died  on  board  U.  S.  S.  Solace  while 
attached  to  U.  S.  S.  Iowa. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Frank  Arnold  Sweeting,  R.  F.  D.,  Spencerport,  N.  Y. 
SWENSON,  HAROLD  SIGFBID,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  22,  191G. 

Died:  Naval  hospital,  New  York,  N.  Y.,  March  18,  1918. 

Cause:  Valvular  disease,  chronic  cardiac. 

Next  of  kin :  Father,  Peter  J.  Swenson,  2218  Twenty-second  Street,  Superior, 

Wls. 
SWENSON,  JOHN  ADOLF,  chief  carpenter's  mate,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  July  31,  1915. 

Died :  Naval  hospital,  Chelsea,  Mass.,  June  24,  1917. 

Cause:  Capsulatus  infection. 

Next  of  kin :  Wife,  Alma  K.  Swenson,  13  Marion  Street,  Boston,  Mass. 
SWENSON,  SHEBMAN,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Milwaukee,  Wis.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Andrew  Swenson,  Route  No.  1,  Box  34,  Detroit  Har- 
bor, Wis. 
SWINBUBN,  GEORGE  WASHINGTON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  December  15,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause:  Missing  from  motor  boat  which  was  returning  with  liberty  party 
to  U.  S.  S.  Sa  Jem. 

Next  of  kin :  Mother,  Sallie  Swlnburn,  Teague,  Tex. 
SWING,  ERTCK  CONRAD,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  June  13,  1917. 

Died:  Marine  hospital,  Chicago,  111.,  September  29,  1918. 

Cause:  Broncho-pneumonia. 

Next  of  kin :  Father,  Erlck  Swing,  Carlyle,  Mont 

SWINNERTON,  DAVID,  coppersmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  November  17,  1917. 

Died:  Naval  repair  base,  Eastlelgh,  England,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother.  Jane  Swinnerton,  158  Pleasant  Street,  Cambridge, 
Mass. 
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SWITAY,  JOHN  ANTHONY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Wilkes-Barre,  Pa.,  July  18,  1918. 

Died    Naval  hospital,  Puget  Sound,  Wash.,  October  14,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Yesgash,  717  West  Mulberry  Street,  Shamokln, 

Pa. 
SWITZER,  VEBNON  ROY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  John  W.  Switzer,  R.  F.  D.  No.  1,  Gladwin,  Mich. 
SWOVELAND,  ROY  B.,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled :  U.  S.  S.  Cyclops,  May  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Nettie  Swoveland,  513  Clifford  Street,  Roanoke,  Va. 
SYDELL,  CLIFFORD  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  February  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  29, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Grandmother.  Katherine  Laughly,  21  Maywood  Street,  Rox- 

bury,  Mass. 
SYFRET,  DANIEL  WEBSTER,  water  tender,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  October  31,  1917. 

Died :  Hospital,  Gainsville,  Ga.,  while  attached  to  naval  station,  Atlanta, 
Ga.,  October  25,  1918. 

Cause :  Pneumonia  following  influenza. 

Next  of  kin :  Wife,  Mary  Hamlin  Syfret,  15  Lindsey  Street,  Reidsville,  N.  C. 
SYKES,  HENRY,  mess  attendant,  third  class.  United  States  Navy. 

Enlisted:  Norfolk,  Va.,  October  23,  1918. 

Died:  Naval  hospital,  Norfolk    (Va.)   naval  operating  base,  November  2, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Cecelia  Sykes,  Aberdeen,  Miss. 

SYLVESTER,  BRYL  EDWIN,  quartermaster,  second  class  (A.),  United  States  Naval 
Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  November  21,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  June  19,  1918. 

Cause:  Killed  in  seaplane  accident. 

Next  of  kin :  Mother,  Hattie  Sylvester,  Plainview,  Minn. 

SYLVESTER,   LENA   MARY,   yeoman,   third  class.   United   States   Naval   Reserve 
Force. 

Enrolled :  Boston,  Mass.,  May  29,  1918. 

Died :  At  home,  33  Blackstone  Street,  Cambridge,  Mass.,  September  24,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Pickard,  33  Blackstone  Street,  Cambridge, 

Mass. 
SZEWCZYK,  FRANK,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve  Forca 

Enrolled :  Pittsburgh,  Pa.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Frank  Szewczyk,  54  Barry  Street.  Pittsburgh,  Pa. 
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SZYMANSKI,  ANTHONY  ANDREW,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  November  1,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  7,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Frances  Szymanski,  467  Henderson  Street,  Jersey 

City,  N.  J. 

SZYBOWINSKI,  BENJAMIN  ANTHONY,  machinists's  mate,  first  class,  United  States 
Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  4,  1918. 

Died :  On  leave  from  naval  air  station,  Cape  May,  N.  J.,  November  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Justina  Bartkowski  Szyrowinski,  496  Carber  Street, 

Plymouth,  Pa. 
TABEB,  ROE  ELMER,  electrician,  second  class  (R.),  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  April  10,  1914. 

Died :  U.  S.  S.  Glacier,  August  22,  1917. 

Cause:  Visceral  sarcoma. 

Next  of  kin :  Mother,  Mrs.  Minnie  A.  Taber,  Billings,  Mont. 
TADDEO,  JAMES,  engineman,  first  class,  United  States  Navy. 

Enlisted:  Cleveland,  Ohio,  January  4,  1912;  enlistment  extended  to  Janu- 
ary 3,  1920. 

Died :  Naval  hospital,  Key  West,  Fla.,  October  14,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  Michele  Taddeo,  One  hundred  and  sixteenth  Street, 

Cleveland,  Ohio. 
TAGGART,  HARRY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  5,  1917. 

Died :  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  S.  A.  Taggart,  Hamlin,  Tex. 

TALASKA,  WALTER  PAUL,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  October  22,  1917. 

Died :  Naval  air  station,  Bay  Shore,  Long  Island,  September  2,  1918. 

Cause :  Fall  from  seaplane. 

Next  of  kin :  Mother,  Teofille  Talaska,  63  Weddale  Way,  Rochester,  N.  Y. 
TALKS,  CHARLES  PARKINSON,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  June  19,  1918. 

Died :  Naval  hospital,  Washington,  D.  C.,  September  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin  :  Wife,  Isabelle  Louise  Talks,  1309  Park  Road,  Washington,  D.  C. 
TALLMAN,  EATHERN  ALLEN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  10,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  7,  1917. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Charles  Tallman,  2012  Caspian  Avenue,  Atlantic  City, 

N.  J. 
TAMILLO,  EDMTJND  Louis,  coxswain,  United  States  Navy. 

Enlisted :  Chicago,  111.,  August  25,  1916. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Exhaustion  from  overexposure. 

Next  of  kin:  Mother,  Bessie  Tamillo,  3109  North  Central  Park  Avenue, 
Chicago,  111. 


TANCILL,  JOHN  WILLIAM,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  April  20, 1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Aunt,  B.  F.  Peck,  48  Lewis  Place,  St.  Louis,  Mo. 
TANDY,  JOHN  ABBAN,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  13,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  A.  Tandy,  390A  Ninth  Street,  Brooklyn,  N.  Y. 
TANNEB,  CLEVE  MARSHALL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  May  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Roda  Lewis  Tanner,  Fowlerville,  Mich. 
TANNEB,  HOBACE  RUDOLPH,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  May  5,  1917. 

Died :  U.  S.  S.  Mercy,  May  26,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  Horace  Greely  Tanner,  R.  F.  D.  3,  Box  36,  Murray, 

Wis. 
TABKENTON,  EBIC  LEE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  June  14,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Bessie  S.  Tarkenton,  Woodard,  N.  C. 
TABS,  CHABLEY  AUDBIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  June  13,  1917. 

Died :  S.  S.  Florence  H.,  April  17,  1918. 

Cause :  Explosion  on  board  ship. 

Next  of  kin :  Brother,  Roy  Tarr,  1021  South  Harrison  Street,  Sedalia,  Mo. 
TABB,  DUDLEY  SIMPERS,  seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  26,  1918. 

Died :  Naval  proving  grounds,  Indianhead,  Md.,  September  27,  1918. 

Cause:  Lost  overboard  from  tug. 

Next  of  kin:  Father,  R.  Simpers  Tarr,  821  North  Calhoun  Street,  Balti- 
more, Md. 
£ABB,  PHILIP  WEST,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  14,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Lost  life  when  the  U.  S.  A.  C.  T.  Ticonderoga,  was  fired  upon  by 
enemy  submarine  and  sunk. 

Next  of  kin:  Mother,  Mrs.  Emma  Tarr,  1004  Leahy   Street,   Muskegon 

Heights,  Mich. 
TATE,  JOHN  CLEVELAND,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  11,  1917. 

Died :  Naval  hospital  No.  5,  Brest,  France,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Sister,  Mrs.  G.   L.  McCord,  R.   F.  D.   No.  1,  Box  No.  74, 
Titus,  Ala. 
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TATE,  LA  WHENCE  MELZAR,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Sun  Francisco,  Calif.,  September  14,  1917. 

Died :  U.  S.  S.  Lakcmoor,  April  11,  1018. 

Cause:  Died  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Helen  Keller,  864  Tenth  Avenue,  St.  Petersburg,  Fla. 
TATGE,  GEORGE  CONRAD,  fireman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  Way  G,  1915. 

Died :  U.  S.  S.  Ericson,  May  1,  1917. 

Cause:  Dilatation  of  stomach,  acute. 

Next  of  kin :  Mother,  Amelia  Berkelrnan,  4453  Carroll  Avenue,  Chicago,  111. 
TATTEN,  RICHARD  F.,  plumber  and  fitter,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  June  28,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  24,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mary  E.  Tatten,  4  Mill  Street,  Charlestown,  Mass. 
TATULINSKI,  CHARI.KS  JOE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  25,  1917. 

Died :  Naval  air  station,  Dunkirk,  France,  July  10,  1918. 

Cause :  Was  member  of  the  crew  of  motor  launch  which  went  to  the  assist- 
ance of  French  destroyer,  fired  on  by  German  shore  batteries,  sinking 
vessel. 

Next  of  kin:  Father,  John  Tatulinski,  6215  Fullerton  Avenue,  Cleveland, 

Ohio. 
TATTTM,  CHARLES  NATHAKTEL,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  May  1,  1917. 

Died :  U.  S.  S.  America,  October  15,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Father,  William  Tatum,  R.  R.  No.  8,  Cleveland,  Tenn. 
TAUCH,  ADOLPH,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  23,  1916. 

Died:  United  States  Army  hospital,  Marseille,  France,  attached  to  U.  S. 
A.  C.  T.  Floridian,  October  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Charles  Tauch,  Flatonia,  Tex. 

TAYLOR,  ALBERT  LYMAN,  ship's  fitter,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  April  9,  1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  September  23,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ida  Sturgeon,  Forrestville,  Conn. 

TAYLOR,    BARTON    ADAMS,    apprentice   seaman,    United    States   Naval    Reserve 
Force. 

Enrolled:  New  York  City,  August  20>  1918. 

Died :  Great  Lakes,  111.,  naval  training  station,  October  3.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Fred  Morris  Taylor,  162  Montgomery  Street,  New- 
burgh,  N.  Y. 
TAYLOR,  CALVIN,  mess  attendant,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Alice  May  Taylor,  1206  Poplar  Street,  Philadelphia,  Pa. 
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TAYLOB,  HABTEY  JOHN,  quartermaster,  second  class  (A),  United  States  Naval 

Reserve  Force. 

Enrolled:  New  Haven,  Conn.,  May  13,  1917. 

Died :  At  home,  41  Buckingham  Street,  Hartford,  Conn.,  October  21,  1913. 
Cause :  Broncho-pneunionia. 
Next  of  kin:  Mother,  Mrs.  Nonie  Nihlll  Taylor,  41  Buckingham  Street, 

Hartford,  Conn. 

TAYLOB,  HOWABD  ALBEBT,  fireman,  second  class,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  June  8,  1917. 
Died:  Navy  collier  Cyclops,  June  14,  1918. 
Cause:  On  missing  Cyclops. 
Next  of  kin:  Mother,  Virginia  Taylor,  711  Richmond  Avenue,  Memphis, 

Tenn. 

TAYLOB,  HUBEKT  CLABENCE,  hospital  apprentice,   second  class,  United  States 
Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Harry  C.  Taylor,  Ness  City,  Kans. 
TATLOB,  ISHMAEL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  March  29,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  11,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Nellie  Potter,  R.  F.  D.  No.  1,  box  42,  Newport,  N.  O. 
TAYLOB,  JOHN,  apprentice  seaman,  United  States  Navy- 
Enlisted:  San  Diego,  Calif.,  August  7,  1918. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  September  20,  1918. 

Cause :  Died  of  disease. 

Next  of  kin:  Mother,  Mary  Jane  Taylor,  Warner  Springs,  Calif. 
TAYLOB,  MEBBILL  JOSEPH,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  June  28,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Marcia  Taylor,  Seal  Harbor,  Me, 
TAYLOB,  ROBEBT  ABTHUB,  electrician,  first  class.  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  January  11,  1911. 

Died :  U.  S.  sub  chaser  1,  April  23,  1918. 

Cause:  Fractured  vertebrae. 

Next  of  kin :  Brother,  James  Taylor,  Pittsburg,  Okla. 

TAYLOB.  RODEBICK  PEBBY,  chief  machinist's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  September  6, 1917. 

Died :  S.  S.  Lienster,  October  10, 1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Sarah  Taylor,  511  Broadway,  Orlando,  Fla. 
TAYLOB,  SAMUEL  RANDALL,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  12,  1915. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  the  U.  S.  A.  C.  T.  Ticonderoga  was  fired  on  by  enemy 
submarine  and  sunk 

Next  of  kin :  Father,  Clifford  I.  Taylor,  Aliens  Level,  Va. 
174483—20 40 
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TAYLOR,  THOMAS  WILEY,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Birmingham,  Ala.,  April  30,  1917. 

Died :  Receiving  ship,  Philadelphia,  Pa.,  June  15, 1918. 

Cause :  Fatal  submersion ;  drowning. 

Next  of  kin :  Father,  Benjamin  Franklin  Taylor,  1101  Cotton  Avenue,  Bir- 
mingham, Ala. 
TAYLOR,  WILBUB  EARL,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  April  24,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  6, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Oliver  D.  Taylor,  Harrisville,  W.  Va. 

TAYLOR,  WILLIAM  PAUL,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newbern,  N.  C.,  July  23,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  8, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Henrietta  Taylor,  R.  F.  D.  No.  1,  Jacksonville,  N.  C. 
TEAGUE,  CLYSTON  DsMoss,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  April  18,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  11, 1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Maurice  E.  Teague,  600  West  One  hundred  and  fif- 
teenth Street,  New  York,  N.  Y. 

TEARE,  JOHN  LAWRENCE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  2,  1918. 

Died :  First  naval  district,  Boston,  Mass.,  September  11,  1918. 

Cause :  Influenza  and  lobar  pneumonia. 

Next  of  kin:  Mother,  Grace  Cable  Teare,  715  East  Broadway  Street,  Mou 

mouth,  111. 
TEQEDER,  WALTER  SCOTT,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  June  1,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  F.  Tegeder,  2908  Orleans  Street,  Baltimore  Md, 
TEISTLER,  Lotus  ERNEST,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  May  7,  1917. 

Died :  Navy  recruiting  station,  New  York,  N.  Y.,  October  28, 1918. 

Cause :  Heart  failure. 

Next  of  kin :  Father,  Emmett  Teistler,  R.  R.  No.  1,  Belmont,  Mich. 
TEMME,  HAROLD,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  8,  1917. 

Died :  Naval  hospital,  Gibraltar,  while  attached  to  U.  S.  S.  Wadena,  October 
28,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin :  Father,  Arthur  Temme,  2240  Church  Avenue,  Brooklyn,  N.  Y. 
TENLEY,  EUGENE  HODGE,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Milwaukee,  Wis.,  May  29,  1918. 

Died :  In  action  with  medical  detachment,  Fifth  Marines,  October  6, 1918. 

Cause :  Killed  in  action. 

Next  of  kin :  Father,  Samuel  W.  Tenley,  Wilcox,  Ariz. 
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TENNEY,  GLENN  IRVING,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Salt  Lake  City,  Utah,  October  19,  1918. 

Died :  Fort  Douglas  Army  Hospital,  Salt  Lake  City,  Utah,  October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Ida  Elizabeth  Tenney,  1373  Twenty-fourth  Street,  Des 

Moines,  Iowa. 
TENNEY,  LAWRENCE  VICTOB,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  April  10,  1917. 

Died :  Ancon  Hospital,  Canal  Zone,  May  25,  1917. 

Cause:  Died  from  disease. 

Next  of  kin :  Mother,  Ada  Tenney,  762  East  Ninth  Street,  Los  Angeles,  Calif. 
TENNANT,  FBANCIS  ALOYSIXTS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  March  26,  1918. 

Died :  At  home,  2103  M  Street  NW.,  Washington,  D.  C.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Tennant,  2103  M  Street  NW.,  Washington,  D.  C. 
TERKILDSEN,  OSWALD  JAGEB,  yeoman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  27,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Lost  life  when  vessel  sunk. 

Next  of  kin  :  Uncle,  Conrad  Terkildsen,  396  Seventh  Avenue,  Brooklyn,  N.  Y. 
TEBRELL,  DANIEL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died :  U.  S.  S.  Mt.  Vernon,  September  5,  1918. 

Cause :  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Margaret  Terrell,  3314  Locust  Street,  Locust,  Mo. 
TEBBILL,  GEORGE  LEONIAL,  boatswain's  mate,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  August  7,  1916. 

Died:  United  States  submarine  base,  New  London,  Conn.,  July  28,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Pauline  Terrill,  Higbee,  Md. 
TERRY,  EARL  SHORE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  June  28,  1918. 

Died :  Naval  training  camp,  Mare  Island,  Calif.,  October  16,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Ida  Shore  Terry,  307  North  Central  Avenue,  Glen- 
dale,  Calif. 

TEKRY,  FLOYD  THORN,  hospital  apprentice,  second  class,  United  States  Navy- 
Enlisted  :  Dallas,  Tex.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  H.  Terry,  Grand  Saline,  Tex. 
TEBWILLIGER,  JEROME,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  2,  1917. 

Died:  U.  S.  S.  Arethusa,  Royal  Naval  Hospital,  Ireland  Island,  Bermuda, 
April  26,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Guardian,  EfHe  Quick,  Kyseriki,  N.  Y. 
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TKRWTLLIGER,  WILLIS  MABKE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  May  10,  1917. 

Died :  Naval  Hospital,  Newport,  R.  I.,  June  23,  1917. 

Cause:  Pleurisy. 

Next    of   kin:    Father,    William    Terwilliger,    463    Church    Street,    New 

Britain,  Conn. 
TESSEIN,  JOHN,  chief  electrician  (R),  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  27,  1915. 

Died  :  Naval  hospital,  Fort  Lyon,  Colo.,  October  22,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Father,  Albert  Tessein,  1702  Dupont  Street,  Wilmington,  Del. 
TETU,  AMOS,  machinist's  mate,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  March  29,  1918. 

Died :  U.  S.  S.  Leonidas,  August  10,  1918. 

Cause :  Result  of  injuries  received  on  board. 

Next  of  kin :  Mother,  Mary  Jane  Tetu,  213  Montauk  Avenue,  New  London, 

Conn. 
THACKER,  IRVIN  WILLIAM,  boilermaker,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  April  11,  1916. 

Died:  St.  Elizabeths  Hospital,  Washington,  D.  C..  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Jennie  Belle  Thacker,  Bremerton,  Wash. 
THALLER,  JOE  GEORGE,  fireman,  third  class,  United  States  Naval  Reserve  Force, 

Enrolled :  Peoria,  111.,  July  20.  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Joseph  Thaller,  Tremont,  111. 

THAMES,  HENRY  RAS.  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  April  1,  1918. 

Died :  Navy  Yard,  Mare  Island,  Calif.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Addie  Elizabeth  Thames,  Hammond,  La. 
THATCHER,  ALLEN   SHARP,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Indianapolis,  Ind.,  November  30,  1917. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  J.  Thatcher,  527  Riverside  Drive,  South  Bend, 

Ind. 
THETFOHD,  EB,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah.  May  4,  1917. 

Died:  Naval  hospital,  Mare  Island,  Calif.,  July  11,  1917. 

Cause:  Cerebrospinal  meningitis. 

Next  of  kin :  Father,  Joseph  P.  Thetford,  Balsora,  Tex. 

THIBEDEAU,  JOSEPH  MARIUS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  22,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Monday  Thibedeau,  739  Moody  Street,  Lowell,  Mass. 
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THIBEKT,  ADOLPH  JAMES,  tireinan,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  June  20,  1017. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Lost  when  U.  S.  S.  Lakemoor  was  torpedoed. 

Next  of  kin :  Mother,  Mary  C.  Thibert,  St.  John,  N.  Dak. 
THIEDE,  RICHABD  EDWARD  Aucus,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  March  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  9,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  August  Thiede,  R.  F.  D.  No.  1,  New  Hartford,  Conn, 
THOELE,  CHAKLES  HENBY,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  June  20,  1918. 

Died :  Naval  Hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Mussman  Thoele,  112   South  Third   Street, 

Effingham,  111. 

THOMA,  CARL  ROBERT,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  December  12,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  April  1,  1918. 

Cause:  Acute  endocarditis. 

Next  of  kin :  Father,  Lawrence  Thomas,  2208  Orchard  Street,  Chicago,  111. 
THOMA,  JOHN  PHILLIP,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted :  Chicago,  111.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  Thomas,  2330  South  Sixtieth  Court,  Cicero,  III. 
THOMAS,  ABROM  WASHINGTON,  cabin  steward,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  20,  1915. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  February  20,  1918. 

Cause:  Tuberculosis. 

Next  of  kin  :  Sister,  Netta  Hill,  address  unknown. 
THOMAS,  BARNEY  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  June  20,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  T.  Bender,  279,  Hardee  Street,  Edgewood,  Ga. 
THOMAS,  ELMER  ELLSWORTH,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Rockland,  Me.,  January  8,  1918. 

Died :  First  naval  district,  Boston,  Mass.,  September  14,  1918. 

Cause:  Accidental  drowning. 

Next  of  kin :  Father,  James  E.  Thomas,  Isle  au  Haut,  Me. 
THOMAS,  FRANK  WOOD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  January  29,  1918. 

Died :  U.  S.  S.  Comfort,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  J.  M.  Thomas,  308  Utah  Savings  &  Trust  Building, 

Salt  Lake  City,  Utah. 
THOMAS,  FRAZIER  ORAN,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted :  Parkersburg,  W.  Va.,  July  12,  1917. 

Died :  U.  S.  S.  San  Diego,  July  19, 1918. 

Cause:  Lost  when  vessel  was  sunk. 

Next  of  kin :  Lockard  A.  Thomas,  Charleston,  W.  Va. 
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THOMAS,  HABOLD  ABNOLD,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Boston,  Mass.,  March  20,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  April  1,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Father,  Samuel  B.  Thomas,  220  Granite  Street,  Manchester, 

N.  H. 

THOMAS,  JACOB  MYBON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted:  Scranton,  Pa.,  May  13,  1918. 

Died :  U.  S.  S.  Rochester,  September  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Hanna  M.  Thomas,  R.  F.  D.  No.  5,  Danville,  Pa. 
THOMAS,  JAMES  MCGABVEY,  landsman  for  electrician  (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Orah  Thomas,  Bybee,  Ky. 
THOMAS,  Louis  TIMOTHY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  July  30,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  28,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Rose  Thomas,  Harrison,  Ohio. 

THOMAS,  MABTIN  SNOWDEN,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled :  Annapolis,  Md.,  December  15,  1917. 

Died:  Naval  station,  Annapolis,  Md.,  February  5,  1918. 

Cause:  Killed  in  accident. 

Next  of  kin :  Wife,  Irene  Thomas,  170  First  Street,  Eastport,  Md. 
THOMAS,  TOM  LELAND,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Agricultural  and  Mechanical  College,  Miss.,  October  1,  1918. 

Died :  S.  A.  T.  C.  naval  unit,  Agricultural  and  Mechanical  College,  October 
7,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Carson  E.  Thomas,  Vaiden,  Miss. 

THOMPSON,  ANDREW,  boatswain's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  New  York,  N.  Y.,  April  13,  1917. 

Died :  St.  Luke's  Hospital,  New  York,  N.  Y.,  December  13,  1917. 

Cause :  Tumor. 

Next  of  kin:  Wife,  Mrs.  Gyda  Thompson,  520  West  One  hundred   and 

fifty-sixth  Street,  New  York. 

THOMPSON,  BENJAMIN  FRANKLIN,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Kansas  City,  Mo.,"  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  November  9,  1918. 

Cause:  Shock. 

Next  of  kin :  Mother,  Mary  Etta  Rally,  1326  Cherry  Street,  Kansas  City,  Mo. 
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THOMPSON,  EDWIN  OLANDEB,  landsman  for  quartermaster  (A),  United  States 
Navy. 

Enlisted:  Portland,  Oreg.,  November  25,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  March  5,  1918. 

Cause:  Measles  (pleurisy,  suppurative). 

Next  of  kin :  Sister,  Alpha  Thompson,  Toledo,  Oreg. 
THOMPSON,  EBNEST  DABOLD,  baker,  first  class,  United  States  Navy. 

Enlisted :  Hartford,  Conn.,  June  1,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next   of  kin :  Mother,  Mrs.   Georgianna  Thompson,   15  Pearl   Street,   St. 

Johnsbury,  Vt. 

THOMPSON,  FBANCIS  WELLIAM,  landsman  for  machinist's  mate    (A),  United 
States  Naval  Reserve  Force. 

Enlisted :  Buffalo,  N.  Y.,  May  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  24, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  Thompson,  Wyoming,  N.  Y. 
THOMPSON,  GEOBGE  PABKEB,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Richmond,  Va.,  July  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  S.  W.  Thompson,  Sago,  Va. 
THOMPSON,  HABBY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Des  Moines,  Iowa,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Eva  Thompson,  Riverside,  Iowa. 
THOMPSON,  HAEBY  GOBDON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  November  27,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  February  8,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Roy  Thompson,  Dana,  Ind. 
THOMPSON,  LLOYD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  July  25,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Calvin  Thompson,  R.  R.  No.  L,  Milltown,  Ind. 
THOMPSON,  LOKEN  HENBY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  April  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next   of  kin:  Wife,   Mary   Louise   Thompson,  400   South   Second   Street, 

Odessa,  Mo. 

THOMPSON,  NOBMAN  KNOX,  yeoman,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  March  21,  1918. 

Died:  343  West  Twenty-third  Street,  New  York  City,  N.  Y.,  October  18, 
1918. 

Cause :  Broncho-pneumonia. 

Next   of   kin:  Wife,   Edith   Howard   Thompson,    343   West   Twenty-third 
Street,  New  York,  N.  Y. 
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THOMPSON,  ORIN  ALBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Fulton,  N.  Y..  July  12,  1917. 

Died:  Nnval  hospital,  New  York,  N.  Y.,  March  30,  1918. 

Cause:  Pneumonia,  lohar. 

Next  of  kin :  Mother,  Mrs.  Addle  M.  Thompson,  North  Rose,  N.  Y 
THOMPSON,  ROY  LINCKON,  fireman,  first  class.  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  December  14,  1917. 

Died :    Naval  hospital,  Philadelphia,  Pa.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Agnes  Thompson,  112  South  Second  Avenue.  Phoenix. 

Ariz. 
THOMPSON,  WALTER  MICHAEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  20,  1917. 

Died :  Naval  air  station,  Queenstown,  Ireland,  September  2,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Thomas  Thompson,  3093  Villa  Avenue,  New  York, 

N.  Y. 

THOMSON,  ERMINE  CONRAD,  machinist's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  February  18,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of  kin:  Brother,   Leon  Thomson,   111   Washington    Street,   Peters- 
burg, Va. 
THORN,  GEORGE  HENRY,  fireman,  third  class.  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  July  23,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  Lakemoor  was  torpedoed. 

Next  of  kin:  Father,  William  Albert  Thorn,  2344  Wilkins  Avenue,  Balti- 
more, Md. 
THORNLEY,  GEORGE  H.,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  Fall  River,  Mass.,  March  28,  1917. 

Died:  Naval  hospital,  Chelsea,  Mass.,  January  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Rose  Thornley,  127  Grant  Street,  Fall  River,  Mass. 
THORNTON,  JOHN  RICE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  June  28,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  J.  B.  Thornton,  Snow  Lake,  Ark. 
THORPE,  ROBERT  ALTON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  August  13,  1917. 

Died :  U.  S.  S.  Wabath,  October  13,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Minnie  Thorpe,  1025  Warren  Street,  Utica,  N.  Y. 
THRASH,  LEAVY  B.,  apprentice  seaman,  United  States  Naval  Reserve  Force, 

Enrolled:  Meridian,  Miss.,  July  15,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Thomas  E.  Thrash,  Lawrence,  Miss.,  R.  F.  D.  No.  2. 
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THEASHEK,  HENRY  EDWARD,  quartermaster,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  November  8,  1017. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops.   • 

Next  of  kin :  Father,  Sylvester  Thrasher,  Butler  Avenue,  Millville,  N.  J. 
THRIFT,  LVLA  MAY,  landsman  for  yeoman   (F),  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  C.,  May  10,  1918. 

Died :  Georgetown  University  Hospital,  Washington,   D.   C.,  October  10, 
1918. 

Cause :  Pneumonia. 

Next  of  kin:  Husband,  Leonard  Elgin  Thrift,  303  Cavendish  Apartments. 

Sixteenth  and  Columbia  Road,  Washington,  D.  C. 
THRIFT,  POWELL  ELLIOTTE,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.t  April  1C,  1917. 

Died :  U.  S.  S.  Nevada,  October  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Alice  Virginia  Thrift,  811  Fourth  Street,  Portsmouth, 

Va. 

THROOP,    CARL    HIRIAM,    fireman,    third    class,    United    States    Naval    Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  August  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Rilla  Kellogg  Throop,  R.  R.  1,  Ray,  Ind. 
THURICK,  JOSEPH  EDWARD,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  June  27,  1918. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Sister,  Mary  Thurick,  59  Delaware  Avenue,  Pennsgrove,  N.  J. 
THI  KSTOX,  JOE  PETE,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  25,  1917. 

Died :  U.  S.  S.  President  Linmln,  March  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Maynie  Thurston,  Thomaston,  Ga. 
TIANO,  LUKE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  April  19,  1918. 

Died :  Naval  hospital,  Portsmouth.  N.  H.,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  Tiano,  2074  Arthur  Avenue,  Bronx,  N.  Y. 
TIDBALL,  CHARLES  BROWNHILL,  seaman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  14,  1917. 

Died:  U.  S.  S.  Princess  Matoika,  died  at  St.  Nazaire,  France.  October  7, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Charles  Martin  Tidball,  Fayetteville,  Ark. 
TIGHE,  JOHN  LAWRENCE,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  June  8,  1917. 

Died :  Naval  station,  Key  West,  Fla.,  March  10,  191S. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Tighe,  74  Flnley  Place,  Newark,  N.  J. 
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TILDEN,  MABTYN  APPLETON,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Burlington,  Vt.,  June  21,  1938. 

Died:  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  24,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Cora  C.  Tilden,  East  Thetford  Vt. 

TILTON,  ALBEBT  MOBTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  June  14,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  A.  Tilton,  R.  F.  D.  1,  Winchester,  Ky. 
TIMBERLAKE,   EDWARD   GRAHAM,   seaman,   second   class,   United   States  Naval 
Reserve  Force. 

Enrolled:  Richmond,  Va.,  June  10,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  May  Timberlake,  R.  F.  D.  1,  A,  Afton  Va. 
TIMLEN,  WILLIAM  HENRY,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Newark,  N.  J.,  June  17,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  10,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Bridget  Timlen,  183  Halladay  Street,  Jersey  City, 

N.  J. 

TIMM,  RUFUS  ERNST,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Francisco,  Calif.,  March  22,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  23,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Timm,   1419  Magnolia  Street,  Oakland, 

Calif. 
TIMMERMAN,  CLAUDE  DEAN,  oiler,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  February  17,  1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  22,  1917. 

Cause:  Endocarditis,  acute. 

Next  of  kin :  None. 
TIMMONS,  CLAUDE,  pharmacist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  May  31,  1916. 

Died :  Company  5,  Fifth  Marines,  November  1,  1918. 

Cause:  Wounds  received  in  action. 

Next  of  kin :  Mother,  Mrs.  Mary  Timmons,  Route  5,  R.  F.  D.,  Henderson, 

Tex. 
TINSLEY,  JOHN  THOMAS,  engineer,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  27,  1916. 

Died :  Base  Hospital  No.  3,  October  7,  1918. 

Cause:  Syphilis. 

Next  of  kin :  Wife,  Mary  Tinsley,  189J  Classon  Avenue,  Brooklyn,  N.  Y. 
TISDALE,  BRADFORD  A.,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  January  30,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Mr.  Howard  B.  Tisdale,  72  Columbia  Avenue,  Edge- 
wood,  R.  I. 
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TITUS,  NEIL  NIESZ,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Seattle,  Wash.,  April  1,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Susan  J.  Titus,  980  East  Morrison  Street,  Portland, 

Oreg. 

TODHUNTER,  LiLLiE  CATHERINE,  yeoman  (F),  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  August  29,  1918. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Catherine  Todhunter,  1508  Or  Street,   Sacra- 
mento, Calif. 
TOESPE,  ABTHTJE  BEN,  ordnance  gunner  (R),  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  September  1,  1914. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  12,  1917. 

Cause :  Injuries  received  in  sinking  the  patrol  boat  Elizabeth. 

Next  of  kin :  Wife,  Irene  Toerpe,  2221  South  California  Street,  Chicago,  111. 
TOGNI,   WALTER  HENRY,   quartermaster,   first  class,  United  States  Naval   Re- 
serve Force. 

Enrolled:  San  Pedro,  Calif.,  January  7,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Marie  Mueller  Togni,  218  West  Willow  Street,-  Vi- 

salia,  Calif. 
TOLAR,  IVY  IRHOID,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Birmingham,  Ala.,  July  3,  1918. 

Died:  Naval  hospital,  Naval  Base,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Thomas  Tolar,  Pan?ey,  Ala. 
TOLENTINO,  ARCADIO,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  October  17,  1916. 

Died :  U.  S.  S.  San  Diego,  June  4,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Juan  Tolentino,  Badoc,  Hocus  Norte,  P.  I. 
TOLLE,  Louis  EDWARD,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  December  12,  1917. 

Died :  Naval  station,  San  Francisco,  Calif.,  March  1,  1918. 

Cause :  Tuberculosis,  acute  pneumonia. 

Next  of  kin :  Mother,  Effle  M.  Tolle,  Merrill,  Oreg. 

TOLLEFSEN,  ELMER  CLARENCE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Spokane,  Wash.,  April  11,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  May  21,  1918. 

Cause :  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Emma  Tollefsen,  Muscatine,  Iowa. 
TOMLINSON,  LESLIE  A.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  5,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  4,  1918. 

Cause:  Pleurisy,  suppurative.    -_ 

Next  of  kin :  Uncle,  Malcolm  Yerkes,  128  Lincoln  Avenue,  Detroit,  Mich. 
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TOMPKINS,  ALBEBT,  fireman,  third  class,  National  Naval  Volunteers. 

Enrolled :  Brooklyn,  N.  Y.,  August  6,  1917. 

Died :  U.  S.  S.  President  Grant,  February  18,  1018. 

Cause:  Asphyxiation. 

Next  of  kin :  Wife,  Eilleu  Tompkins,  Park  Street,  New  Canaan,  Conn. 
TOMPKINS,  EUSTIS  ANTOIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  February  5,  1917. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  May  13,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  Mr.  John  Tompkins,  general  delivery,  Hugo,  Okla. 
TOMSCO,  JOE  MABTIN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Tomsco,  Box  27,  Mount  Olive,  111. 
TOOMBS,  HOWARD  ALBERT,  apprentice  seaman,  United   States  Naval   Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  August  9,  1918.  • 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  80,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Albert  Toombs,  58  Green  Street,  Seneca  Falls,  N.  Y. 
TOOMBS,  MALVERNE  HAWS,  blacksmith,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  2,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  November  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lydia  Toombs,  Arco,  Idaho. 

TOOMEY,  HARBY  SWABTZ,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  May  24,  1918. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lorena  Toomey  Kurflss,  R.  F.  D.  No.  6,  Salina,  Kans. 
TONEY,  AUTHUB  BUBNETT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  May  24,  1918. 

Died :  Navy  base  hospital  No.  3,  October  28,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  E.  Toney,  Dillwyn,  Va. 
TOON,  HENRY  CLARENCE,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  December  10,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  January  20,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Brother,  Challen  F.  Toon,  438  Colorado  Ave-nue,  Indianapolis, 

Ind. 
TOPP,  AUGUSTUS,  chief  quartermaster,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  15,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  12,  1918. 

Cause:  Killed  in  seaplane  accident. 

Xpxt  of  kin :  Mother.  Eula  I.  Topp,  11)  Wi-st  Sixty-ninth  Street,  New  York. 
N.  Y. 
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TOBIAN,  JOHN  Bos  WELL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis.  Ind.,  May  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Augustine  G.  Torlan,  1140  Riverside  Avenue,  Evans- 

ville,  Ind. 
TOBJUSEN,  COBNELIOUS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  April  2,  1917. 

Died :  S.  S.  Montana,  July  31,  1917. 

Cause:  Died  when  ship  was  sunk. 

Next  of  kin :  Father,  C.  B.  Torjusen,  Pascagoula,  Wis. 
TOBBENCE,  HENBY  WOODBOW,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Little  Rock,  Ark.,  May  9,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  September  28,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  J.  G.  Torrence,  Fordyce,  Ark. 
TOBBETTA,  JAMES  JOSEPH,  ship's  cook,  second  class,  United  States  Navy". 

Enlisted :  Norfolk,  Va.,  July  31,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin:  Father,  Joseph  Torretta,  979  Washington  Street,  Gloucester, 

Mass. 

TOBBEY,  ALBEBT,  hospital  apprentice,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Kansas  City,  Mo.,  May  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Orville  Augustine  Torrey,  Baldwin,  Kans. 
TOTJABT,  WILLIE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  December  19,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin:  None. 

TOTJPIN,  OLIVA  MOISE,   machinist's  mate,  second  class,   United   States  Naval 
Reserve  Force. 

Enrolled :  Newport,  R.  I.,  May  31,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  30,  1918. 

Cause:  Pneumonia,  lobar.  • 

Next  of  kin :  Wife,  Eva  M.  Toupin,  150  Clinton  Street,  Woonsocket,  R.  I. 
TOTTBVILLE,  EUGENE  WALTER,  electrician,  second  class,  National  Naval  Volunteers. 

Enrolled :  Philadelphia,  Pa.,  May  16,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  5,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Delphus  Tourville,  Hancock,  Mich. 

TOWEBY,  LONNIE  OBCHESTEB,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Louisville,  Ky.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Stella  Towery,  route  No.  1,  Dalton,  Ky. 
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TOWLE,  EMMONS  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Peoria,  111.,  April  17,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  Flora  M.  Towle,  220  East  Walker  Street,  Macomb,  111. 
TOWNLEY,  FRED  IBVING,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  July  20,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Father,  Theodore  A.  Townley,  Waterloo,  N.  Y.,  R.  F.  D. 
TOWNSEND,  BIECH  ALFRED,  chief  water  tender,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  December  30,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin:  Brother,  Frank  Townsend,  317  East  Eighth  Street,  North 

Little  Rock,  Ark. 
TOWNSEND,  LEON  GERALD,  electrician,  third  class  (G),  United  States  Navy. 

Enlisted :  Portland,  Me.,  March  2,  1917.. 

Died :  U.  S.  S.  Nevada,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Lillian  Townsend,  92  Winter  Street,  Rochester,  N.  H. 
TOWNSEND,  WILLIAM  GORDON,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Pinkey  P.  Townsend,  Concord,  N.  C. 
TOY,  DON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  June  6,  1917. 

Died :  U.  S.  S.  Buffalo,  died  at  home,  April  26,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  George  Toy,  1304  South  Stoughton  Street,  Urbana, 

111. 
TOY,  PATRICK  EDWARD,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  July  22,  1918. 

Died :    U.  S.  S.  Georgia,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Wife,  Harriette  J.  Toy,  198  North  Hampton  Street,  Boston, 

Mass. 
TRABOLD,  EDWARD  FRANK,  apprentice  seaman,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  26,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Gorine  Trabold,  130  Fifteenth  Avenue,  Astorta,  Long 

Island,  N.  Y. 
TRACHSEL,  ALLEN,  landsman  for  electrician  (R.),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  20,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Jacob  Trachsel,  rural  route  No.  1,  box  66,  Goodland, 
Kans. 
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TRACY,  IBVING  ELLIS,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  30,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Lost  when  vessel  was  torpedoed. 

Next  of  kin :  Mother,  Ella  Tracy,  Canyon  City,  Oreg. 
TEACT,  LE  ROY,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  November  26,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  12,  1918. 

Cause:  Influenza. 

Nextof  kin:  Abe  C.  Newton  (friend),  Cody,  Wyo. 

TRACY,  MICHAEL  JOSEPH,  ship's  cook,  fourth  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  8,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 

Cause: Influenza. 

Next  of  kin :  Sister,  Mary  Tracy,  16  Ellet  Street,  Dorchester,  Mass. 
TRACY,  WILLIAM  ROBERT,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Loren  N.  Tracy,  Lebanon,  Kans. 
THAHAN,  ABEL  CLAUDE,  ship's  cook,  first  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  15, 1911. 

Died:  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Albert  Trahan,  1109  Lafayette  Street,  Lafayette,  La. 
TRAINOR,  MICHAEL,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  March  28, 1917. 

Died:  At  home,  241  East  One  hundred  and  thirteenth  Street,  New  York, 
N.  Y.,  July  13,  1917. 

Cause :  Botulism. 

Next  of  kin :  Father,  Joseph  Trainor,  213  East  One  hundred  and  thirteenth 

Street,  New  York,  N.  Y. 
TRAINOR,  OWEN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C.,  May  16,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10, 1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Theodosia  Trainor,  Colonial  Beach,  Va. 
TRALINSKY,  BERNARD,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14, 1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Jacob  Tralinsky,  Waterbury,  Md. 
TRATJTMAN,  Louis  ALVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  June  18,  1918. 

Died :  Receiving  ship,  Boston,  Mass.,  September  23,  1918. 

Cause :  General  toxemia  due  to  influenza. 

Next  of  kin:  Mother,  Anna  Louise  Trautman,  3030  Glenmawr  Avenue, 
Pittsburgh,  Pa. 
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TBAVERS.  EDWARD  GTT.ROY,  storekeeper,  third  class,  United  States  Navy. 

Enlisted  :  New  York,  N.  Y.,  January  3, 1916. 

Died :  U.  S.  S.  Wyoming,  May  25, 1918. 

Cause :  Multiple  injuries. 

Next  of  kin:  Father,  George  Travers,  1111  Washington  Street,  Hoboken, 

N.  J. 
TBAVIS,  ROY  EDWIN,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Atlanta,  Ga.,  June  1, 1918. 

Died  :  U.  S.  S.  Montauk,  S.  P.  No.  392,  August  21, 1918. 

Cause :  Drowning. 

Next  of  klu:  Mother,  Blddle  Coppadge  Travis,  120  Stonewall  Street,  At- 
lanta, Ga. 

TRAXLER,  EVEBETT  PEABL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  July  9, 1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  4, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Charles  J.  Traxler,  Mendota,  Mo. 

TRAYLOR,  EDWABD  CLAYTON,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  July  18,  1918. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  E.  B.  Taylor,  Alberta,  Va. 
TBAYNOR,  ALFRED  CBEWITT,  coxswain,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  October  25,  1915. 

Died :  Naval  hospital,  League  Island,  Pa.,  May  30,  1918. 

Cause:   Pleurisy,  suppuratlve. 

Next  of  kin :  Mother,  Louise  J.  Traynor,  136  North  Gale  Street,  Philadel- 
phia,  Pa. 
TBEACY,  TIMOTHY  FRANK,  electrician,  third  class  (R),  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  August  3,  1917. 

Died :  United  States  submarine  chaser  No.  SOD,  August  27,  1918. 

Cause :  Lost  life  when  the  United  States  submarine  chaser  No.  209  was  fired 
on  by  the  steamship  Felix  Taussig,  having  been  mistaken  for  an  enemy 
submarine. 

Next  of  kin :  Mother,  Mrs.  Catherine  Treacy,  419  Euclid  Avenue,  Indianapo- 
lis, Ind. 
TBEANOR,  BERNARD,  painter,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  November  22,  1917. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  John  Treanor,  41  Shnpley  Street,  New  London,  Conn. 

TREBLE,  HECTOR  WILLIAM,  chief  quartermaster,  United  States  Naval  Reserve 

Force. 

Enrolled :  Boston,  Mass.,  May  31,  1918. 
Died :  Naval  hospital,  Chelsea,  Mass.,  September  30,  1018. 
Cause :   Influenza. 
Next  of  kin :  Mother.  Inez  Treble,  187  Hodge  Avenue,  Buffalo,  N.  T. 
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TBEFF,  THEODORE  GEORGE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  YM  July  19,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Carl  Oscar  Treff,  29  Pardee  Avenue,  Jamestown,  N.  Y. 
TBENT,  EKNEST  LEROY,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Va.,  June  28,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  November  17,  1918. 

Cause :   Meningitis,   cerebral. 

Next  of  kin :  Mother,  Bertha  Jane  Trent,  74  County  Street,  Phoebus,  Va, 
TBESTER,  GLENN  RANDOLPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Indianapolis,  Ind.,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :   Influenza. 

Next  of  kin :  Grandmother,  Mrs.  Hulda  Robbins,  1015  North  Carver  Street, 

Greensburg,  Ind. 

TKEVKE,  ELMER  FELIX,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frank  Louis  Treuke,  3039  East  Thirty-second  Street, 

Kansas  City,  Mo. 
TRIBBLE,  JAMES  HERR,  fireman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lena  Tribble,  R.  F.  D.  No.  1.  Finchville,  Ky. 

TRIGLIA,  JULIUS,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled :  New  York,  N.  Y.,  February  21,  1918. 
Died :  Pelham  Bay  Park,  N.  Y.,  March  22,  1918. 
Cause:  Edema  of  lung. 
Next  of  kin:  Father,  Mr.  Celestine  Triglia,  205  East  Fourteenth  Street, 

New  York,  N.  Y. 
TRIMBLE,  JAMES  LOXGSTHEET,  quartermaster,  third  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  New  Orleans,  La.,  December  10,  1917. 
Died :  Baptist  Hospital,  Memphis,  Tenn.,  October  20,  1918. 
Cause:  Meningitis,  cerebral. 
Next  of  kin :  Father,  Charles  Trimble,  American  Car  &  Foundry  Co.,  Bing- 

hampton,  Tenn. 

TRIPLETT,  EARL  JACK,  apprentice  seaman,  United  States  Navy. 
Enlisted:  Nashville,  Tenn.,  January  29,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  April  27,  1918. 
Cause:  Meningitis,  cerebrospinaL 
Next  of  kin :  Father,  Mr.  Moses  Walter  Triplett,  Louisville,  Miss. 
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TBIVETT,  SMITH  DONELY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Richmond,  Va.,  July  11,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Joe  Trivett,  Beech  Creek,  N.  C. 
TBODD,  ALBERT  E.,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  L,  June  15,  1917. 

Died:  New  London,  section  repair  department,  district  base,  March    12, 
1918. 

Cause:  Suicide. 

Next  of  kin  :  None  given,  but  ascertained  he  has  wife,  Mrs.  A.  E.  Trodd,  410 

West  Fiftieth  Street,  New  York,  N.  Y. 
TBOST,  EDWARD  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  26,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  March  15,  1918. 

Cause:  Appendicitis,  acute. 

Next  of  kin :  Father,  George  Trost,  105  Cleveland  Avenue,  Elmira,  N.  Y. 
TBOTTIER,  EDWARD  ALFRED,   apprentice  seaman,   United   States  Naval   Reserve 
Force.    \ 

Enrolled:  Boston,  Mass.,  July  24,  1918. 

Died :  Base  headquarters,  Boston,  Mass.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  Leon  Trottier,  Newmarket,  N.  H. 
TRUDEAU,  ARCHER,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force.  | 

Enrolled :  Omaha,  Nebr.,  June  21,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Peter  Trudeau,  Avoca,  Nebr. 
TBUDEAU,  LOMIS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  May  1,  1917. 

Died :  U.  S.  S.  Laltemoor,  April  11,  1918. 

Cause :  Died  when  vessel  was  torpedoed  by  submarine. 

Next  of  kin:  Mother,  Josephine  Trudeau,  919  Campbell  Avenue,  Scheuec- 

tady,  N.  Y. 
TRUE,  HORACE  MERRILL,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Portland.  Me.,  August  23,  3917. 

Died :  U.  S.  S.  Henley,  December  19,  1917. 

Cause :  Found  dead  in  fireroom. 

Next  of  kin :  Mother,  May  True,  Clinton,  Me. 
TBUITT,  JAMES  PAUL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  25,  1917. v 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  26,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  W.  Steward,  El  Campo,  Tex. 
TBUMBO,  WILLIAM  H.,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  4,  1917. 

Died :  Navy  yard,  Puget  South,  Wash.,  July  5,  1917. 

Cause :  Malaria,  pernicious. 

Next  of  kin :  Mother,  Mrs.  Trumbo  McLain,  Cypress,  Tex. 
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TBUSNER,  WAI/TEB,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Cincinnati,  Ohio,  August  7,  1916. 

Died :  U.  S.  A.  T.  Erny,  receiving  ship,  Norfolk,  Va.,  July  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Anna  Trusner,  New  Albany,  N.  Y. 

TUCKEB,   LEWIS  FBANKLIN,   landsman  for  quartermaster    (A),  United  States 
Navy. 

Enlisted :  Raleigh,  N.  C.,  December  15,  1917. 

Died :  Naval  headquarters,  Paris,  France,  August  20,  1918. 

Cause :  Accidental  bomb  explosion. 

Next  of  kin  :  Father,  Martin  L.  Tucker,  North  Charlotte,  N.  C. 
TUCKEB,  SYLVESTER  WORTH,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  W.  Tucker,  Bloomfield,  Nebr. 
TUFTS,  JOHN  THOMAS,  blacksmith,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  November  17,  1914. 

Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 

Cause:  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Father,  William  Tufts,  2060  East  Susquehanna  Avenue,  Phila- 
delphia, Pa. 

TULLY,  JOSEPH  KEATING,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  February  12,  1917. 

Died :  U.  S.  S.  Solace,  March  11,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Father,  Joseph  Tully,  175  Washington  Street,  Chicago,  111. 
TUNNICLIFFE,  RALPH  LOSING,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  WTife,  Minnie  Tunnicliffe,  Clarinda,  Iowa 
TUBNBULL,  ROBERT,  fireman,  second  class,  United  States  Navy. 

Enlisted*:  New  York,  N.  Y.,  August  20,  1914. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  13,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Alice  Turnbull,  25  Wyoming  Street,  Carbondale,  Pa. 
TUBNEB,  ALEXANDEB  SAMUEL,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  December  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  1,  1918. 

Cause :  Pleurisy  and  pulmonary  tuberculosis. 

Next  of  kin :  Mother,  Molley  E.  Turner,  R.  F.  D.  5,  Booneville,  Miss. 
TUBNEB,  ALFBED  CULLEN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlanta,  Ga.,  April  16,  1918. 

Died :  Wilmington,  sectfpn  base,  N.  C.,  May  25,  1918. 

Cause:  Strangulation,  mesenteric  hernia. 

Next  of  kin :  Father,  Alfred  Cullen  Turner,  sr.,  47  Walker  Street,  Atlanta, 
Ga. 
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TURNER,  ALLEN  EMMET,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted:  Montgomery,  Ala.,  June  0.  1917. 

Died :  U.  S.  S.  Nevada,  November  4,  li)18. 

Cause:  Pneumonia,  bronchial. 

Next  of  kin :  Father,  James  P.  Turner,  2t>10  Twenty-first  Street,  Tuscaloosa, 

Ala. 
TURNER,  EDWARD  CAMPBELL,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  27,  1918. 

Died :  U.  S.  S.  Mercy,  September  26,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Arthur  Campbell  Turner,  Clearwater,  Fla. 
TURNER,  JAMES  MUSCOE,  seaman,  second  class,   United  States  Naval  Reserve 
Force. 

Enrolled :  Richmond,  Va.,  June  3,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ida  Dalton  Turner,  R.  F.  D.  No.  1,  Afton,  Va. 
TURNER,  JOE,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  April  27,  1918. 

Died :  U.  S.  S.  Wcnonah,  October  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Thomas  Turner,  906  South  Eleventh  Street,  Gadsden, 

Ala. 
TURNER,  LEONARD  RAYMOND,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  23,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  30,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Augustus  Turner,  North  Pembroke,  Mass. 
TURNER,  MAY  ADELE,  chief  yeoman  (F.),  United  States  Naval  Reserve  Force. 

Enrolled :  Naval  Home,  Philadelphia,  Pa.,  April  16,  1917. 

Died :  Fourth  naval  district,  June  21,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Mother,  Mrs.  Mary  Field,  3213  North  Sixth  Street,  Philadel- 
phia, Pa. 
TURNER,  RALPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Annabelle  Turner,  1119  Adams  Street,  Wil- 
mington, Del. 
TURPIN,  EARL  WILLIAM,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Kansas  City,  Mo.,  July  3,  1918. 

Died :  U.  S.  S.  Mercy,  October  12, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Dora  Johnson  Farrow,  latan,  Mo. 

TUHPIN,  NED  AURELIUS,  seaman,  second  class,  United  States  Naval   Reserve 
Force. 

Enrolled :  Chicago,  111.,  August  22,  1917. 

Died  :  Naval  hospital,  Newport,  R.  I.,  October  2, 1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Aurelius  C/Turpin,  5956  South   La   Salle  Street, 
Chicago,  111. 
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TUBING,  FRKD  OTHKR,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Richmond,  Va.,  January  31,  1918. 

Died :  Hospital  No.  3,  Leith,  Scotland,  November  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  L.  Tusing,  Rochelle,  Va. 

TUTTLE,  THEODORE  BRODHEAD,  ship's  cook,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  April  20,  1917. 

Died :  U.  S.  S.  Solace,  October  1, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Cathryn  Tuttle,  R.  F.  D.  No.  1,  Croton-on-Hudson, 

N.  Y. 
TUTTLE,  WILLIAM,  water  tender,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  December  3,  1915. 

Died :  H.  M.  S.  Crescent,  Rcayth,  Scotland,  October  21,  1918. 

Cause :  Overdose  of  morphine. 

Next  of  kin :  Father,  Jerry  Tuttle,  70  Milford  Street,  Brooklyn,  N.  Y. 
TYNEB,  RUSSELL  STEPHEN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  26,  1917. 

Died :  Naval  station,  Great  Lakes,  III.,  April  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Mrs.  Josephine  Tyner,  950  East  Washington  Street, 

Indianapolis,  Ind. 
TYBEE,  JOHN  QUINCY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  March  17,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  12,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin  :  Uncle,  L.  Godin,  Millview,  Fla. 

TYBRELL,  CLARENCE  ELLIS,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  June  21,  1918. 

Died :  Section  naval  base,  San  Diego,  Calif.,  October  28,  1918. 

Cause:  Influenza, 

Next  of  kin :  Mother,  Anna  M.  Tyrrell,  1743  Virginia   Street,  Berkeley, 

Calif. 
TYBBELL,  RICHARD,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  May  13,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  1, 1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Kate  Tyrrell,  356  Baum  Street,  Cincinnati,  Ohio. 
UDSTTTEN,  ALFRED,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  Udstuen,  2934  Dawson  Street,  Chicago,  111. 
UHL,  RAYMOND  THOMAS,  electrician,  third  class,  United  States  Naval  Reserye 
Force. 

Enlisted :  Allentown,  Pa.,  June  3,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  1,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lavina  E.  Uhl;520  North  Sixth  Street,  Allentown,  Pa. 
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ULLMAN,  NOKBEBT  LEON,  quartermaster,  third  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  May  12,  1917. 

Died :  New  York,  N.  Y.,  October  15,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,   Solomon  Ullman,   316  West  Eighty-fourth   Street, 

New  York,  N.  Y. 
ULM,  TOM  WATSON,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Jacksonville,  Fla.,  April  15,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  11,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  James  Augustus  Ulm,  Falmouth,  Fla. 
ULMER,  JULIAN  FOSHAY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  May  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  July  11,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  Frank  Ulmer,  Yorktown  Heights,  N.  Y. 
UNDEKWOOD,  PAUL  LAPHAM,  machinist's  mate,  first  class   (A.),  United  States 
Naval  Reserve  Force. 

Enlisted :  Boston,  Mass.,  June  19,  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  September  30,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Frank  G.  Underwood,  Keene,  N.  H. 
UNGER,  HARRY  DUNLAP,  chief  electrician,  United  States  Naval  Reserve  Force. 

Enlisted :  Cincinnati,  Ohio,  June  12,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Brother,  Adolph  Unger,  Forty-seventh  United  States  Infantry, 

A.  E.  F. 
UNTIEDT,  HARRY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Des  Moines,  Iowa,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Clara  Untiedt,  box  465,  Hartley,  Iowa. 
UNWIN,  PERCY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enlisted :  Kansas  City,  Mo.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin:   Sister,  Dolly  Unwin  Hellman,  1201  East  Twelfth   Street, 

Pueblo,  Colo. 
UPTON,  EARL  REVO,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Seattle,  Wash.,  July  19",  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  A.  Upton,  917  East  Sixty-fourth  Street,  Tacoma, 

Wash. 

URBAN,  RICHARD  SYLVESTER,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Milwaukee,  Wis.,  April  29,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  W.  Urban,  1025  South  Tenth  Street,  Manitowoc, 
Wis. 
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URQUHAKT,  WILLIAM  AKCHIE,  fireman,  third  class,  United  States  Navy. 

Enlisted  :  Kansas  City,  Mo.,  July  10,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  Henry  Urquhart,  Harrisonville,  Mo. 
UTTERBACK,  FEED  DAVID,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  December  7,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Ellen  Monohan  Utterback,  Hedrick,  Iowa. 
VAIL,  WILLIAM  JOSEPH,  engineman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  December  26,  1917. 

Died :  Willard  Parker  Hospital,  N.  Y.,  October  31,  1918. 

Cause :  Pneumonia,  broncho. 

Next   of   kin:  Brother,    John   J.   Vail,   Company   D,   64th   Infantry,   Fort 

Bliss,  Tex. 

VALENTINE,  ANDREW  PETER,  carpenter's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  14,  1918. 

Died:  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  21,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mary  Valentine,  65  Crystal  Street,  Brooklyn,  N.  Y. 
VALENTINE,  AUBREY  URL,  gunner's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Richmond,  Va.,  April  10,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  17,  1918. 

Cause:  Cerebrospinal  fever. 

Next   of  kin:  Mother,   Alberta   L.   Valentine,   520   North   Twenty-seventh 

Street,  Richmond,  Va. 
VALENTINE,  JOHN  JAMES,  yeoman,  third  class.  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  May  11,  1917. 

Died :  Naval  forces  operating  in  European  waters,  October  10,  1918. 

Cause:  Drowned. 

Next  of  kin :  Father,  Joseph  Valentine,  154  Kelsey  Street,  New  Britain, 

Conn. 

VAT.PEY,  HENRY  BURTCH,  gunner's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  April  21,  1917. 

Died :  U.  S.  S.  Warrington,  July  21,  1918. 

Cause :  Drowning. 

Next  of  kin:  Wife,  Mrs.  Margaret  Valpey,  7  Hazel  Park,  Everett,  Mass. 
VAN  BERGEN,  JOSEPH,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Chicago,  111.,  June  24,  1918. 

Died :  U.  S.  S.  Meroy,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Dan  Van  Bergen,  371  North  Avers  Avenue,  Chicago, 

111. 
VANCE,  DAVID  GRAHAM,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  15,  1918. 

Died :  North  bombing  headquarters,  October  27,  1918. 

Caiise :  Broncho-pneumonia. 

Next   of  kin:  Mother,   Marie  Doriot  Vance,   324  Fourth   Street,   Bristol, 
Tenn. 
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VANCE,  EDWARD  MILTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Los  Angeles,  Calif.,  May  27,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  2,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Frances  Russell  Vance,  916  Palm  Avenue,   South 

Pasadena,  Calif. 
VANCE  JOHN  VICTOR,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  May  18,  1917. 

Died:  U.  S.  S.  Cherokee,  February  2G,  1918. 

Cause:  Drowning. 

Next  of  kin :   Father,   John   Vance,   145   Davis   Avenue,   Newark,   N.   J. 
VANDEBVOORT,  CLEO  LOVE,  landsman  for  electrician,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Oklahoma  City,  Okla.,  June  5,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mrs.  Emma  Vandervoort,  424  North  Osage  Street,  Caldwell, 

Kans. 

VANDEEWHITE,  LEON  BRYANT,  pharmacist's  mate,  second  class,  United  States 
Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  April  13,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  missing  Cyclops's  crew. 

Next  of  kin:  Mother,  Annie  Vanderwhlte,  125  Downey  Street,  San  Fran- 
cisco, Calif. 

VAN  DOORNE,  CORNELIUS  GEORGE,   fireman,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Clare  N.  Van  Doorne,  R.  F.  D.  2,  Box  21,  Grand 

Haven,  Mich. 
VAN  ESCH,  HAROLD  AMBROSE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  November  16,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause:  Died  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin:  Mother,  Mary  Van  Esch,  721  Plant  Street,  Utica,  N.  Y. 
VAN  FLEET,  RAY  HENBY.  quartermaster,  first  class,  United  States  Naval  Re- 
serve Force  . 

Enrolled :  San  Francisco,  Calif.,  December  3,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  November  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Cora  Van  Fleet,  White  Pigeon,  Mich. 
VAN  HORN,  FLOYD  MARVIN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  July  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Clara  Van  Horn,  Box  213,  Welton,  Iowa. 
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VAN  HORN,  JOHN  SYLVESTER,  seaman,  United  States  Navy. 
Enlisted :  St  Louis,  Mo.,  December  28.  1916. 
Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 
Cause :  Sinking  of  ship. 
Next  of  kin:  Father,  Amos  A.  Van  Horn,  4045  Lincoln  Avenue,  St.  Louis, 

Mo. 

VAN  LAANEN,  FRANK,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled :  Milwaukee,  Wis.,  August  6,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  11,  1918. 
Cause:  Influenza. 
Next  of  kin:  Father,  John  Van  Laanen,  Route  No.  1,  Oneida,  Outagamie, 

Wia 
VAN  LOON,  VERNON  LOGAN,  hospital  apprentice,  second  class,  United   States 

Naval  Reserve  Force. 

Enrolled :  Des  Moines,  Iowa,  June  1,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 
Cause:  Influenza. 
*  Next  of  kin :  Mother,  Nellie  Van  Loon,  R.  R.  No.  1,  Purdy,  Lucas  County, 

Iowa. 

VAN  MOPPES,  MORTON  SAMSON,  landsman  for  yeoman,  United  States  Navy. 
Enlisted :  New  York,  N.  Y.,  August  9,  1918. 
Died  :  Naval  hospital,  Newport,  R.  I.,  September  27, 1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father  Samson  Van  Moppes,  174  Prospect  Park  Place,  Brook- 
lyn, N.  Y. 
VAN  NORTWICK,  FAY  FI.OYD,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Buffalo,  N.  Y.,  July  16,  1918. 
Died :  U.  S.  S.  Mercy,  September  30,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  Floyd  Van  Nortwick,  266  Sly  Street,  Corning,  Steuben 

County,  N.  Y. 

VANONT,  GEORGE  WASHINGTON,  apprentice  seaman,  United  States  Navy. 
Enlisted :  San  Francisco,  Calif.,  November  16.  1917. 
Died:  Naval  Training  Camp,  San  Diego,  Calif.,  January  21,  1918. 
Cause:  Meningitis,  cerebrospinal. 

Next  of  kin :  Mother,  Albertina  Vanoni,  Middletown,  Calif. 
VAN  ORDEN,  CHAUNCEY,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  17,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  17,  1918. 
Cause:  Pleurisy. 
Next  of  kin :  Mother,  Mrs.  Addle  Van  Orden,  202  Ashley  Street,  Hartford, 

Conn. 
VAN  WANING,  HENRY,  landsman  for  machinist's  mate  (A),  United  States  Naval 

Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  May  31,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  18,  1918. 
Cause:  Influenza. 
Next  of  kin :  Father.  Jacob  L.  Van  Waning,  Hubbell,  Nebr. 
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VASENSKY,  JOSEPH  HOWE,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  August  10,  1915. 

Died :  U.  S.  S.  Herman  Frasch,  October  4,  1918. 

Cause :  Lost  when  vessel  sunk  in  collision. 

Noxt  of  kin:  Daughter,  Marie  Claudia  Vasensky,  2002  Hart  Lane  Street, 

Philadelphia,  Pa. 
VASILIAN,  PANY,  blacksmith,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Norfolk,  Va.,  May  23,  1917. 

Died :  U.  S.  S.  Cyclops,  June  14,  1918. 

Cause :  Lost  with  the  U.  S.  S.  Cyclops. 

Next  of  kin :  Mother,  Vasilicki  Sapundgogolon,  43  Serbethane  Street,  Pera, 

Constantinople,  Turkey. 

VATH,  EARL  JOSEPH,  electrician,  third  class  (R),  United  States  Naval  Reserve 
Force. 

Enrolled- :  Chicago,  111.,  June  2,  1917. 

Died :  Naval  Air  Station,  Moutchie,  France,  August  20,  1918. 

Cause :  Bomb  explosion. 

Next  of  kin :  Father,  F.  A.  Vath,  6815  South  Union  Avenue,  Chicago,  Itl. 
VELHAGE,  FRANCIS  BUCKLEY,  seaman,  second  class,  National  Naval  Volunteers. 

Enrolled :  Hartford,  Conn.,  April  7,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  11,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Frank  R.  Velhage,  Levesque  Avenue,  Hartford,  Conn. 
VELIE,  HARRY  GLENN,  quartermaster,  second  class  (A),  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  2,  1917. 

Died:  First  Aeronautic  Detachment,  Ayr,  Scotland,  March  8,  1918. 

Cause:  Result  of  accident. 

Next  of  kin :  Mother,  Mabel  A.  Weil,  928  Lawrence  Avenue,  Chicago,  111. 
VENABLE,  ALVIA,  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  12,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  February  13,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  James  B.  Venable,  Wasco,  Oreg. 
VENABLE,  HORACE  LEONARD,  water  tender,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  December  12,  1911. 

Died :  Naval  hospital,  New  York,  N.  Y.,  March  28,  1918. 

Cause:  Pleurisy. 

Next  of  kin :  Father,  James  T.  Venable,  Poseyville,  111. 
VENABLE,  ROBERT  FRANCIS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  10,  1917. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  May  21,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Laura  B.  Troutman,  214  Wesley  Street,  Petosky. 

Mich. 
VERBARG,  AUGUSTUS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  September  21,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  May  19,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Mrs.  Lucile  Verbarg,  622  North  Illinois  Street,  In- 
dianapolis, Ind. 
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VERMEULEN,  DAVID,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Newark,  N.  J.,  February  6,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Ship  was  torpedoed  and  sunk  by  an  enemy  submarine. 

Next  of  kin :  Mother,  Mary  Vermeulen,  556  East  Eighteenth  Street,  Pater- 
son,  N.  J. 

VERNON,  GEORGE  COOTTER,   apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Salt  Lake  City,  Utah,  July  17,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  George  Washington  Vernon,  Sand  Coulee,  Cascade 

County,  Mont. 
VERNON,  GLENN  DANIEL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Father,  Luther  Vernon,  Clarks  Hill,  Ind. 
VERRILL,  MILES  JAMES,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  December  15,  1916. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  5,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  James  K.  Verrill,  Doster,  Mich. 

VICE,   THOMAS  ANTHONY,   quartermaster,   second  class,   United   States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  June  12,  1917. 

Died:  U.  S.  S.  Wilhelmina,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Frances  Vice,  601  Agnes  Street,  New  Westminster, 

British  Columbia. 
VIDLTJND,  JOHN  HENRY,  chief  yeoman,  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  May  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  of  missing  Cyclops. 

Next  of  kin:  Father,  August  E.  Vidtund,  619  Pine  Street  North,  Ishpem- 
ing, Mich. 
VIEBEY,  CHARLES  WESLEY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  May  15,  1917. 

Died :  U.  S.  S.  Mount  Vernon,  September  5,  1918. 

Cause:  Killed  in  battle  with  enemy  submarine. 

Next  of  kin :  Mother,  Mrs.  Elizabeth  Coutant,  Marlborough,  N.  Y. 
VIETH,  LAWRENCE  GERALD,  musician,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Eliza  Vieth,  1729  Stephenson  Street,  Marinette,  Wis. 
VIGDER,  HARRY,  seaman,  second  class,  United  States  Naval  Reserv%Force. 

Enrolled :  Great  Lakes,  111.,  January  9,  1918. 

Died :  Camp  Logan,  111.,  September  24,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Uncle,  Max  Arkin,  5444  Prairie  Avenue,  Chicago,  111. 
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VILLABLANCA,  EowAKuo,  mess  attendant,  lirst  class,  United  States  Navy. 

Enlisted :  New  London,  Conn.,  June  19,  1918. 

Died :  Naval  hospital,  New  London,  Conn.,  September  27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Sister,  Mrs.  Bernardina  V.  DeCepeda,  124  Martises  Street, 

Cebu,  P.  I. 
VINARD,  ROY  FBANKLIN,  soaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  June  7,  1917. 

Died :  U.  S.  S.  Louisiana,  April  24,  1918. 

Cause:  Multiple  injuries. 

Next  of  kin:  Father,  Ben  Vinard,  716  Hiawatha  Street,  Indianapolis,  Ind. 
VINCENT,  CHARLES  FRIDLKY,  electrician,  second  class  (G),  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  July  3,  1915. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned  at  sea. 

Next  of  kin :  Father,  Phillip  Sheridan  Vincent,  213  Emerald  Avenue,  Re- 

dondo  Beach,  Calif. 
VINCENT,  PASCAL  ENO,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  May  4,  1917. 

Died :  U.  S.  S.  Salem,  September  29,  1918. 

Cause :  Missing  from  motor  boat  which  was  returning  with  liberty  party. 

Next  of  kin :  Father,  Pascal  Vincent,  New  Ipswich,  N.  H. 

VINSON,  NORMAN  CRAIG,  seaman,  second  class,  United  States  Naval  Reserve 
Force.  • 

Enrolled :  Indianapolis,  Ind.,  April  25,  1918. 

Died :  Naval  air  station,  Paimhoeuf,  September  21,  1918. 

Cause:  Fractured  skull,  complicated  by  meningitis. 

Next  of  kin :  Mother,  Mrs.  Ida  A.  Vinson,  1100$  State  Street,  Lawrenceville, 

111. 

VINSON,  THOMAS  CLAUDE,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Nashville,  Tenn.,  July  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  12,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  Atwood  Vinson,  R.  No.  1,  Mount  Hope,  Lawrence 

County,  Ala. 
VOGEL,  ALBERT  HENRY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  March  20,  1917. 

Died :  S.  S.  Motano,  July  31,  1917. 

Cause:  Drowned  when  vessel  was  sunk. 

Next  of  kin:  Friend,  Brother  Paul,  St.  Mary's  Industrial  School,  Balti- 
more, Md. 

VOQLER,  JOSEPH  ALBERT,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  Wn :  Sister,  Mary  Murphy,  4711  North  Kenton  Avenue,  Chicago,  111. 
VOGT,  EDWIN  GEORGE,  landsman  for  carpenter's  mate  (A),  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  June  13,  191  S. 

Died :  Naval  Air  Station,  Pensacola,  Fla.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  George  Vogt,  303  East  Street,  Buffalo,  N.  Y. 
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VOLAND,  ERNEST  FERDINAND,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Camp  Logan,  111.,  January  10,  1918. 

Died :  Naval  Rifle  Range,  Wakefield,  Mass.,  March  29,  1918. 

Cause :   Diphtheria. 

Next  of  kin :  Father,  Philip  Voland,  R.  R.  No.  4,  Holland,  Mich. 
VOIXMAK,  RAYMOND  EmvrN,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  July  2G,  1917. 

Died:  Receiving  ship,  Norfolk,  Va.,  March  10,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  Charles  L.  Vollmar,  Platteville,  Colo. 
VOLENEC,  FBED  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  June  3,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  12,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Emil  Volenec,  38  Ralph  Street,  Springfield,  Hampden 

County,  Mass. 

VON  SCHRADEE,  FREDERICK,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  Des  Moines,  Iowa,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Imogene  Von  Schrader,  Maquoketa,  Iowa. 
WACHALAC,  ROBERT  FRANCIS,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Detroit,  Mich.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Mary  Vlecek  Wachalac,  R.  F.  D.  No.  3,  Merrill,  Mich. 
WADDELL,  FRED  LEE,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  9,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Josephine  Waddell,  Rochelle,  Ga. 
WADE,  PHILIP  THEODORE,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  April  21,  1917. 

Died :  U.  S.  S.  Cheyenne,  September  21,  1917. 

Cause:  Drowned. 

Next  of  kin :  Brother,  Harry  C.  Wade,  Fort  Yellowstone,  Wyo. 
WADINGTON,  ELMER,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Providence,  R.  I.,  May  19,  1917. 

Died :  Naval  station,  New  York,  N.  Y.,  March  10,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Henry  Wadington,  299  Indiana  Avenue,  Providence, 

R.  I. 

WADLEIGH,  GEORGE  EDWARD,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  August  C,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Fred  P.  Wadleigh,  368  Norwood  Avenue,  Buffalo,  N.  Y. 
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WAFF,  LONNIE,  oiler,  United  States  Naval  Reserve  Force. 

Enrolled :  U.  S.  S.  Cyclops,  May  19,  1917. 

Died :  U.  S.  S.  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  W.  J.  Mulder,  1633  Prentis  Avenue,  Portsmouth, 

Va. 
WAGESTEB,  CLAYTON  JAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  5,  1916. 

Died :  Naval  detention  camp,  Deer  Island,  Mass.,  October  7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Leo  Vogel,  417  Timber  Street,  Pontiac,  111. 
WAGGONER,  WILLIAM  HENEY,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  W.  H.  Waggoner,  313  West  Pacific  Street,  Independ- 
ence, Mo. 
WAGNEB,  NICHOLAS  HENRY  JOSEPH,  shipwright,  first  class,  United  States  Navy. 

Enlisted :  Butte,  Mont.,  June  3,  1914. 

Died :  U.  S.  S.  Chauncey,  November  19,  1917. 

Cause:  Drowned. 

Next  of  kin:  Father,  Jacob  Wagner,  2316  Frederick  Avenue,  Baltimore, 

Md. 

WAGNER,  WALTER  CARL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Chicago,  111.,  June  4,  1918. 

Died :  Naval  hospital,  League  Island,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Henrietta  Wagner,  1621  South  Avers  Avenue, 

Chicago,  111. 

WAGNER,  WHITNEY  BASTIAN,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  2,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  E.  Wagner,  Tonganoxie,  Kans. 
WAGONER,  JAMES  ALBERT,  hospital  apprentice,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  March  31,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  May  3,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  James  F.  Wagoner,  4513  National  Bridge  Road,  St. 

Louis,  Mo. 
WAGSTAFF,  ROSCOE  EARLE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  November  18,  1916. 

Died :  S.  S.  Platuria,  September  15,  1917. 

Cause :  Lost  in  sinking  of  the  S.  S.  Platuria  by  a  German  submarine. 

Next  of  kin :  Uncle,  H.  F.  Jones,  Port  Norfolk,  Va. 

WAINSCOTT,  ALFRED,  hospital  apprentice,   second   class,   United   States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Sister,  Alice  Wainscott  Sewell,  Pleasureville,  Ky. 
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WAINWRIGHT,  HARRY  ROE,  machinist's  mate,  second  class,  United  States  Naval 

Reserve  Force. 
Enrolled :  Norfolk,  Va.,  July  15,  1918.  * 

Died :    Naval  hospital,  naval  base,  Virginia,  October  13,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Mother,  Mary  E.  Wainwright,  Odd,  York  County,  Va. 
WAINWRIGHT,  JOHN  FREEMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Norfolk.  Va.,  January  11,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Mother,  Nora  Wainwright,  315  Loncoln  Street,  Portsmouth, 

Va.  -'.'•• 

WAINWRIGHT,  WILLIAM  STEWART,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  July  12,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  Wainwright,  5402  Delancey  Street,  Philadel- 
phia, Pa. 
WAIT,  HANFORD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  May  4,  1917. 

Died :  U.  S.  S.  Olympia,  February  28,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  James  Wait,  Weiser,  Idaho. 
WAITE,  CLARENCE  RUSSELL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  June  11,  1917. 

Died :  Naval  hospital,  New  York,  May  22,  1918. 

Cause:  Measles. 

Next  of  kin :  Mother,  Lillian  Waite,  Lanesboro,  Mass. 
WAKEFIELD,  FRED  H.,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Bath,  Me.,  April  5,  1917. 

Died :  Attached  first  naval  district,  Boston,  Mass.,  October  1, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  H.  Wakefield,  Bath,  Me. 

WAKEFIELD,  HAROLD  JOHN,   gunner's  mate,   third  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Yonkers,  N.  Y.,  March  30,  1917. 

Died :  St.  Joseph's  Hospital,  Yonkers,  N.  Y.,  November  8,  1918. 

Cause :  Injuries  received  in  automobile  accident. 

Next  of  kin:   Father,   John  Wakefield,  Mann  and  Clinton   Streets,   East 

Orange,  N.  J. 
WAKEFIELD,  JOHN  THOMPSON,  chief  electrician,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  September  1,  1915. 

Died :  U.  S.  S.  Mercy,  October  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mary  J.  Wakefield,  Heyworth,  111. 

WALBERT,  RAYMOND  LEROY,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Allentown,  Pa.,  June  3,  1918. 
Died :  Naval  hospital,  Great  Lakes,  III.,  October  8,  1918. 
Cause :  Influenza. 
Next  of  kin :  Mother,  Ella  Walbert,  811  Cameron  Street,  Philadelphia,  Pa. 
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WALCZAK,  JOSEPH,  Jr.,  flreman,  second  close,  United  States  Navy. 

Enlisted :  Chicago,  111.',  June  2,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Apolonia  Wnlczak,  2018  Mary  Street,  Chicago,  111. 
WALDEN,  MARK  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Meridian,  Miss.,  June  25,  1918. 

Died :  U.  S.  S.  Comfort,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Francis  Walden,  2024  Cherry  Street,  Vicksburg, 

Miss. 

WALDRON,  FRANK  WILLIAM,  printer,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Minneapolis,  Minn.,  June  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Margaret  Waldron,  310  East  Fifteenth  Street,  Minne- 
apolis, Minn. 
WALET,  CHARLES  GEORGE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  May  27,  1918. 

Died :  U.  S.  S.  Pocahontas,  October  11,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Lydia  Goncoulia  Walet,  Loreauville,  La. 
WALGENBACH,  LEO  MATTHEW,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  July  G,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Frank  Walgenbach,  R.  R.  No.  5,  Fond  du  Lac,  Wis. 
WALKER,  ARTHUR  DAVID,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  4,  1917. 

Died :  U.  S.  S.  Mississippi,  October  18,  1918. 

Cause:  Acute  dilation  of  heart. 

Next  of  kin :  Mother,  Emma  Augusta  Walker,  Milan,  111. 
WALKER,  BEN  LAWRENCE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  October  6,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  May  9,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Will  B.  Walker,  Viejo,  Tex. 

WALKER,  CHARLES  GLEN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Flora  Adell  Walker,  609  St.  John  Street,  Ypsilanti, 

Mich. 
WALKER,  EARL  CLAPP,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  November  22,  1916. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  May  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Sister,  Mrs.  Josephine  W.  Kent,  1479  Guerrero  Street,  San 
Francisco,  Calif. 
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WALKER,  ERNEST  DORANDO,  wardroom  cook,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  7,  1917. 

Died :  U.  S.  S.  Sultana,  September  26,  1917. 

Cause :  Accidental  drowning. 

Next  of  kin :  Wife,  Anna  W.  Walker,  16  Cornelia  Street,  New  York,  N.  Y. 
WALKER,  GEORGE  EMERY,  mess  attendant,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  London,  Conn.,  June  22,  1918, 

Died :  Naval  hospital,  Rhode  Island,  September  21,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Sister,  Edith  W.  Morris,  195  Main  Street,  New  London,  Conn. 
WALKER,  HAROLD  AUSTIN,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Sault  Ste.  Marie,  Mich.,  May  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Carrie  Walker,  115  Tenth  Avenue,  Sault  Ste.  Marie, 

Mich. 
WALKER,  JAMES,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Charleston,  S.  C.,  May  15,  1916. 

Died :  Naval  hospital,  Chelsea,  Mass.,  November  14,  1917. 

Cause:  Nephritis,  chronic. 

Next  of  kin :  Wife,  Rose  Walker,  Chicora  Place,  S.  C. 
WALKER,  ROBERT,  steerage  steward,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  September  27,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Died  when  boat  was  torpedoed  and  sunk. 

Next  of  kin :  Brother,  George  Walker,  262  Clermont  Avenue,  Brooklyn, 

N.  Y. 

WALKINSHAW,  ROBERT  JOEL,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  San  Pedro,  Calif.,  April  12,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  David  William  Walkinshaw,  Yuma,  Ariz. 
WALL,  ADRAIN,  landsman  for  electrician   (R.),  United  States  Naval  Reserve 
Force. 

Enrolled :  Peoria,  111.,  February  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Russell  Wall,  441  Siegle  Street,  Decatur,  111. 
WALL,  BRYON,  seaman,  second  class,  United  States  Navy. 

Enlisted :  St.  Joseph,  Mo.,  May  18,  1917. 

Died ;  Naval  hospital,  Norfolk,  Va.,  April  18,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  Frank  K.  Wall,  King  City,  Mo. 
WALL,  JAMES,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  8,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Emily  Ruber,  Rockland,  Mich. 
174483—20 48 
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WALL,  Louis  WILFORD,  seamau,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Parkersburg,  W.  Va.,  May  30,  1918. 

Died;  Naval  hospital,  naval  base,  Virginia,  October  1,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mrs.  F.  H.  Wall,  Newark,  Ohio. 
WALLACE,  ARTHUR  JOSEPH,  chief  gunner's  mate,  United  States  Navy. 

Enlisted:  Washington,  D.  C.,  February  16,  1917. 

Died :  Receiving  ship,  Puget  Sound,  Wash.,  August  2,  1917. 

Cause :  Poisoned  by  bichloride  of  mercury. 

Next  of  kin :  Wife,  Myrtle  E.  Wallace,  722  Sixth  Street,  Bremerton,  Wash. 
WALLACE,  ARTHUR  RAY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  December  15,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  February  7,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Eliza  Wallace,  Mount  Ida,  Ark. 
WALLACE,  CLAUDE  FLORAN,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  December  15,  1917. 

Died:  Naval  station,  Great  Lakes,  111.,  January  25,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  George  F.  Wallace,  Basher,  Mo. 
WALLACE,  HOMER  EDWIN,  baker,  second  class,  United  States  Navy. 

Enlisted:  Denver,  Colo.,  December  15,  1917. 

Died :  U.  S.  S.  Westgate,  October  7,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Westgate  was  sunk. 

Next  of  kin :  Mother,  Hettie  Wallace,  R.  F.  D.  No.  2,  La  Belle,  Mo. 
WALLACE,  ROBERT  HENRY,  chief  water  tender,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  July  5,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Cyrus  James  Wallace,  Deerfield,  Kans. 
WALLACE,  WALTER  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  March  6,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  9,  1918. 

Cause:  Multiple  burns. 

Next  of  kin :  Mother,  Elma  Wallace,  24  Broad  Street,  Providence,  R.  I. 
WALLACE,  WILLIAM,  landsman  for  quartermaster  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  St.  Louis,  Mo.,  May  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Theresa  Miller  Coester,  3315  Watson  Road,  St.  Louis, 

Mo. 
WALLEN,  HAROLD  CLARENCE,  landsman  for  electrician  (R),  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  III.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Anna  Wallen,  Britt,  Iowa. 
WALLEN,  JOHANNES  KARL,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Brooklyn,  N.  Y.,  February  23,  1916. 

Died :  U.  S.  S.  Martha  Washington,  February  4,  1918, 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Karl  P.  Wallen,  125  Smith  Street,  Edgewood,  R.  I. 
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WALLENDER,   CLABENCE  ELMER,   chief  boatswain's  mate,   United   States  Naval 
Reserve  Force. 

Enrolled:  Duluth,  Minn.,  June  18,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  August  19,  1918. 

Cause :  Tuberculosis  of  peritoneum. 

Next  of  kin:  Mother,  Mrs.  Ida  Wallender,  1012  Belknap  Street,  Superior, 

Wis. 
WALLER,  LAURAMA  MALONE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  November  15,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  December  17,  1917. 

Cause :  Pneumonia,  broncho. 

Next  of  kin :  Father,  Amos  Luther  Waller,  Juno,  Tenn. 
WALLIN,  ALBERT  CLARENCE,  pharmacist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  May  5,  1915. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  25,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Ida  C.  Wallin,  8821  Burley  Avenue,  Chicago,  111. 
WALMSLEY,  JAMES  THOMAS,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Newark,  N.  J.,  March  11,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause:  Pneumonia,  broncho. 

Next  of  kin  :  Mother,  Mary  Ann  Walmsley,  41  Morris  Street,  Paterson,  N.  J. 
WALQUIST,  DELMER  LE  ROY,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Minneapolis,  Minn.,  April  29,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  29,  1918. 

Cause :  Pneumonia. 

Next    of   kin :  Mother,    Johanna    Johnson,    2647    Dupont    Avenue    North, 

Minneapolis,  Minn. 

WALSH,  FREDERICK  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Edith  Walsh,  Eagle  River,  Wis. 

WALSH,  JOHN  JAMES,  landsman  for  carpenter's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  January  8,  1918. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  April  27,  1918. 

Cause:  Pneumonia,  lobar. 

Next   of   kin :  Father,   Dennis   James   Walsh,   817   Harrison   Street,    San 

Francisco,  Calif. 

WALSH,  JOSEPH  JAMES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Brooklyn,  N.  Y.,  April  23,  1918. 

Died :  Naval  station,  Montauk,  N.  Y.,  October  31,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Catherine  Walsh,  633   Second  Avenue,  New  York, 

N.  Y. 
WALSH,  THOMAS  ALFRED,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  Wash.,  January  11,  1915. 

Died :  U.  S.  S.  F-l,  December  17,  1917. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Anna  A.  O'Brien,  630  Swan  Avenue,  Hillyard,  Wash. 
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WALSH,  WILLIAM  LAWRENCE,  chief  water  tender,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  May  22,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Mother,  Ellen   Walsh,   15  Bulnbridge  Street,  Charlestown, 

Mass. 

WALSTEAD,  STANLEY  GUSTAVE,  fireman,  t£ird  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Great  Lakes.  111.,  August  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause:  Influenza. 

Next  of   kin :  Mother,   Christine   Rundine  Walstead,   1414   North   Keeler 

Avenue,  Chicago,  111. 

WALSTON,  JAMES  HOLLINS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Birmingham,  Ala.,  May  29,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  September  25,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin:  Mother,  Mary  Lynn  Walston,  Russellville,  Ala. 
WALTERS,  ALFRED,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Minneapolis,  Minn.,  July  24,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Gertrude  Walters,  Park  Falls,  WIs. 
WALTERS,  CHARLES  HARTLEY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Jackson,  Miss.,  December  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  30,  1917. 

Cause:  Pneumonia,  broncho. 

Next  of  kin:  Father,  Rev.  Marion  Walters,  920  Tenth  Avenue,  Laurel, 

Miss. 
WALTERS,  JAMES  RAYMOND,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  March  20,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  June  6,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Jeannette  Walters,  12109  Chesterfield  Avenue,  Cleve- 
land, Ohio. 

WALTERS,  WALLACE  BRYAN,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Frederick  Walters,  Riley,  Kans. 
WALTON,  JAMES  FOESTER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Indianapolis,  Ind.,  August  29,  1917. 

Died :  S.  C.  No.  190,  June  26,  1918. 

Cause :  Lost  overboard. 

Next  of  kin :  Father,  David  A.  Walton,  5335  Burgess  Avenue,  Indianapolis, 
Ind. 


WALTON,  ROBERT  LEE,  ship's  cook,  fourth  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  September  11,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause:  Drowned  when  vessel  was  torpedoed  by  enemy  submarine. 

Next  of  kin:  Mother,   Reberta   Pachell   Walton,   15  East   Harris   Street, 

Atlanta,   Ga. 

WALTHBIP,  HOBART  THEODORE,  carpenter's  mate,   second   class,  United   States 
Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  air  station,  Eastleigh,  England,  October  17,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Myrtle  Hamacher  Wai th rip,  2537  West  Main  Street, 

Louisville,  Ky. 

WALWORTH,  KARL  ALLEN,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  August  8,  1917. 

Died :  Army  Base  Hospital  No.  101,  October  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  David  Henry  Walworth,  420  York  Street,  Vallejo, 

Calif. 

WALZEB,  EUGENE  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  July  2,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,  Mary  Walzer,  896  South  Twentieth  Street,  Newark. 

N.  J. 
WARD,  ANDREW  RAY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  16,  1918. 

Died :  Naval  hospital,  New  Orleans,  La.,  October  11,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Julia  Everett  Ward,  R.  F.  D.  8,  McKenzie,  Tenn. 
WARD,  CHARLES  EBBEN,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled  :  Cutler,  Me.,  May  17,  1917. 

Died :  Little  River  Light,  Cutler,  Me.,  October  15,  1918. 

Cause:  Pneumonia,  bronchial. 

Next  of  kin :  Wife,  Iva  M.  Ward,  Cutler,  Me. 
WARD,  CHARLIE,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Kansas  City,. Mo.,  April  21,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause :  Killed  in  explosion  at  sea. 

Next  of  kin :  Sister,  Mrs.  Dora  Rose.  Rosedale,  Kans. 

.V'ARD,  ERNEST,  landsman  for  quartermaster  (A),  United  States  Naval  Reserve 
Force. 

Enrolled :  Pensacola,  Fla.,  July  3,  1918. 

Died:  Naval  air  station,  Pensacola,  Fla.,  October  6,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Josephine  Ward,  Route  A,  box  37,  Atmore,  Ala. 
WARD,  FERMAN  BRISCOE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Raleigh,  N.  C.,  June  4,  1918. 

Died :  Naval  hospital,  naval  base,  Va.,  October  3,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  William  G.  Ward,  Nealsville.  N.  C. 
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WAKD,  GEORGE,  fireman,  second  class,  United  State  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  5,  1917. 

Died:  U.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  Laltemoor  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Mother,  Pemima  E.  Ward,  Baldwin,  N.  Dak. 
WABD,  HOMER  FRANK,  seaman,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  April  13,  1917. 

Died :  U.  S.  S.  Mercy,  October  14,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Henry  A.  Ward,  101  High  Street,  San  Antonio,  Tex. 
WARD,  RAYMOND  KEMLING,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  June  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Anna  C.  Ward,  2106  West  One  hundred  and  fourth 

Street,  Cleveland,  Ohio. 

WABD,  STEPHEN  BRADFORD,  ship's  cook,  fourth  class,  United  States  Naval  Re> 
serve  Force. 

Enrolled :  Tampa,  Fla.,  June  7,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  11,  1918. 

Cause :  Influenza. 

•Next  of  kin:  Wife,  Mrs.  Mollie  Ward,  Yhor  City,  Tampa,  Fla. 
WARD,  THOMAS  PATRICK,  fireman  third  class,  United  States  Navy. 

Enlisted:  Omaha,  Nebr.,  December  14,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  February  1,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Johanna  C.  Ward,  Gretna,  Nebr. 
WARD,  WILLIAM  DAVID,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  April  19,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Ward,  Jennings,  Fla. 

WARDICK,  HARRY  BECKETT,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  June  6,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Beckett  Wardick,  6154  Grays  Avenue,  Phila- 
delphia, Pa. 
WAREING,  EDGAR  THOMAS,  Quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Albany,  N.  Y.,  December  19,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  June  23,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  Thomas  Wareing,  300  Washington  Avenue,  Albany, 

N.  Y.  / 

WARFIELD,  THORNTON,  chief  machinist's  mate,  United   States  Naval  Reserve 
Force. 

Enrolled :  New  York  City,  May  21,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Laura  Warfield,  2035  Dean  Street,  Brooklyn,  N.  Y. 
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WABGO,  FBANK,  fireman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  9,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  George  Wargo,  732  Maple  Street,  Bridgeport,  Conn. 
WABLICK,  JAMES,  water  tender,  United  States  Navy. 

Enlisted :  Fortress  Monroe,  Va.,  December  17,  1916. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  13,  1918. 

Cause:  Poisoning,  wood  alcohol,  acute. 

Next  of  kin :  Mother,  Lulu  Warlick,  Childersburg,  Ala. 
WABLSH,  CHABLES.  Jr.,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  1,  1917. 

Died :  Naval  air  station,  Cape  May,  N.  J.,  May  5,  1918. 

Cause :  Drowned. 

Next  of  kin:  Father,  Charles  Warlsh,   sr.,  514  Fourth  Street,  New  Or- 
leans, La. 
WABNEB,  BENJAMIN,  oiler,  United  States  Navy. 

Enlisted:  Philadelphia,  Pa.,  September  24,  1915. 

Died :  Naval  hospital,  Washington,  D.  C.,  March  12,  1918. 

Cause:  Apoplexy. 

Next  of  kin:  Mother,  Nora  Warner,  936  Sixth  Street  NW.,  Washington, 

D.  C. 

WABNEB,  CHABLES  HENBY,  electrician,  third  class  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Great  Lakes,  111.,  June  4,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  9,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Bertha  Warner,  2332  North  Avers  Avenue,  Chicago, 

111. 
WABNEB,  ELVIN  MARTIN,  landsman  for  yeoman,  United  States  Navy. 

Enlisted:  Philadelphia.  Pa.,  July  1,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  September  26,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Mother,   Mrs.   Sarah  Warner,  1264  North  Newkirk   Street, 

Philadelphia,   Pa. 
WABNEB,  FEED  BUBDETT,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  March  28,  1917. 

Died:  U.  S.  S.  South  Dakota,  October  5,  1917. 

Cause:  Poisoning. 

Next  of  kin :  Mother,  Ella  Warner,  205  East  Seventeenth  Street,  Minne- 
apolis, Minn. 
WABBEN,  CHABLES,  fireman,  first  cla^s,  United  States  Navy. 

Enlisted:  Puget  Sound,  Wash.,  October  15,  1915. 

Died:  U.  S.  S.  Frederick,  December  11,  1917. 

Cause :  Contusion  of  chest. 

Next  of  kin :  Father,  C.  F.  A.  Warren,  Kurtistowu,  Isd  Olaa,  Hawaii. 
WABREN,  SAMUEL  FIBTH,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Oklahoma  City,  Okla.,  June  22,  1917. 

Died:  Naval  Hospital,  New  York^February  22,  1918. 

Cause :  Mastoiditis,  acute. 

Next  of  kin :  Mother,  Anna  Warren,  Hallett,  Okla. 
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WARREN,  MRS.  STELLE  GRANT,  landsman  for  yeoman.  United  States  Naval  Re- 
serve Force. 

Enrolled:  Boston,  Mass.,  November  4,  1918. 

Died :  Boston,  Mass.,  December  7,  1918. 

Cause :  Pneumonia,   following  influenza. 

Next  of  kin:  Husband,  Charles  F.  Warren,  17  White  Street,  HaverhilL, 

Mass. 
WASE,  CHARLES  ALEXANDER,  electrician,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  November  8,  1915. 

Died :  U.  S.  S.  Delaivare,  July  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Charles  Wase,  185  Duncan  Avenue,  Jersey  City,  N.  ,T. 
WASHINGTON,  THOMAS  LEE,  landsman  for  machinist's  mate  (A),  United  States 
x  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  July  23,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26.  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Bridget  Washington,  Ruthven,  Iowa. 

WASSBERG,  REYNOLD  VITALIS,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Ishpeming,  Mich.,  May  13,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  May  2.  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Wassberg,  Hibbing,  Minn. 
WARREN,  THOMAS,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  13,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  December  21,  1917. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin:  Father,  Roderick  Warren,  1027  South  State  Street,  Chicago, 

111. 
WASSOM,  GRANT  GROVER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  December  12,  1917. 

Died:  Naval  training  camp,  San  Diego,  Calif.,  February  28,  1918. 

Cause :  Measles. 

Next  of  kin :  Mother,  Rilla  Wassom,  Harrisburg,  Oreg. 
WASSON,  ROBERT  HENRY,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  May  5, 1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  28, 1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  J.  A.  Gallemore,  Rice,  Tex. 

WASZKIEWICZ,   PETER  EDWARO,  electrician,   third  class,   United   States   Naval 
Reserve  Force. 

Enrolled :  Detroit,  Mich.,  July  29,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  October  2, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Veronica  Waszkiewlcz. 
WATKRS.  JOSEPH  JAMES,  painter,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  19,  1917. 

Died :  U.  S.  S.  Orion,  August  9,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Annie  Waters,  333  Boylston  Street,  Brookline,  Mass. 
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WATERS,  WATT  CHRINSHAW,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enrolled :  Dallas,  Tex.,  June  24,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  September  18,  1918. 
Cause :  Appendicitis,  chronic. 

Next  of  kin :  Father,  Thomas  Womae  Waters,  Corbet,  Tex. 
WATKINS,  THOMAS,  fireman,  second  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  May  29,  1917. 
Died  Navy  collier  Cyclops,  June  14, 1918. 
Cause:  On  misrlng  Cyclops. 

Next  of  kin :  Brother,  Edward  Watkins,  Melcher,  Iowa. 
WATKINS,  WALTEB  WALLACE,  apprentice  seaman,  United  States  Navy. 
Enlisted :  Houston,  Tex.,  August  6,  1918. 
Died :  Mare  Island,  Calif.,  October  19,  1918. 
Cause :  Influenza. 

Next  of  kin :  Father,  William  W.  Watkins,  Llanco,  Tex. 
WATSON,  GWYNNE  LUKVEY,  seaman,  United  States  Navy. 
Enlisted :  El  Paso,  Tex.,  September  29, 1915. 
Died :  U.  S.  S.  Pittsburgh,  October  24, 1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Ruby  Lurvey  Watson,  box  725,  Mesa,  Ariz. 
WATSON,  HARVEY  LEE,  Jr.,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Omaha,  Nebr.,  December  12, 1917. 
Died  :  Naval  station,  Great  Lakes,  111.,  March  5, 1918. 
Cause:  Pneumonia. 

Next  of  kin :  Father,  Harvey  J.  Watson,  Beaver  City,  Nebr. 
WATSON,  HERBERT  FENN,  electrician  (R),  third  class,  United  States  Navy. 
Enlisted:  Boston,  Mass.,  April  7,  1917. 
Died:  Steamship  Antilles,  October  17,  1917. 
Cause :  Lost  life  In  sinking  of  vessel. 

Next  of  kin:  Mother,  Mrs.  Jenny  G.  Seger,  Rutland,  Mass. 
WATSON,  JAMES,  chief  quartermaster,  United  States  Navy. 
Enlisted :  Puget  Sound,  Wash.,  November  22,  1915. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  27,  1918. 
Cause :   Pneumonia. 
Next  of  kin:  Wife,  Frances  Hazel  Watson,  500  Ninth  Avenue,  Seattle, 

Wash. 
WATSON,  JOHN  FRANCIS,  fireman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Chicago,  111.,  May  7,  1918. 
Died :  Naval  hospital,  Norfolk,  Va.,  September  30,  1918. 
Cause :  Pneumonia. 

Next  of  kin :  Father,  John  M.  Watson,  53  Ward  Street,  Paterson,  N.  J. 
WATSON,  LAWRENCE  SANFORD,  storekeeper,  third  class,  United  States  Navy. 
Enlisted:  Bangor,  Me.,  May  7,  1917. 
Died :  U.  S.  S.  Salem,  September  29,  1918. 
Cause :  Missing  from  motor  boat  which  was  returning  with  liberty  party  to 

U.   S.   S.   Salem. 
Next  of  kin :  Mother,  Eva  Lillian  Watson,  Perry,  Me. 
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WATSON,  RALPH  CABLETON,  engineman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  February  8,  1917. 

Died :  U.  S.  S.  Manley,  March  19,  1918. 

Cause:  Explosion. 

Next  of  kin:  Alice  M.  Watson,  212  West  One  hundred  and  eighty-fourth 

Street,  New  York,  N.  Y. 
WATSON,  WILLIAM  FRANKLIN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  2,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Mother,  Lucinda  Watson,  Driftwood,  Tex. 

WATTEKS,  WILLIAM  HENBY,  Jr.,  carpenter's  mate,  first  class,  United  States 
Naval   Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  22,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  William  Henry  Watters,  843  Boulevard,  Bayonne, 

N.  J. 
WATTS,  JOHN  RUSSELL,  apprentice  seaman,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  March  7,  1918. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  3,  1918. 

Cause:  Psychosis,  manic  depressive. 

Next  of  kin :  Mother,  Etta  Green,  720  Minnesota  Avenue,  Joplin,  Mo. 
WEAD,  KENNETH  DALE,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  August  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Hattie  Bowers  Wead,  218  Wilden  Avenue,  Goshen,  Ind. 
WEATHERS,  JOHN  WESLEY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Columbia,  S.  C.,  July  7,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  M.  E.  Weathers,  Bowman,  S.  C. 
WEAVER,  CHARLIE  C.,  fireman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  July  27,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  27,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  Norton  Weaver,  Low  Wossie,  Mo. 
WEAVER,  FORREST  CHESTER,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Newport,  R.  I.,  May  11,  1918. 

Died:  Newport,  R.  L,  September  25,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  H.  Weaver,  247  Smith  Street,  Providence,  R.  I. 
WEAVER,  IRA,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  April  16,  1917. 

Died :  U.  S.  S.  America,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Victoria  Weaver,  Blairsville,  Ga. 
WEAVER,  JOSEPH  EDWIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  May  31,  1918. 

Died:  St.  Louis,  Mo.,  October  4,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Minerva  B.  Weaver,  McSherrystown,  Pa. 
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WEAVES,  LUTHER  OBERLIN,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  10,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause:  Sinking  of  ship. 

Next  of  kin:  Father,  Eli  Witner  Weaver,  25  Jefferson  Avenue,  Brooklyn, 

N.Y. 
WEBB,  BARNEY,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  10,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  23,  1918. 

Cause:  Measles;  pneumonia,  lobar;  pleurisy. 

Next  of  kin :  Father,  Austin  Webb,  Timpson,  Tex.,  general  delivery. 
WEBB,  CHESTER  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Baltimore,  Md.,  December  6,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30,  1918. 

Cause :  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin:   Mother,  Mrs.   Rebecca   Webb,  904  North  Broadway,  Balti- 
more, Md. 

WEBB,  EABLE  DOUGLAS,  ship  fitter,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Allentown,  Pa.,  May  24,  1918. 

Died :  Naval  hospital,  Puget  Sound,  Wash.,  October  3,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Jennie  Webb,  331  Ridge  Avenue,  Kingston,  Pa. 
WEBB,  HENRY  GLENN,  seaman,  United  States  Navy. 

Enlisted :  Cleveland,  Ohio,  July  13,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  H.  M.  Webb,  358  Hinman  Street,  Akron,  Ohio. 
WEBB,  NORMAN  EMMETT,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  January  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Lost  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mrs.  Myrtle  Webb,  4133  Sherman  Avenue,  Cincinnati, 

Ohio. 
WEBB,  RICHARD  LANE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  May  15,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  16,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Harry  W.  Webb,  Bucksport,  Me. 
WEBBER,  JOSEPH  Ross,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Chicago,  111.,  November  17,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  January  3,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Father,  George  Webber,  4720  North  Spaulding  Avenue,  Chi- 
cago, 111. 

WEBER,  CARL  HENRY,  landsman  for  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Ruth  McGilliard  Weber,  R.  F.  D.  5,  Mount  Healthy, 
Ohio. 
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WKHEK,  CHARLES  JOSEPH,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  December  10,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  July  16,  1918. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Clara  Weber,  Mountain  View,  Calif. 

WEBEB,  ERWIN  WILLIAM,  landsman  for  machinist's  mate  (A.),  United  States 
Naval  Reserve  Force. 

Enrolled :  Detroit,  Mich.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause: Influenza. 

Next  of  kin:  Mother,  Emma  Louise  Weber,  Walkervllle,  Ontario,  Canada. 
WEBER,  FRANCIS  XAVIER,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  April  30,  1917. 

Died :  Naval  hospital,  New  York,  July  24,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Brother,  Emil  Weber,  54  Rossler  Street,  Sloan,  N.  Y. 
WEBER,  JOSEPH  LEONARD,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Patchogue,  N.  Y.,  April  14,  1917. 

Died :  Naval  station,  New  York,  February  7,  1918. 

Cause:  Pleurisy  suppurative. 

Next  of  kin:  Mother,  Mrs.  Ella  L.  Weber,  31  Conklin  Avenue,  Patchogue, 

N.  Y. 
WEBER,  PLEAJC  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  April  27,  1917. 

Died :  Naval  hospital,  Great  Lakes,  III.,  May  19,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Lillie  C.  Weber,  Nixon,  Tex. 
WEBER,  WALTEE  ASBTJRY,  seaman,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  4,  1917. 

Died :  U.  S.  S.  Louisiana,  June  15,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Ida  C.  Weber,  411  South  Poppleton  Street,  Baltimore. 

Md. 
WEBSTER,  CLAYTON  ANDREW,  electrician,  first  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  February  15,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  of  missing  Cyclops. 

Next  of  kin :  Sister,  Miss  Neva  Webster,  Hutchinson,  Kans. 
WEBSTER,  HAROLD  C.,  seaman,  United  States  Navy. 

Enlisted:  Detroit,  Mich.,  December  4,  1917. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Elnora  Webster,  South  Haven,  Mich. 
WKBSTER,   HERBERT   EDOAR,   moss  attendant,  third   class,  United   States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y  ,  October  12,  1917. 

Died :  U.  S.  S.  Cherokee,  February  26,  1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Elvera  Webster,  Brooklyn,  N.  T. 
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WEBSTEB,  THUBMAN  HOPKINS,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Baltimore,  Md.,  July  26,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  27, 1918. 

Cause :  Disease. 

Next  of  kin :  Wife,  Mrs.  Maude  B.  Webster,  Mount  Vernon,  Md. 
WEDDELL,  THOMAS  MACMILLAN,  landsman  for  quartermaster  (A.),  United  States 
Navy. 

Enlisted :  Chicago,  111.,  April  9,  1017. 

Died :  Naval  Air  Station,  Le  Croisic,  France,  July  1, 1918. 

Cause :  Seaplane  accident. 

Next  of  kin :  Father,  Thomas  R.  Weddell,  62  North  Lincoln  Street,  Hlns- 

dale,  HI. 
WEDEL,  CARL  FEED,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes.  111.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26, 1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Emma  Wedel,  2148,  Jackson  Boulevard,  Chicago,  111. 
WEED,  DAVID  JONATHAN,  apprentice  seaman.  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  December  4,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  December  17, 1917. 

Cause :  Psychosis,  manic  depressive. 

Next  of  kin :  Father,  Thomas  W.  Weed,  101  Cedar  Street,  Norwalk,  Conn. 
WEED,  EABL  MYEON,  seaman,  second  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  May  17.  1918. 

Died :  Naval  base  hospital  No.  5,  Brest,  France,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Fred  Owille  Weed,  Laredo,  Mo. 
WEEDEN,  CABL  FBANKLIN,  apprentice  senman,  United  States  Navy. 

Enlisted  :  Denver,  Colo.,  April  5, 1918. 

Died :  Navy  yard.  Mare  Island,  Calif.,  July  7, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Katie  Weeden,  2152  Wall  Street,  Idaho  Springs,  Colo. 
WEEKS,  ROLAND  JAMES,  pharmacist's  mate,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Bath,  Me.,  May  21, 1917. 

Died  :  Key  West,  Fla..  September  29,  1918. 

Cause :  Drowning. 

Next  of  kin :  Mother,  Fannie  S.  Weeks,  89  Green  Street.  Bath,  Me. 
WEHMHOENER,  Louis,  quartermaster,  third  class.  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  18,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  H.,  March  23,  1918. 

Cause :  Pleurisy. 

Next  of  kin :  Father,  Fred  Wehmhoener,  Deming,  N.  Mex. 
WEIDLER,  FRANKLIN  ANDREW,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Williamsport,  Pa.,  May  15,  1917. 

Died :  U.  S.  S.  Charleston,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Frank  Vincent  Weidler,  156  Sixth  Street,  Renova,  Pa. 
WEIGHT.  CARL  LEWIS,  fireman,  second,  United  States  Navy. 

Enlisted :  Milwaukee,  Wis.,  May  13,  1918. 

Died :  Naval  hospital,  Norfolk,  V-a.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Henry  Weight,  Rhinelander,  Wis. 
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WKINHOLD,  GEORGE  ISAAC,  apprentice  seaman,  United  States  Navy. 

Enlisted  :  Minneapolis,  Minn.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  January  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Minnie  Hornberger,  Cottonwood,  Minn. 
WEINSTEIN,  JACOB,  hospital  apprentice,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  24,  1918. 

Died :    Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Morris  Weinstein,  757  Market  Street,  Elmira,  N.  Y. 
WEINTEAUB,  WILLIAM,  electrician,   third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  May  15,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  14,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Leon  Weintraub,  278  Littleton  avenue,  Newark,  N.  J. 
WEIR,  JOHN  JOSEPH,  carpenter's  mate,  third  class,  United  States  Navy. 

Enlisted:  Springfield,  Mass.,  May  28,  1937. 

Died :  U.  S.  S.  Sonoma,  December  14,  1917. 

Cause :  Lost  overboard. 

Next  of  kin :  Father,  John  Weir,  Gilbertville,  Mass. 
WEISANSAL,  EDWARD  NICHOLAS,  fireman,  first  class,  United  States  Navy.      • 

Enlisted :  Buffalo,  N.  Y.,  February  24,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Lost  on  missing  Cyclops, 

Next  of  kin :  Anthony  Weisansal,  512  Sherman  Street,  Buffalo,  N.  Y. 
WEISS,  HARRY  BENJAMIN,  first  musician,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  May  9,  1918. 

Died :  U.  S.  S.  Mercy,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Usher  Jacobs,  5108  Parkside  Avenue,  Philadelphia,  Pa. 
WEISS,  HERBERT  FERDINAND,  chief  machinist's  mate,  United  States  Naval  Re- 
serve Force. 

Enrolled:  St.  Joseph,  Mich.,  September  4,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Brother,  La  Verne  Weiss,  Deerfield,  Mich. 
WEISS,  JOHN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Brooklyn,  N.  Y.,  May  2,  1918. 

Died:  Naval  hospital,  New  London,  Conn.,  September  23,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Eva  Weiss,  Middle  Village,  Long  Island,  N.  Y. 
WELBORN,  LEE  ROY  ALEXANDER,  ship's  cook,  third  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  February  3,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Edwin  R.  Welborn,  Stringer,  Miss. 
WELBORN,  PENDT.ETON  DEWEY,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Jackson,  Miss.,  February  3,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Everett  M.  Welborn,  Stringer,  Miss. 
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WELCH,  ALFRED,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  August  31,   1917. 

Died:  Naval  hospital,  New  York,  July  8,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Mother,  Hester  Welch,   117  Bladen   Street  Extended,  An- 
napolis, Md. 
WELCH,  HARRY  C.,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  July  2,  1917. 

Died :  U.  S.  S.  Little,  November  8,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Cora  Barber,  Lakeland,  Fla. 
WELCH,  JOHN  THOMAS,  yeoman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  August  15,  1918. 

Died:  Quarantine  station,  Gallops  Island,  Medford,  Mass.,  September  24, 
1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Welch,  45  Garfield  Avenue,  Medford,  Mass. 
WELCH,  WILLIAM  FILLER,  chief  electrician   (G),  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  May  7,  1917. 

Died:  Home,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  James  Nina  Welch,  121  Central  Avenue,  Delaware, 

Ohio. 
WELD,  GEORGE  LEON,  apprentice  seaman,  United  States  Navy. 

Enlisted:  New  Haven,  Conn.,  April  30,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  2,  1917. 

Cause:  Pleurisy,  suppurative. 

Next  of  kin :  Father,  George  Milton  Weld,  East  River,  Conn. 
WELDON,  ANTHONY  THOMAS,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enrolled:  Philadelphia,  Pa.,  December  4,  1917. 

Died:  Naval  hospital,  Washington,  D.  C.,  October  38,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,   Catherine  Weldon,  3217  Powelton   Avenue,   Phila- 
delphia, Pa. 

WELKER,  RUSSELL  LEE  ROY,  quartermaster,  second  class    (A),  United   States 
Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  February  18,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  Ulysses  G.. Walker,  Wood  Lake,  Nebr. 
WELLENDORFF,    THEODORE   ALEXANDER,    landsman   for   electrician    (R),    United 
States  Naval  Reserve  Force. 

Enrolled:  Louisville,  Ky.,  May  27,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Elenora  Bloess  Wellendorff,  1229  Bates  Court,  Louis- 
ville, Ky. 

WELLERSON,  JOHN  MORTIMER,  boatswain's  mate,  first  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  May  14,  1917. 

Died:  Rochefort,  France,  October, 23,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Father,  Isidore  Wellerson,  92  Woodruff  Avenue,  Brooklyn,  N.  Y. 
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WELLMAN,  WJLLARU,  chief  elect rician,  United  States  \a\al  Reserve  Force. 

Enrolled :  Albany,  N.  Y.,  June  28,  1917. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Victoria  Willard  Wellnmii,  Friendship,  N.  Y. 
WELLS,  HARRY  MASON,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  31,  1915. 

Died :  Aeronautic  detachment,  Huntington,  Long  Island,  August  6,  1917. 

Cause:  Seaplane  accident. 

Next  of  kin :  \Vife,  Martha  Christiana  Wells,  Brooklyn,  N.  Y. 

WELLS,  JOHN  C.,  chief  machinist's  mate,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  February  21,  1917. 

Died:  Quincy,  Mass.,  December  4,  1917. 

Cause:  Result  of  accident. 

Next  of  kin :  Mother,  Mary  Ann  Monroe,  White  Haven,  Nova  Scotia. 
WELLS,  REID  EARNEST,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  May  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mollie  Ridgewater  Wells,  Mulberry  Grove,  111. 
WELLS,  VINTON  ROGERS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Albany,  N.  Y.,  December  12,  1917. 

Died :  Naval  hospital,  New  York,  March  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  May  Wells,  Bolton  Landing,  N.  T. 

WELLS,  WILLIAM  ALBEBT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  April  9,  1917. 

Died :  U.  S.  S.  Iowa,  January  30,  1918. 

Cause :  Fell  overboard. 

Next  of  kin :  Mother,  Harriett  E.  Wells,  Evansville,  Ind. 
WELNOSKI,  STANLEY  ANDREW,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Scranton,  Pa.,  April  26,  1917. 

Died :  Naval  air  station,  Miami,  Fla.,  October  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Welnoski,  335  Hancock  Street,  Wilkes-Barre,  Pa. 
WELSCH,  GEORGE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  March  31,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  2,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Minnie  Welsch,  512  Exchange  Street,  Keokuk,  Iowa. 
WELSH,  CLARENCE  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Baltimore,  Md.,  June  19,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother.  Mary  A.  Welsh,  860  West  I^xington  Street,  Baltimore, 
M.I. 
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WELSH,  HAROLD  SPURGEANT,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Parkersburg,  W.  Va.,  July  5,  1918. 
Died :  Naval  hospital,  naval  base,  Virginia,  October  11,  1918. 
Cause:  Pneumonia. 
Next  of  kin :  Father,  David  R.  Welsh,  244  South  Illinois  Avenue,  Wellstou, 

Ohio. 

WELTY,  FBANK  GEOBGE,  pharmacist's  mate,  second  class,  United  States  Navy. 
Enlisted:  Indianapolis,  February  2,  1914. 

Died :  France,  while  with  medical  unit,  Fifth  Marines,  June  26,  1918. 
Cause:  Wounds  received  in  action. 

Next  of  kin  :  Father,  Emile  S.  Welty,  1130  Bleecker  Street,  Utica,  N.  Y. 
WENTWORTH,   LEONARD   HABOLD,   seaman,   second   class,   United    States  Naval 

Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  25, 1918. 

Died :  Navy  rifle  range,  Camp  Logan,  111.,  September  29,  1918. 
Cause :  Pneumonia. 

Next  of  kin:  Mother,  Gertrude  Wentworth,  Springdale,  Ark. 
WENZ,  JOHN  FRANK,  hospital  apprentice,  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  May  15,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  September  21,  1918. 
Cause :  Influenza. 

Next  of  kin :  Mother,  Adelia  Haertle  Wenz,  Watersmeet,  Mich. 
WENZEL,  GEORGE  ELWOOD,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  San  Francisco,  Calif.,  May  18,  1918. 
Died :  U.  S.  S.  Des  Moines,  October  6,  1918. 
Cause:  Drowning. 
Next  of  kin:  Wife,  Laurel  Emmeline  Wenzel,  1647  Fulton   Street.   San 

Francisco,  Calif. 

WENZEL,  Louis  HENBY,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Newark,  N.  J.,  December  17,  1917. 
Died :  Naval  hospital,  New  York,  N.  Y.,  March  26,  1918. 
Cause:  Pleurisy,  suppurative. 
Next  of  kin:  Mother,  Fanny  Wenzel,  Van  Ruper  Avenue,  East  Paterson, 

N.   J. 

WEBNECKE,  CHRISTIAN  IGNATIUS,  musician,  second  class,  United  States  Navy. 
Enlisted :  Baltimore,  Md.,  April  27,  1917. 
Died:  Naval  hospital,  Charleston,  S.  C.,  July  27,  1918. 
Cause:  Meningitis,  cerebrospinaL 
Next  of  kin:  Mother,  Mary  C.  Wernecke,  Home  for  Incurables,  21  Guil- 

ford  Avenue,  Baltimore,  Md. 
WEBNEB,  EDWABD  ALBERT,  electrician,  first  class    (R),   United   States  Naval 

Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  May  4,  1917. 
Died :  Hospital,  Hoboken,  N.  J.,  October  29,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother,  Marie  Elizabeth  Werner,  2313  Ninth  Street,  Berkeley, 

Calif. 
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WERNER,  FRANCIS  JOSEPH,  seaman,  second  class,  United  States  Navy. 
Enlisted:  Omaha,  Nebr.,  October  4,  1916. 
Died :  Naval  hospital,  Great  Lakes,  111.,  May  2,  1917. 
Cause:  Pleurisy,  suppurative. 
Next    of    kin:  Father,    Charles    Warner,    2325    Holmes    Street,    Kansas 

City,  Mo. 
WESCHE,  RICHARD,  seaman,  second  class,  United  States  Naval  Reserve  Force, 

Enrolled :  Brooklyn,  N.  Y.,  May  26,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  life  when  ship  was  sunk. 

Next  of  kin :  Mother,  Elizabeth  Wesche,  1212  Jefferson  Avenue,  Brooklyn, 

N.  Y. 

WESCOTT,  CECIL  CLINTON,  chief  quartermaster,   United   States  Naval   Reserve 
Force. 

Enrolled:  Rockland,  Me.,  March  27,  1917. 

Died :  Knox  County  Hospital,  Rockland,  Me.,  May  30,  1918. 

Cause:  Abscesses  of  right  lung. 

Next  of  kin :  Wife,  Helen  Francis  Wescott,  47  Pacific  Street,  Rockland,  Me, 
WESLEY,  JOHN  L.  C.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Birmingham,  Ala.,  June  5,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Bertha  Mae  Wesley,  Parrish,  Ala. 

WESSLING,  WILLIAM  MCKIN.LEY,   machinist's  mate    (A.),  second  class,  United 
States  Naval  Reserve  Force. 

Enrolled:  Great  Lakes,  111.,  July  19,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  George  H.  Wessling,  3139  Eastwood  Avenue,  Chicago. 

111. 
WEST,  ANDRES  BENNY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,   July  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Jessie  B.  West,  Clatskanie,  Oreg. 
WEST,  FRANK  EARNEST,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Me.,  April  4,  1917. 

Died :  Naval  hospital,  New  York,  N.  Y.,  April  29,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Villa  Lawrence  West,  R.  F.  D.  No.  3,  West  Paris,  Me. 
WEST,  HENRY  BERYL,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Nashville,  Tenn.,  August  6,  1918. 

Died:  Navy  mobilization  sub  station,  Los  Angeles,  Calif.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Lillie  Ann  West,  Stuttgart,  Ark. 
WEST,  JAMES  ALEXANDER,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  July  2,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Jessie  B.  West,  Clatskanie,  Oreg. 
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WEST,  WILLIAM  HAKKV,  fireman,  first  class,  United  States  Nuvy. 

Enlisted:  Oklahoma  City,  Okla.,  May  5,  1917. 

Died:  Navy  collier  Cyclops,  June  14/1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  William  J.  West,  Los  Angeles,  Calif. 
WEST,  WOODFORD  NORMAN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Portland,  Me.,  December  5,  1917. 

Died :  Naval  hospital,  New-port,  R.  I.,  January  16,  1918. 

Cause:  Pneumonia. 

Next  of  kin  :  Sister,  Lorna  B.  Dyer,  East  Newport,  Me. 
WESTEBMEYKB,  JOHN  JOSEPH,  fireman  second  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  10,  1917. 

Died :  U.  S.  S.  Solace,  January  19,  1918. 

Cause:  Disease. 

Next  of  kin :  Father,  Henry  Westermeyer,  340  North  Ferry  Street.  Kansas 

City,  Kans. 
WETHEBBEE,  BUEL  MILLS,  seaman,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  May  4,  1917. 

Died  :  British  hospital  ship  Karapaba,  June  25,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Leila  Wetherbee,  Fairmount,  N.  Dak. 
WETSTEIN,  ELLIS  DELAWARE,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  Puget  Sound,  April  28,  1918. 

Died :  U.  S.  S.  South  Dakota,  May  16,  1917. 

Cause:  Obstruction,  acute  intestinal. 

Next  of  kin :  Mother,  Eliza  Wetstein,  Mukilteo,  Wash. 
WETZEL,  LEON  JOSEPH,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  April  29,  1917. 

Died :  U.  S.  S.  Jacob  Jones,  December  6, 1917. 

Cause :  Killed  in  action  with  enemy  submarine. 

Next  of  kin :  Mother,  Julia  Wetzel,  665  West  Fourth  Street,  Winona,  Tenn. 
WHALEN,  DAVID  ROY,  chief  quartermaster,  United  States  Navy. 

Enlisted :  Fortress  Monroe,  Va.,  December  4,  1915. 

Died :  U.  S.  S.  Lenape,  October  14, 1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Clara  Smith  Whalen,  3505  Falls  Road,  Baltimore,  Md. 
WHALEN,  JOHN  EDWARD,  quartermaster,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Atlantic  City,  N.  J.,  May  3, 1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  September  30, 1918. 

Cause:  Influenza.  _ 

Next  of  kin :  Mother,  Katherine  Whalen,  109  North  Rhode  Island  Avenue, 

Atlantic  City,  N.  J. 

WHALEN,  RICHARD  JOHN,  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  April  30,  1917. 

Died :  Third  naval  district.  New  York,  September  27, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  J.  Whalen,  5804  Fifth  Avenue,  Brooklyn,  N.  Y. 
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WHEELEB,  DAVID  WARREN,  apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  July  22,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Zoe  Pearl  Wheeler,  Cedar  Springs,  Mich. 
WHEELER,  EARL  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Louisville,  Ky.,  December  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Letta  Wheeler,  1304  West  Tenth  Street,  Covlnpton, 

Ky. 
WHEELER,  GEORGE  FRANKLIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  New  Haven,  Conn.,  April  18,  1917. 

Died :  Steamship  Rochester,  December  19,  1917. 

Cause :  Died  from  exposure  when  ship  was  torpedoed. 

Next  of  kin:  Father,  George  Franklin  Wheeler,  Springlake  Road,  Water- 
bury,  Conn. 

WHEELER,  JAMES  MADISON,   hospital   apprentice,   second   class,   United   State* 
Navy. 

Enlisted :  Nashville,  Tenn.,  July  24,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Sister,  Jessie  C.  Ratliff ,  National  Soldiers'  Home,  Tenn. 
WHEELER,  LEE  WILDER,  fireman,  second   class,  United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  January  15,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Clayton  D.  Wheeler,  Wilmington,  Vt. 
WHEELOCK,  MYRON,  electrician,  second  class,  United  States  Navy. 

Enlisted :  Buffalo,  N.  Y.,  November  19,  1915. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Frank  Wheelock,  East  Concord,  N.  Y. 
WHELAN,  JAMES  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newark,  N.  J.,  June  4,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Martin  Whelan,  635  East  Second  Street,  Plainfield. 

N.  J. 
WHELAN,  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  30,  1917. 

Died :  Receiving  ship,  New  York,  July  31, 1917. 

Cause :  Drowned  when  the  steamship  Montana  was  sunk. 

Next  of  kin:  Brother-in-law,  Randolph  M.  Cramer,  Orangebury,  N.  Y. 
WHIPPLE,  FOSTER,  chief  machinist's  mate,  United  States  Navy. 

Enlisted:  Syracuse,  N.  Y.,  May  24,  1918. 

Died :  Willard  Parker  Hospital,  New  York,  N.  Y.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lena  Chapin  Miller,  Clifton  Springs,  N.  Y. 
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WHIPPLE,  WILLIAM  MICKLE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  25,  1918. 

Died :  Naval  training  station,  San  Francisco,  Calif.,  July  20,  1918. 

Cause:  Septicemia. 

Next  of  kin :  Father,  Edson  Whipple,  Show  Low,  Ariz. 
WHISMAN,  DICK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  28,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Sylvester  Whisman,  Elnora,  Ind. 
WHITAKER,  HORACE  ELMEB,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  March  22,. 1915. 

Died :  U.  S.  S.  AL-S,  June  8,  1918. 

Cause:  Washed  overboard. 

Next  of  kin :  Mother.  Mrs.  Eva  O.  Fisher,  3427  South  Jefferson  Avenue, 

St.  Louis,  Mo. 
WHITE,  ALBERT  E.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  2,  1917. 
~Died :  U.  S.  S.  Antigone,  December  10,  1917. 

Cause:  Drowning. 

Next  of  kin:  Father,  Charles  White,  1615  Carpenter  Street,  Philadelphia, 

Pa. 

WHITE,  CLARENCE  WARDEN,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  May  23,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Oriel  White,  Diagonal,  Iowa. 
WHITE,  EVERETT  WILLIAM,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  October  28,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  13,  1917. 

Cause:  Disease. 

Next  of  kin :  Aunt,  Mrs.  Bettie  N.  Edwards,  24  West  One  hundred  and 

thirty-fourth  Street,  New  York,  N.  Y. 

WHITE,  FRANK  P.,  gunner's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Grand  Rapids,  Mich.,  July  26,  1917. 

Died :  U.  S.  S.  Mexican,  November  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Sarah  E.  White,  Vestaburg,  Mich. 
WHITE,  FRED  JAY,  gunner's  mate,  third  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  April  24,  1915. 

Died :  U.  S.  S.  Huntinglon,  April  22,  1917. 

Cause:  Self-inflicted  pistol  wound. 

Next  of  kin :  Father,  A.  E.  White,  3236  Prospect  Avenue,  Kansas  City,  Mo. 
WHITE.  GEORGE  WILLIAM,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled:  San  Francisco,  Calif.,  September  1,  1917. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  September  28.  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,  Genevieve. White,  2076  Ellis  Street.  San  Francisco, 
Calif. 
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WHITE,  HENRY  FOSTER,  seaman,  United  States  Navy. 
Enlisted:  New  Haven,  Conn.,  July  10,  1917. 
Died:  Naval  hospital.  League  Island,  Pa.,  December  26,  1917. 
Cause:  Pneumonia. 

Next  of  kin:  Father,  Frank  Cormvell  White,  680  North  Colony  Street, 
Meriden,  Conn. 

WHITE,  HERHERT  FRANCIS,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted:  Key  West,  Fla.,  July  27,  1915. 

Died:  Naval  hospital,  Key  West,  Fla..  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Miriam  White,  905  Fleming  Street,  Key  West,  Fla. 
WHITE,  HERBERT  LUTHER,  seaman,  United  States  Navy. 

Enlisted:  Baltimore,  Md.,  April  20,  1917. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Father,  Herbert  Franklin  White,  714  Fifth  Street,  Porte- 
mouth,  Va. 
WHITE,  IVAN  LEWIS,  apprentice  seaman,  United  States  Naval  Reserve  F»rce. 

Enrolled:  Des  Moines,  Iowa,  July  22,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  White,  Sigourney,  Iowa. 
WHITE,  LELAND  LEONIDISUS,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  May  21,  1917. 

Died:  U.  S.  S.  Rochester,  September  29,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Willis  White,  Port  Orford,  Oreg. 
WHITE,  LIGON  MOORMAN,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Richmond,  Va.,  April  18,  1917. 

Died :  U.  S.  S.  Pocohontas,  October  3,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,  Howard  H.  White,  613  Highland  Avenue  Southeast, 

Roanoke,  Va. 

WHITE,  REEVIE  DON,  landsman  for  machinist's  mate  (A),  United  States  Naval 
Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  July  20,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:   Influenza. 

Next  of  kin :  Wife,  Elizabeth  Katherine  White,  Lemmon,  S.  Dak. 
WHITE,  ROBERT  LATTIMER,  electrician,  third  class  (G),  United  States  Naval  Re- 
serve Force. 

Enrolled:  Jacksonville,  Fla.,  December  14,  1917. 

Died:  Naval  air  station,  La  Pallice,  France,  October  14,  1918. 

Cause:  Peritonitis. 

Next  of  kin :  Mother,  Julia  O.  White,  35$  East  Church  Street,  Jacksonville, 

Fla. 
WHITE,  WADE  HAMILTON,  seaman,  United  States  Navy. 

Enlisted:  New  Orleans,  La.,  July  20,  1917. 

Died:  U.  S.  S.  Hannibal,  August  16,  1918. 

Cause:   Gunshot   wounds. 

Next  of  kin :  Father,  George  T.  White,  Lake  Charles,  La. 
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WHITE,  WILLIAM  HABVEY,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Nashville,  Tenn.,  December  6,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  13,  1918. 

Cause :   Pneumonia. 

Next  of  kin :  Sister,  Sular  White,  Minor  Hill,  Tenn. 

WHITEHURST,  WILLIE,  ship's  cook,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Norfolk,  Va.,  October  13,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  12,  1918. 

Cause:  Tuberculosis.  \ 

Next  of  kin :  Father,  Mose  Whitehurst,  800  Smith  Street,  Norfolk,  Va. 
WHITESELL,  EARL  BENJAMIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  November  24,  1916. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Passenger  on  missing  Cyclops. 

Next  of  kin :  Father,  George  B.  Whitesell,  Denver,  Colo. 
WHITESIDE,  Moss  TINSLEY,  fireman,  first  class,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  11,  1916. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Mary  Ann  Whiteside,  4315  E_aston  Avenue,  St.  Louis, 

Mo. 

WHITING,  GEORGE  HENRY,  boatswain's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Boston,  Mass.,  December  10,  1917. 

Died :  Addison  Gilbert  Hospital,  Gloucester,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Mary  Whiting,  10  Mansfield  Street,  Gloucester, 

Mass. 
WHITLOCK,  JOHN  WILLIAM,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Atlanta,  Ga.,  May  15,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Corner  Whitlock,  Altamaha,  Ga. 
WHITMAN,  KEEFER  JENNINGS,  engineman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Parkersburg,  W.  Va.,  April  18,  1918. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  life  when  ship  was  torpedoed  and  sunk. 

Next  of  kin  :  Father,  Floyd  B.  Whitman,  Chapmanville,  W.  Va. 
WHITMIRE,  ELIAS  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  December  14, 1917. 

Died :  U.  S.  S.  St.  Louis,  October  7,  1918. 

Cause:  Pneumonia. 

Next  'of  kin :  Mother,  Emma  Sara  Whitmire,  309  Summerhill  Avenue,  Ber- 
wick, Pa. 
WHITMIRE,  WALTER,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Houston,  Tex.,  February  14,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  March  21,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Hattie  Whitmire,  Cleveland,  Tex. 
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WHITMYEB,  ROBERT  MAW,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  July  8,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Lulu  Rogers  Whitmyer,  173  West  Seventy-eighth 

Street,  New  York  City,  N.  Y. 
WHITNEY,  ELWOOD  JEROME,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  7,  1917. 

Died:  Naval  hospital,  Newport,  R.  I.,  January  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Belle  Fitzgerald,  New  Haven,  N.  Y. 

WHITNEY,  GEORGE  WAYNE,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  May  11, 1918. 

Died :  U.  S.  S.  Harrisburg,  October  19,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Chauncey  E.  Whitney,  305  East  Eighth  Street,  Marsh- 
field,  Wis. 

WHITSELL,  WILLIAM  BENTON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  10,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  Albert  Whitsell,  Clarksdale,  Mo. 
WHITSTONE,  WILLIAM  HARRY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  February  23,  1917. 

Died :  Naval  hospital,  Washington,  D.  C.,  June  1,  1917. 

Cause :  Meningitis,  cerebrospinal. 

Next  of  kin :  Father,  John  Whitstone,  431  Water  Street,  Pittsburgh,  Pa. 
WHITTEMORE,  EDWARD  EARL,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  2,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  May  28,  1917. 

Cause :  Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Mrs.  Gertrude  M.  Whittemore,  55  Brown   Street, 

Waltham,  Mass. 
WHITTINGTON,  JOHN  THOMAS,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  April  17,  1917. 

Died :  Naval  hospital,  Portsmouth,  N.  R,  June  26,  1917. 

Cause:  Spinal  meningitis. 

Next  of  kin :  Mother,  Mrs.  Nancy  Whittington,  R.  F.  D.  No.  3,  Holland,  Tex. 
WHITTLE,  JOHN,  fireman,  first  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  March  9,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Elian  Whittle*,  Vero,  Fla. 

WHITTY,  WILLIAM  JOSEPH,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  May  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  4,  1918. 

Cause:  Intracraneal  injury. 

Next  of  kin :  Mother,  Mrs.  Ellen  Whitty,  322  South  Whipple  Street,  Chi- 
cago, 111. 
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WICHERTS,  JOHN  ABEND,  landsman  for  electrician  (G),  United  States  Navy. 

Enlisted :  Chicago,  111.,  July  5,  1918. 

Died :  Naval  hospital,  New-port,  R.  I.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  A.  P.  Wicherts,  Matteson,  111. 
WICK,  CARL  JOHN,  -apprentice  seaman,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  March  16,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  April  6,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin:  Sister,  Mrs.  Amanda  James,  421  East  Second  Street,  Lead- 

ville,  Colo. 

WICKET,,  CHARLES  ALOYSIUS,  seaman,  second  class,   United  States  Naval  Re- 
serve Force. 

Enrolled:  Philadelphia,  Pa.,  May  4,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  February  9,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Amelia  Wickel,  17  North  Fourth  Street,  Beth- 
lehem, Pa, 
WICKS,  ELWOOD  LAWBENCE,  fireman,  third  class,  United  States  Navy. 

Enlisted:  Williamsport,  Pa.,  July  23,  1917. 

Died :  Naval  hospital,  New  York,  May  22,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Albert  O.  Wicks,  Port  Allegany,  Pa. 
WICKS,  PAUL  RAY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  July  16,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Olga  Gertrude  Wicks,  Irons,  Mich. 
WIDMAN,  LESTEB  THOMAS,  hospital  apprentice,  first  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  April  16,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Frank  J.  Widman,  1140  Home  Avenue,  Oak  Park, 

111. 
WIEGAND,  CHABLES  O.,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  April  18,  1917. 

Died :  Newport,  R.  I.,  April  28,  1917. 

Cause:  Fractured  skull. 

Next  of  kin :  Father,  Charles  Wiegand,  Washington  Hotel,  St.  Louis,  Mo. 
WIEMANN,  RAYMOND  BERNARD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  May  24,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Wiemann,  R.  R.  No.  4,  Kampmier  Street, 

Burlington,  Iowa. 

WIGGEBS,   HEBBEBT   RAYMOND,   landsman    for   musician,   United    States   Naval 
Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  May  7,  1918. 

Died:  Naval  Hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Charles  W4ggers.  3724  Galena  Street,  Milwaukee, 
Wis. 
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WIGGINS,  EDWABD  WELTON,   hospital  apprentice,  second  class,  United  States 
Navy. 

Enlisted :  Houston,  Tex.,  July  14,  1917. 

Died:  Naval  hospital,  Charleston,  S.  C.,  January  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Father,   William  W.   Wiggins,  Honey   Island,  Tex. 
WIGHTMAN,  HORACE  SENTER,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  November  26,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  March  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mrs.  Annie  F.  Wlghtman,  146  Elm  Street,  Brad- 
ford, Mass. 

WILCOX,  DE  WITT  GIFFORD,  chief  quartermaster,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  April  3,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  August  29,  1918. 

Cause:  Seaplane  accident 

Next  of  kin:  Father,  De  Witt  Gilbert  Wilcox,  132  Homer  Street,  Newton 

Center,  Mass. 

WILCOX,  HARRY  Louis,  Jr.,  carpenter's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  3,  1918. 

Died :  Naval  hospital,  Great  Lakes.  111.,  September  23,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Harry  Louis  Wilcox,  sr.,  40  Carneal  Street,  Lud- 

low,  Ky. 
WILCOX,  JAMES  NELSON,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Milwaukee,  Wis.,  August  9,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause: Influenza. 

Next  of  kin :  Father,  William  L.  Wilcox,  Box  60,  West  Salem,  Wls. 
WILDE,  FREDERICK  HERBERT,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  May  15,  1917. 

Died :  Naval  hospital,  Chelsea.  Mass.,  December  20,  1917. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Herbert  Wilde,  2820  Cortelyou  Road,  Brooklyn,  N.  Y. 
WILDER,  CHARLES  FRANCIS,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Great  Lakes,  111.,  December  11,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Lillian  Wilder,  297  Jefferson  Street,  Muskegon,  Mich, 
WILDER,  HUEY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Louisville,  Ky.,  April  25,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Wilder,  Stanford,  Ky. 
WILEY,  HOWARD  RAYMOND,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Peoria,  111.,  July  5,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Gilbert  Wiley,  614  East  Walnut   Street,  Blooming- 
ton,  111. 
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WILEY,  TRUMAN  HUDSON,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Des  Moines,  Iowa,  May  31,  1918. 

Died :  Naval  training  camp,  Detroit,  Mich.,  October  3,  1918. 

Cause :  Pneumonia. 

Next  of  kin  :  Mother,  Sadie  E.  Wiley,  Low  Moor,  Iowa. 
WILHELM,  HANLEY  ANTHONY,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Detroit,  Mich.,  May  1,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  April  23,  1918, 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Manuel  Wilhelm,  425  West  Eighteenth  Street,  Trav- 
erse City,  Mich. 
WILHELM,  WAI/TEE  GEBABD,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  26,  1917. 

Died :  New  York,  N.  Y.,  August  14,  1918. 

Cause:  Fall  from  elevated  platform  of  subway. 

Next  of  kin :  Father,  Emil  Wilhelm,  532  West  One  hundred  and  forty-ninth 

Street,  New  York,  N.  Y. 
WILKERSON,  EDWIN  EABL,  shipwright,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  June  5,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin:  Father,  James  Richard  Wilkerson,  312  L  Street  SE.,  Wash- 
ington, D.  C. 

WILKIE,  DAVID  NORMAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Detroit,  Mich.,  April  29,  1918. 

Died :  Sect.  Pat.,  Detroit,  Mich.,  June  29,  1918. 

Cause:  Drowned. 

Next  of  kin :  Mother,  Rosetta  Abbs  Wilkie,  99  Elm  Street,  Detroit,  Mich. 
WILKINS,  CHARLIE  BYRON,  fireman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  18,  1918. 

Died :  U.  S.  S.  Comfort,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Effie  Alice  Wilkins,  Ashland,  Kans. 
WILKINS,  MORLEY  ALVA,  hospital  apprentice,  third  class,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  June  22,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  December  22,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mrs.  Lydia  Wilkins,  Rochester,  Minn. 
WILKINSON,  CHARLES  CLAXTON,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Syracuse,  N.  Y.,  May  28,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Wilkinson,  44  Sherman  Street,  Oneida,  N.  Y. 
WILKINSON,  EDWARD  WATSON,  gunner's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  November  15,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin:  Father,  William  J.  Wilkinson,  No.  1,  Box  50B,  Pasadena, 
Calif. 
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WILLEFOKU,  WALTEK  LEE,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  12,  1917. 

Died :  Naval  fcospital,  Mare  Island,  Calif.,  May  23,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Jennie  Willeford,  Noble,  Okla. 

WILLIAMS,  ARCHIK  WALTERS,  yeoman,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Washington,  D.  0.,  April  25,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Emma  C.  Williams,  Cherrydale,  Va. 
WILLIAMS,  ARTHUR,  wardroom  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  15,  1918. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause :  Lost  life  when  U.  S.  S.  Buena  Ventura  was  sunk 

Next  of  kin :  Sister,  Elizabeth  Williams  Bailey,  Route  2,  Box  56,  Houston, 

Va. 
WILLIAMS,  BENJAMIN  FRANKLIN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  5,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  18,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Ubis  G.  Williams,  Delli,  La. 
WILLIAMS,  BRUCE  BRECHEEN,  yeoman,  third  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  May  4,  1917. 

Died :  U.  S.  S.  Montana,  December  7,  1917. 

Cause:  Drowned. 

Next  of  kin :  Father,  W.  W.  Williams,  Commerce,  Tex. 

WILLIAMS,   BURTISS   HOPKINS,   landsman    for   machinist's   mate    (A),   United 
States  Naval  Reserve  Force. 

Enrolled :  Albany,  N.  Y.,  July  8,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  30, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lizzie  H.  Williams,  Argyle,  N.  Y. 
WILLIAMS,  CHARLES  WILBUR,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  December  15,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause :  Influenza. 

Next  of  kin :  Mother,  Mrs.  Mertis  Williams,  Doyle,  Okla. 
WILLIAMS,  CHARLIE  WELLS,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Atlanta,  Ga.,  December  20,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Mary  Gunter  Williams,  Eatonton,  Ga. 
WILLIAMS,  DAVE  O'NEIL,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Nashville,  Tenn.,  May  24,  1917. 

Died :  U.  S.  S.  Louisiana,  May  26,  1918. 

Cause :  Food  poisoning. 

Next  of  kin :  Mother,  Mrs.  Delia  Williams,  Dover,  Tenn. 
WILLIAMS,  EARNEST,  mess  attendant,  second  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  June  24,  1916. 

Died :  U.  S.  S.  Wyoming,  September  20,  1917. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Mrs.  Fannie  Williams,  228  East  Paul  Street,  Harris- 
burg,  Pa. 
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WILLIAMS,  EDWARD  LAMAR,  seaman,  United  States  Navy. 

Enlisted :  San  Francisco,  Calif.,  June  22,  1915. 

Died :  U.  S.  S.  Pittsburgh,  October  13,  1918. 

Cause:  Broncho  pneumonia. 

Next  of  kin :  Mother,  Edna  M.  Williams,  528  Kerny  Street,  San  Francisco, 

Calif. 

WILLIAMS,  EUGENE  WESLEY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled:  St.  Louis,  Mo.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  11, 1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  John  H.  Williams,  Willard,  Mo. 
WILLIAMS,  FRANK,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Providence,  R.  I.,  August  6,  1918. 

Died:  Naval  hospital,  Newport,  R.  I.,  September  16,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Julia  Williams,  564  Wood  Street,  Bristol,  R.  I. 
WILLIAMS,  GEORGE,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  24,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass..  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Jennie  Carolina  Williams,  care  of  General  Delivery, 

Charlestown,  Mass. 
WILLIAMS,  GEORGE  LEROY,  seaman,  second  class,  United  States  Navy. 

Enlisted :  El  Paso,  Tex.,  May  13,  1917. 

Died :  Third  Naval  District,  New  York,  October  5.  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Martin  Williams,  Box  577,  Gibson,  N.  Mex. 
WILLIAMS,  GLEN  ELMER,  chief  water  tender,  United  States  Navy. 

Enlisted:  Houston,  Tex.,  January  14,  1916. 

Died :  U.  S.  S.  Pittsburgh,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Alanson  H.  Williams,  Norborne,  Mo. 

WILLIAMS,  HAROLD  HURD,  ship's  cook,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  January  15,  1918. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Lost  life  when  vessel  was  sunk. 

Next  of  kin :  Mother,  Mrs.  Carrie  Elizabeth  Williams,  1458  Bergen  Street, 

Brooklyn,  N.  Y. 
WILLIAMS,  JOHN  WOODSON,  pharmacist's  unite,  third  class,  United  States  Navy. 

Enlisted:  Lexington,  Ky.,  May  9,  1917. 

Died :  U.  S.  S.  Mercy,  October  17,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  John  Price  Williams,  Webbs,  Ky. 

WILLIAMS,  LEON  BUEL,  machinst's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Naval  Home,  Philadelphia,  Pa.,  July  7,  1917. 

Died :  Naval  hospital,  Cape  May,  N.  J.,  June  16,  1918. 

Cause:  Diphtheria. 

Next  of  kin :  Mother,  Mrs.  Martha  Williams,  Smithtown,  Long  Island,  N.  Y. 
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WILLIAMS,  LK.SLIK  KKKLKY,  landsman  for  ehvtrk-ian  (K),  United  States  Naval 

Reserve  Force. 

Eurolled:  Louisville,  Ky.,  June  3,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111.,  September  20,  IDls. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  Williams,  Pleasureville,  Ky. 
WILLIAMS,  LEWIS  ARTHUR,  fireman,  third  class,  United  States  Navy- 
Enlisted :  Des  Moiues,  Iowa,  January  12,  1917. 
Died :  U.  S.  S.  Preston,  June  15,  1917. 
Cause:  Washed  overboard  and  drowned. 
Next  of  kin :  Friend,  Arthur  Jacobson,  Oakland,  Nebr. 
WILLIAMS,  MANIE,  fireman,  third  class,  United  States  Navy. 
Enlisted:  Denver,  Colo.,  December  26,  1917. 
Died :  Naval  Training  Camp,  San  Diego,  Calif.,  February  5,  1918. 
Cause:  Broncho-pneumonia. 
Next  of  kin :  Mother :  Mrs.  Union  Savannah  Williams,  Route  No.  1,  box  30r 

Shamrock,  Tex. 
WILLIAMS,  MKRTON  EDWARD,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Portland,  Me.,  April  18,  1918. 
Died :  Naval  hospital,  Newport,  R.  I.,  October  7,  1918. 
Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Muriel  Elizabeth  Williams,  Waterford,  Vt. 
WILLIAM,  OKET  DOVENER,  fireman,  first  class,  United  States  Navy. 
Enlisted :  Peoria,  111.,  May  17,  1917. 
Died :  Naval  Air  Station,  Pauillac,  October  9,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother,  Flora  Mammen,  1505  North  Calhoun  Street,  Deca- 

tur,  111. 

WILLIAMS,  RALPH  BUKGEE,  seaman,  United  States  Navy. 
Enlisted:  Baltimore,  Md.,  July  29,  1915. 
Died :  U.  S.  S.  Jacob  Jones,  December  6,  1917. 
Cause:  Killed  in  action. 

Next  of  kin:  Father,  Mr.  Edgar  R.  Williams,  2565  McCulloh  Street,  Balti- 
more, Md. 
WILLIAMS,  RALPH  GUNTER,  electrician,  third  class   (R),  United  States  Naval 

Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  May  17,  1917. 
Died :  Naval  hospital,  Chelsea,  Mass.,  January  30,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Mr.  G.  Walter  Williams,  133  Bedford  Street,  New- 
Bedford,  Mass. 

WILLIAMS,  REESE,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Bremerton,  Wash.,  April  9,  1917. 
Died :  Royal  Naval  Hospital,  Bermuda,  September  23,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Sarah  Williams,  Marcus,  Wash. 

WILLIAMS,  ROBERT  ARTHUR,  seaman,  second  class,  National  Naval  Volunteers. 
Enrolled :  New  Rochelle,  N.  Y.,  March  28,  1917. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  June  4,  1917. 
Cause :  Cerebrospinal  meningitis. 

Next  of  kin:  Father,  Mr.  James  E.  Williams,  79  Grand  Avenue,  Ridge- 
wood  Park,  N.  J. 
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WILTJAMS,  KOSCOE,  electrician,  thirtl  class,  United  States  Naval  Reserve  Force. 

Enrolled :  St.  Louis,  Mo.,  June  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Flora  Williams,  Golcouda,  111.,  R.  F.  D.  No.  3. 
WILLIAMS,  SHED,  water  tender,  United  States  Navy. 

Enlisted :  Hampton  Roads,  Norfolk,  Va.,  May  12,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  4,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Maggie  Williams,  111  Fleet  Street,  Brooklyn,  N.  Y. 
WIUJAMS,  SURVAIN  AUSTIN,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Washington,  D.  C.,  June  27,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops.  _ 

Next  of  kin:  Mother,  Mrs.  Eliza  Williams,  821  Twenty-first  Street  NW., 

Washington,  D.  C. 
WILLIAMS,  WILBUB,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  April  30,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Charles  W.  Williams,  Main  Street,  New  Vienna,  Ohio. 
WILLIAMS,  WILLIAM,  chief  water  tender,  United  States  Navy. 

Enlisted :  Norfolk,  Va.,  January  11,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  December  13,  1917. 

Cause :  Multiple  burns. 

Next  of  kin :  Mother,  Annie  Williams,  611  Lincoln  Street,  Portsmouth,  Va. 
WILLIAMS,  WILLIAM  ALLEN,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  August  2,  1917. 

Died :  American  Army  hospital  No.  53,  Marseille,  France,  October  31,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Franklin  S.  Williams,  Lamesa,  Tex. 
WILLIAMSON,  JOHN  AVIDSON,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  9,  1917. 

Died :  Sub.  chaser  271,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  John  Williamson,  93  Bellevue  Street,  Newton,  Mass. 
WILLIAMSON,  JOSEPH  WEBB,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  April  25,  1917. 

Died :  Naval  hospital,  Great  Lakes,  111.,  June  6,  1917. 

Cause :  Measles  and  pneumonia. 

Next  of  kin :  Father,  Noah  M.  Williamson,  Mill  Creek,  Okla. 
WILLIAMSON,  LEMUEL  LOYD,  seaman,  second  cass,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  2,  1915. 

Died :  U.  S.  S.  Pennsylvania,  September  12, 1917. 

Cause:  Suicide. 

Next  of  kin :  Father,  Robert  Franklin  Williamson,  Meade,  Kans. 
WILLIFORD,  JOHN  MACK,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Orleans,  La.,  July  2,  1918. 

Died  :  Attached  to  U.  S.  S.  Cheyenne,  October  17, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Uncle,  Lee  L.  Williford,  Columbus,  Miss. 
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WILLIFOED,  PERCY  MABEBY,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  May  10,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  29,  1917. 

Cause:  Pleurisy,  suppuratlve. 

Next  of  Kin :  Father,  John  Van  Buren  Wllllford,  Carrollton,  Miss. 
WILLINGHAM,  WILLIE  MORGAN,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  April  18,  1917. 

Died :  Naval  Hospital,  Norfolk,  Va.,  December  3,  1917. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Mother,  Mamie  Wright,  Pennington,  Ala. 
WILLIS,  CLARENCE  JOSEPH,  fireman,  second  class.  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  July  11,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  Joseph  Willis,  K.  F.  D.  No.  10,  Springfield,  Mo. 
WILLIS,   GEORGE  AI>IN,   seaman,    second   class,   United   States   Naval    Reserve 
Force. 

Enrolled:  Philadelphia,  Pa.,  April  9,  1917. 

Died:  Naval  hospital,  League  Island,  Pa.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Agnes  Willis,  32  Holland  Avenue,  Ardmore,  Pa. 
WILLIS,  JAMES  HENRY,  Jr.,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted :  Boston,  Mass.,  April  9,  1917. 

Died :  U.  S  .S.  Fanning,  October  15,  1918. 

Cause :  Drowned. 

Next  of  kin :  Father,  James  H.  Willis,  sr.,  2  Concord  Place,  Boston,  Mass. 
WILLIS,  THOMAS  JEFFERSON,  fireman,  second  class,  United  States  Navy. 

Enlisted:  Kansas  City,  Mo.,  June  28,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Father,  John  Willis,  Easton,  Mo. 

WILLIS,  WALTER  SCOTT,  mess  attendant,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Washington,  D.  C.,  July  3,  1918. 

Died:  Naval  hospital,  Hampton  Roads,  Va.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Sister,  Mary  Willis,  Wareneck,  Va. 

WIIXMOBE,  JAMES  PEBCY,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  June  25,  1918. 

Died :'  Naval  hospital,  Groat  Lakes,  111.,  September  21,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Benjamin  L.  Willmore,  Hebron,  Nebr. 
WILLMOTH,  GEORGE  TRUMAN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Oklahoma  City,  Okla.,  April  23.  1918. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  30,  1918. 

Cause:  Killed  by  gasoline  explosion  aboard  barge. 

Next  of  kin :  Mother,  Mary  Frances  Willmoth,  Durham,  Okla. 
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WILLNEB,  Louis,  seaman,  second  class,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  July  18,  1918. 

Died :  Kingston  Avenue  Hospital,  Brooklyn,  N.  Y.,  October  29,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Sam  Wlllner,  2073  Third  Avenue,  New  York,  N.  Y. 
WILLOUGHBY,  ROY  EDWABD,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  July  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  George  Willougliby,  Clinton,  Mo. 
WILLSON,  HENRY  Ross,  quartermaster,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Chicago,  111.,  April  24,  1918. 

Died :  Naval  Auxiliary  Reserve  School,  Municipal  Pier,  Chicago,  111.,  Sep- 
tember 30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Mrs.  Theodore  Cleveland  Willsou,  607  Forest  Avenue, 

Willmette,  111. 
WILLSON,  NELSON  D.,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  October  26,  1917. 

Died :  Naval  hospital,  Newport,  R,  I.,  March  30,  1918. 

Cause:  Diabetes  mellitus. 

Next  of  kin :  Father,  John  M.  Willson,  Sussex,  N.  J. 
WILSON,  AUSTIN  CLYDE,  seaman,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  September  5,  1917. 

Died :  U.  S.  S.  West  Over,  July  11,  1918. 

Cause :  Lost  when  vessel  was  torpedoed  and  sunk. 

Next  of  kin :  Father,  George  C.  Wilson,  31 1  East  Twelfth  Street,  Muncle, 

Ind. 

WILSON,  AU,STIN  MARTIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Section  base  No.  6,  third  naval  district,  New  York,  March  19, 1918. 

Died :  U.  S.  sub.  chaser  No.  60,  October  1,  1918. 

Cause:  Lost  his  life  when  U.  S.  sub.  chaser  No.  60  was  sunk. 

Next  of  kin:  Mother,  Lena  Wilson,  1077  Seventy-first   Street,  Brooklyn, 

N.  Y. 
WILSON,  CECIL  FREDERICK,  chief  carpenter's  mate   (A),  United  States  Navy. 

Enlisted :  Pensacola,  Fla.,  December  14,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  7,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  D.  W.  Wilson,  Cantonment,  Fla. 
WILSON,  CHARLES  JOHN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Denver,  Colo.,  March  30,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  May  10,  1917. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:   Father,   John   Clinton   Wilson,   High   Park,   Colo. 
174483—20 50 
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WILSON,    FREDERICK,    boatswain's    mate.    st><-nml    class,     I'niied     Stales    Naval 
Reserve  Force. 

Knrolled:  Baltimore,  Md.,  December  3,  1917. 

Died:  U.  S.  S.  I.nkcmour,  April  11,  1918. 

Cause:  Killed  when  ship  was  torpedoed. 

Next  of  kin:  Mother,  Mrs.  Margaret  Wilson,  Easton,  Md. 

WILSON,  FRED  WILLIAM,  Jr.,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Orleans,  La.,  December  8,  1917. 

Died:  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Killed  when  ship  was  torpedoed. 

Next  of  kin:  Mother,  Mrs.  Fannie  Myrant  Wilson,  SIS  West  randy  Street, 

Denison,  Tex. 
WILSON,  GEORGE  ELEY,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  April  22,  1918. 

Died:  Naval  hospital,  naval  base,  Virginia,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  Father,  Henry  Clay  Wilson,  1931   Tennessee  Street,  Law- 
rence, Kans. 
WILSON,  GEORGE  FELTON,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Raleigh,  N.  C.,  April  30,  1917. 

Died :  U.  S.  S.  Narragansett,  September  28,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  George  Wilson,  Vanceboro,  N.  C. 
WILSON,  HENRY  JAMES,  seaman,  United  States  Navy. 

Enlisted:  Minneapolis,  Minn.,  May  5,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918, 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  None. 

WILSON,  HERBKRT  CLIFTON,  apprentice  seaman,   United   States  Naval   Reserve 
Force. 

Enrolled:  Dallas,  Tex.,  April  30,  1918. 

Died :  Naval  hospital,  Gulfport,  Miss.,  October  18,  1918. 

Cause :  Influenza  ;  broncho-pneumonia. 

Next  of  kin :  Father,  E.  P.  Wilson,  Leonard,  Tex. 
WILSON,  JOHN  IRLON,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  February  21,  1916. 

Died:  Naval  hospital,  Chelsea,  Mass.,  October  4,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,   Cornelia   Alice  Wilson,   702  North   Carolina   Avenue, 

Mangum,  Okla. 

WILSON,   LEE  MCKINLKY,  fireman,  third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  Kansas  City,  Mo.,  July  3,  1918. 

Died :  Naval  hospital,  naval  base,  Virginia,  September  30,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Jay  Millard  Wilson,  Sedan,  Kans. 
WILSON,  OSCAR,  engineman,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled:  San  Francisco,  Calif.,  April  5,  1917. 

Died :  U.  S.  S.  Ophir,  November  11,  1918. 

Cause :    Lost  life  when  U.  S.  S.  Ophir  was  destroyed. 

Next   of   kin:  Brother,   William   Wilson,    5th   Company,    Fifth    Division, 
Motor  Supply  Train,  American  Expeditionary  Forces,  London. 
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WILSON,  RAY  EUGENE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Richmond,  Va.,  July  10,  1918. 

Died :  Naval  hospital,  naval  base,  Ya.,  October  12.  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Father,  Milton  E.  Wilson,  Mountain  City,  Term. 
WILSON.  RICHARD  THOMAS,  ward  room  steward,  United  States  Naval  Reserve 
Force. 

Enrolled:  Charleston,  S.  C.,  July  5, ,1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  16,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Eugenia  Scott,  285  Gordon  Street,  Stapleton,  N.  Y. 
WILSON,  ROBERT  LEE,  coxswain,  United  States  Navy. 

Enlisted:  El  Paso,  Tex.,  June  21,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  October  8,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin;  Mother,  Mrs.  Ella  Wilson,  422  South  Crocket  Street,  Sherman, 

Tex. 

WILSON,  ROY  BKYSON,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Buffalo,  N.  Y.,  May  1,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause :  Influenza. 

Next  of  kin:  Sister,  Mildred  W.  Warner,  Townsend  Hotel,  Bath,  N.  Y. 
WILSON,  THOMAS,  ship's  cook,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Norfolk,  Ya.,  December  6,  1917. 

Died:  U.  S.  S.  Laketnoor,  April  11,  1918. 

Cause:  Lost  life  when  vessel  was  torpedoed. 

Next  of  kin :  Wife,  Ester  Wilson,  737  Carolina  Street,  Portsmouth,  Ya. 
WILSON,  WALTER  OTIS,  water  tender,  United  States  Navy. 

Enlisted:  San  Diego,  Calif.,  December  31,  1914. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Passenger  on  missing  Cyclops. 

Next  of  kin:  Mother,   Mary    Mildred    Wilson.   2514   Crenshaw   Boulevard, 

Los  Angeles,  Calif. 
WILSON,  WILLIAM,  mess  attendant,  third  class,  United  States  Navy. 

Enlisted:  Los  Angeles,  Calif.,  June  3,  1918. 

Died:  U.  S.  S.  Wisconsin,  July  14,  1918. 

Cause:  Rupture  of  liver. 

Next  of  kin :  Mother,  Anna  Stone.  140  Alfred  Street,  Detroit,  Mich. 
WILSON,  WILLIAM  EVERETT,  gunner's  mate,  ttrst  class.  United  States  Navy. 

Enlisted:  Dallas,  Tex.,  November  17,  1914. 

Died :  U.  S.  S.  Mercy,  October  8,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Uncle,  J.  R.  Duncan,  Duraut,  Okla. 

WILSON,  WILLICE  EARL,  seaman,  second  class,   United   States  Naval   Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  March  26,  1918. 

Died:  Mountainside  Hospital,  Montclair,  N.  J.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Julia  Anna  Wilson,  Route  No.  2,  Aurora,  Mo. 
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WILSON,  WILLIE  FOSHEE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Montgomery,  Ala.,  May  3,  1917. 

Died :  Naval  hospital,  Norfolk,  Va..  May  31,  1917. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  G.  W.  Wilson,  Brewton,  Ala. 
WILT,  WILLIAM,  fireman,  first  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  July  14,  1917. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Florence  Wilt,  7823  South  Racine  Avenue,  Chicago, 

111. 
WILTBOUT,  HARRY,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Indianapolis,  Ind.,  May  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  21,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Ralph  Wiltrout,  R.  R.  No.  3,  Warsaw,  Ind. 
WINAKOR,  ABRAHAM,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  July  8,  1918. 

Died:  Ninth,  Tenth.  Eleventh  Naval  District,  Great  Lakes,  111.,  September 
27,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Mrs.  Augusta  Winakor,  810  East  Jackson  Street, 

Springfield,  111. 
WINDER,  JOHN  LANGLEY,  boatswain's  mate,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  January  24,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  17,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Mary  L.  Langley,  2108  London  Street,  Portsmouth, 

Va. 
WING,  STANLEY  JAMES,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  March  26,  1917. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Lost  at  sea. 

Next  of  kin :  Mother,  Mrs.  Sarah  Wing,  1245  Twenty-fourth  Street,  Detroit, 

Mich. 

WINGATE,  EDMTTND  LEWIS,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  York,  N.  Y.,  April  16,  1916. 

Died :  St.  Nazaire,  France,  October  14,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Nora  Sullivan  Wingate,  1$  Grand  Street,  Hartford, 

Conn. 
WINGER,  CARL  ROLLEN,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  November  19,  1917. 

Died :  Naval  hospital,  Charleston,  S.  C.,  May  1,  1918. 

Cause:  Aephrites,  acute. 

Next  of  kin:  Mother,  Ella  May  Winger,  3226  North  Twenty-sixth  Street, 

Omaha,  Nebr. 
WINGERTER,  LEO  HERMAN,  chief  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  January  11,  1917. 

Died :  U.  S.  S.  North  Dakota,  July  5,  1917. 

Cause:  Suicide. 

Next  of  kin :  Daughter,  Janice  Elnora  Wingerter,  Eagle,  Wis. 


789 

WINKKL,  HERBERT  ABTHVK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled  :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  Ninth,  tenth,  eleventh  naval  district,  Great  Lakes,  111.,  October  3, 
1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Wilhelmina  Winkel,  Berlin,  Wls. 
WINKELMAN,  FBEDEBicK  WILLIAM,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Des  Moines,  Iowa,  June  28,  1918. 

Died :  U.  S.  S.  Solace,  October  19,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Brother,  Milton  Winkelman,  care  of  Rudolph  Virchan,  Myrtle, 

Minn. 

WINKELMAN,  PETER  FREDERICK,  seaman,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Chicago,  111.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  28,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sophie  Rooney  Winkelman,  2600  South  Fifty-ninth 

Avenue,  Cicero,  111. 

WTINKELMEYER,  JOSEPH  BENJAMIN,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  April  13,  1918. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Benjamin  Winkelrneyer,  R.  F.  D.  No.  4,  Kansas  City, 

Kans. 

WINKLEBLACK,  RALPH  CARLis,  landsman  for  machinist's  mate    (A.),   United 
States  Naval  Reserve  Force. 

Enrolled :  Great  Lakes,  111.,  June  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  20,  1918. 

Cause : Influenza. 

Next  of  kin :  Mother,  Nellie  Winkleblack,  Bushton,  111. 

WINMILL,  CHARLES  FENTON,  seaman,  second  class.  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  9,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  19,  1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Mrs.  Agnes  Winmill,  2306  East  Fifth  Street,  Phila- 
delphia, Pa. 
WINN,  HARRY  ARTHUR,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Syracuse,  N.  Y.,  December  12,  1917. 

Died  Naval  hospital,  Newport,  March  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Abe  Winn,  Oakville,  N.  Y. 
WINNE,  JOHN,  Jr.,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y:,  April  5,  1917. 

Died :  U.  S.  S.  Alcedo,  November  5,  1917. 

Cause :  Lost  at  sea. 

Next  of  kin :  Father,  John  Wlnrife,  sr.,  534  West  One  hundred  and  twenty- 
fourth  Street,  New  York,  N.  Y. 
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WINNINGHAM,  ARTHUR,  seaman,  second  class,  United  States  Navy. 

Enlisted:  St.  Louis,  Mo.,  January  31,  1916. 

Died :  Naval  hospital,  Fort  Lyon,  Colo.,  July  20,  1918. 

Cause:  Tuberculosis,  chronic  pulmonary. 

Next  of  kin :  Charles  Winningham,  Meredosia,  111. 

WINBOTH,  ARTiiru  C.\i:i,,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  Muy  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  23,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Father,  Charles  Frank  Winroth,  213  Myrtle  Street,  Jamestown, 

Chautauqua  County,  N.  Y. 
WINTERS,  WILLIAM  OTTO,  water  tender,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  October  23,  1917. 

Died :  U.  S.  S.  Buena  Ventura,  September  16,  1918. 

Cause:  Lost  his  life  when  the  ship  was  sunk  by  an  enemy  submarine. 

Next  of  kin :  Wife,  Mary  S.  Winters,  1911  Moltke  Avenue,  Harrisburg,  Pa. 
WIRHOUSKY,  JOSEPH,  seaman,  United  States  Navy. 

Enlisted:  New  York,  N.  Y.,  December  15,  1917. 

Died :  Base  Hospital  No.  5,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Wife,  Anna  Wirhousky,  84  Albany  Street,  Poughkeepsie,  N.  Y. 
WISE,  EDWARD  MCLEISH,  yeoman,  third  class,  United   States  Naval   Reserve 
Force. 

Enrolled :  European  waters,  August  16,  1917. 

Died :  U.  S.  S.  Fanning  January  31,  1918. 

Cause:  Intestinal  obstruction. 

Next  of  kin:  Mother,  Elizabeth  W.  Ingram,  63  Prospect  Avenue,  Ingram, 

Pa. 
WISE,  WILLIAM  THOMAS,  fireman,  third  class,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  June  4,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  On  board  missing  Cyclops. 

Next  of  kin :  Father,  Jesse  Wise,  Glenmore,  Ala. 
WISEMAN,  EDWARD  JEROME,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Fall  River,  Mass.,  March  26,  1917. 

Died:  U.  S.  S.  Netv  York,  February  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Ella  M.  Wiseman,  574  William  Street,  Fall  River, 

Mass. 
WISOTZKEY,  SAMUEL  CONRAD,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  William  Wisotzkey,  Rocks,  Md. 

WISSEL,  WALTER  ADOLPH,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Cincinnati,  Ohio,  June  3,  1918. 

Died :  Naval  hospital,  naval  base,  Norfolk,  Va.,  October  2,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Henry  G.  Wissel,  1040  Marshall  Avenue,  Cincinnati, 
Ohio. 
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WISSMANN,  FREDERICK  ALFRED,  quartermaster,  second  class  (A),  United  States 

Navy. 

Enlisted:  New  York,  N.  Y.,  February  15,  1918. 
Died:  Naval  air  station,  Killingholme,  October  28,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Wissuiaim,  338  East  One  hundred  and  fifty- 
fourth  Street,  New  York,  N.  Y. 
WISSMANN,  OTTO  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Camp  Logan,  111.,  January  8,  1918. 
Died :  Naval  hospital,  Charleston,  S.  C.,  September  27,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin :  Father,  George  Carl  Wissmann,  122  Pigeon  Street,  Jackson, 

Mich. 
WISWALL,  GEORGE  HOWABD,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Albany,  N.  Y.,  May  10,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 
Cause :  Broncho-pneumonia. 
Next  of  kin :  Mother.  Ella  Mary  Wiswall,  1159  McQuade  Avenue,  Utica, 

N.  Y. 

WITT,  ALBERT,  fireman,  third  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Louisville,  Ky.,  May  17,  1918. 
Died:  Naval  hospital,  Great  Lakes,  111..  September  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Grandfather,  William  Webb,  Glasgow,  Ky. 
WITT,  GEORGE  DOUGLAS,  pharmacist's  mate,  first  class,  United  States  Navy. 
Enlisted:  Portland,  Oreg.,  June  17,  1917. 

Died :  Company  A,  Sixth  Machine  Gun  Battalion,  France,  October  26,  1918. 
Cause:  Wound  received  in  action. 

Next  of  kin :  Father,  George  M.  Witt,  Harrington,  Wash. 
WITT,  JAKE  RALPH,  landsman  for  electrician  (R),  United  States  Naval  Reserve 

Force. 

Enrolled :  Indianapolis,  Ind.,  June  7,  1918. 
Died :  Naval  hospital,  Great  Lakes,  111.,  October  28,  1918. 
Cause:  Pneumonia,  broncho. 

Next  of  kin :  Mother,  Mrs.  Ida  Belle  Witt,  R.  R.  No.  9,  Lebanon,  Ind. 
WITTA,  JACOB,  fireman,  third  class,  United  States  Navy. 
Enlisted :  Milwaukee,  Wis.,  May  31,  1918. 
Died :  Naval  hospital,  Philadelphia,  Pa.,  September  24,  1918. 
Cause :  Influenza. 

Next  of  kin :  Brother,  Charles  Witta,  Stevens  Point,  Wis. 

WITZEL,  BERNARD  JOSEPH,  machinist's  mate,  second  class,  United  States  Navy. 
Enlisted :  Rochester,  N.  Y.,  August  10,  1916. 
Died :  U.  S.  S.  Marietta,  October  22,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Mrs.  Frances  Witzel,  Coldwater,  N.  Y. 
WIZEMAN,  RICHARD  TOM,  ship's  cook,  fourth  class,  United  States  Navy. 
Enlisted :  St.  Louis,  Mo.,  May  28,  1917. 

Died :  Naval  hospital,  Philadelphia.  Pa.,  September  27,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Henrietta -Wizeman,  802   South  Fourth   Street,  St. 
Louis,  Mo. 
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WODICKA.  LAWRENCE  PAUL,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  St.  Louis,  Mo.,  August  14,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  24,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,   Mary   Schwarz  Wodlcka,  3406  Winnebago   Street, 

St.  Louis,  Mo. 
WOLD,  WALTER,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Salt  Lake  City,  Utah,  April  13,  1917. 

Died :  U.  S.  S.  Newport  News,  October  13,  1918. 

Cause:  Drowning. 

Next  of  kin :  Father,  Lambert  J.  Wold,  Vermillion,  S.  Dak. 
WOLF,  CORNELIUS  ANTHONY,  fireman,  third  class,  United  Stales  Navy. 

Enlisted :  Des  Moines,  Iowa,  July  6,  1918. 

Diet!:  Cumberland  Street  Hospital,  Brooklyn,  N.  Y.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Barbarie  Wolfe,  box  396,  Wesley,  Iowa. 
WOLF,  WILLIAM  ROBERT,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  April  19,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause:  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Father,  Frank  L.  Wolf,  1512  East  Chast  Street,  Baltimore,  Md. 
WOLFE,  EDWARD  CHARLES,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  New  Haven,  Conn.,  May  31,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Mother,  Cella  Julia  Wolfe,  164  Thomas  Street,  West  Haven, 

Conn. 

WOLFF,  Louis  EDWARD,  landsman  electrician  (R),  United  States  Naval  Reserve 
Force. 

Enrolled :  Buffalo,  N.  Y.,  May  7,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mary  Magdalene  Wolff,  977  Michigan  Avenue,  Buf- 
falo, N.  Y. 
WOLFORD,  ROBERT  SAMUEL,  quartermaster,  second  class,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  January  20,  1917. 

Died :  U.  S.  sub  chaser  219,  October  9,  1918. 

Cause:  Injuries  received  in  flre. 

Next  of  kin:  Father,  Frank  Wolford,  205  Columbia  Avenue,  Cumberland, 

Md. 
WOLFSON,  BERTON  FIXEL,  electrician,  third  class,  United  States  Navy. 

Enlisted:  Chicago,  111.,  April  20,  1917. 

Died :  Steamship  Orion,  October  5,  1918. 

Cause:  Brain  tumor. 

Next  of  kin :  Father,  Morris  Wolfson,  1431  South  Sawyer  Avenue,  Chicago, 

111. 

WOLK,  IRVING  MONTAIGNE,  mess  attendant,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  May  27,  1918. 

Died :  Third  Naval  District,  New  York,  October  6,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Mrs.  Annie  Wolk,  601  West  One  hundred  and  seventy- 
second  Street,  New  York,  N.  Y. 
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WOLVERTON,  JOHN  BOYD,  chief  boatswain's  mate,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  June  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  22,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Adele  Boyd  Spaulding,  1619  R  Street,  Washington, 

D.  C. 
WOOD,  FLOYD  EUGENE,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Portland,  Oreg.,  June  26,  1918. 

Died :  Naval  training  camp,  Seattle,  Wash.,  October  7,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Flora  Wood,  Cheney,  Wash. 

WOOD,  FRED  ELWAYNE,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Kansas  City,  Mo.,  June  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Charles  Emery  Wood,  208  North  Sycamore  Street, 

lola,  Kans. 
WOOD,  HENRY  EAMES,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Boston,  Mass.,  September  18,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  February  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Edward  E.  Wood,  309  Elm  Street,  Northampton,  Mass. 
WOOD,  KLEON  LEVIRDA,  seaman,  United  States  rsavy. 

Enlisted :  Indianapolis,  Ind.,  June  13,  1917. 

Died :  Armed  draft  detail,  New  York,  June  17,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  George  Wood,  Oblong,  111. 
WOOD,  LAWRENCE  LOCKHAETS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Brooklyn,  N.  Y.,  April  24,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  June  6,  1917. 

Cause :  Pleurisy  suppurative. 

Next  of  kin :  Father,  Benjamin  H.  Wood,  Oak  and  Center  Streets,  Cedar- 
hurst,  Long  Island,  N.  Y. 
WOOD,  LEONARD  ROFORD,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  September  19,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  February  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Ellen  Wood,  Loce,  Okla. 
WOOD,  THOMAS  LYNCH,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Pittsburgh,  Pa.,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin:  Father,  Winfield  Scott  Wood,  16  Morgantown  Street,  Fair- 
chance,  Pa. 
WOOD,  WILLIAM  HENRY,  gunner's  mate,  second  class  (T),  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  May  1,  1916. 

Died :  U.  S.  S.  Manley,  March  19, 1918. 

Cause:  Killed  in  explosion. 

Next  of  kin  :  Mother,  Virginia  Wood,  144  Pacific  Avenue,  Santa  Cruz,  Calif. 


7<)4 

WOOD,  WILLIAM  TOMS,  fireman,  third  class,  United  States  Navy. 

Enlist i'd :  Kansas  City,  Mo.,  June  1,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops. 

Next  of  kin :  Brother,  C.  M.  Wood,  Kinsley,  Kans. 

WOODAKD,  FRANK  H.,  mess  attendant,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Pelham  Bay  Park,  N.  Y.,  December  12,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause :  Lost  when  vessel  was  destroyed. 

Next  of  kin :  Brother,  Charles  Woodard,  U.  S.  S.  Leviathan. 
WOODAKD,   STEPHEN  LEE  NELSON,  seaman,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Louisville,  Ky.,  June  26,  1918. 

Died :  Great  Lakes,  111.,  October  2, 1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  Sister,  Mary  E.  Thurman,  Lawrenceburg,  Ky. 
WOODCOCK,  WILLIAM  DEAN,  electrician,  first  class   (R),  United  States  Naval 
Reserve  Force. 

Enrolled :  Buffalo,  N.  Y.,  April  12,  1917. 

Died  :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  M.  Woodcock,  279  Highland  Avenue,  Buffalo, 

N.  Y. 

WOODCOME,  LEO  HECTOR,  hospital  apprentice,  first  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  April  6,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  21,  1918. 

Cause:  Influenza. 

Ne^t  of  kin:  Mother,  Mrs.   Margaret  Woodcome,  12  Water  Street  Lane, 

Fitchburg;  Mass. 

WOODKIKLD,  WALTER  LINCOLN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  May  28,  1918. 

Died :  Naval  hospital,  Mare  Island,  Calif.,  October  24,  1918. 

Cause :  Influenza. 

Next  of  kin :  Father,  Lincoln  Woodfield,  681  San  Jose  Avenue,  San  Fran- 
cisco, Calif. 
WOODROW,  THEODORE  ELSWORTH,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Ishpeming,  Mich.,  December  15,  1917. 

Died:  Naval  training  station,  Great  Lakes,  111.,  April  10,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Mother,  Kate  Jensen,  225  Coleman  Street,  Marinette,  Wis. 
WOODRUFF,  HERSCHEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Indianapolis,  Ind.,  May  13,  1918. 

Died :  Naval  hospital,  Naval  Base,  Va.,  October  3,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin:  Father,  John  W.  Woodruff,  130  East  Dayton  Street,  South 

Bend,  Ind. 
WOODRUFF,  ROBERT  ELSWORTH,  yeoman,  first  class,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  July  6, 1916. 

Died:  Naval  hospital,  Norfolk,  Va.,  March  29,  1918. 

Cause :  Pneumonia,  broncho. 

Next  of  kin  :  F;illier.  Henry  S.  Woodruff.  New  1'rovidence,  N.  J. 


WOODRUFF,  WILLIAM   ARTHUR,   Jr.,  fireman,  third  class,  United   States  Naval 
Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  July  18,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  26,  1918. 

Cause :  Influenza. 

Next  of  kin:  Father,  William  A.   Woodruff,  512  Fifteenth  Street,  Sioux 

City,  Iowa. 

WOODS,  ALLEN  JAY,  hospital  apprentice,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled:  Des  Moines,  Iowa,  May  17,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  September  18,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Woods,  Maquoketa,  Iowa. 
WOODS,  HOMEB  JAMES,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Chicago,  111.,  June  4,  1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  10,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mary  Louisa  Woods,  757  Maple  Avenue,  Blue  Island, 

111. 
WOODS,  JEFF  RAYMOND,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Peoria,  111.,  June  4,  1918, 

Died :  Naval  hospital.  Great  Lakes,  111.,  September  27,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ida  May  Woods,  Newton,  111. 
WOODS,  KYLE,  apprentice  seaman,  United  States  Navy. 

Enlisted:  Parkersburg,  W.  Va.,  December  11,  1917. 

Died :  Naval  hospital,  Hampton  Roads,  Va.,  February  11,  1918. 

Cause:  Cerebrospinal  fever. 

Next  of  kin :  Father,  W.  R.  Woods,  Alderson,  W.  Va. 
WOODWARD,  EABL,  ship's  cook,  second  class,  United  States  Navy. 

Enlisted :  St.  Louis,  Mo.,  June  1,  1917. 

Died :  Navy  Base  Hospital  No.  5,  June  14,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  George  Woodward,  4727  Cupples  Place,  St.  Louis,  Mo. 
WOODWABD,  THEON  HARVEY,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Portland,  Me.,  June  19,  1918. 

Died:  Naval  hospital,  Gulfport,  Miss.,  October  15,  1918. 

Cause :  Influenza  ;  broncho-pneumonia. 

Next  of  kin :  Wife,  Mary  Katherine  Woodward,  Canton,  Me. 
WOODWORTH,  EDWARD,  seaman,  second  class,  United  States  Navy. 

Enlisted:  Indianapolis,  Ind.,  February  27,  1917. 

Died :  S.  S.  Cacique,  July  18,  1917. 

Cause:  Explosion  on  board  S.  S.  Florence. 

Next  of  kin :  Guardian,  Ida  M.  Overnyer,  Orphans  Home,  Fort  W^yne,  Ind. 
WOODWORTH,   HORACE  CAMPBELL,   electrician,   third   class    (R),   United   States 
Navy. 

Enlisted:  Boston,  Mass.,  May  21,  1917. 

Died :  S.  S.  Florence  H.,  April  17,  1918. 

Cause:  Explosion  on  board  S.  S.'Florence. 

Next  of  kin:  Mother,  Mrs.  Julius  C.  Woodworth,  54  Pleasant  Street,  Hyde 
Park,  Mass. 
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WOODY,  BENEDICT,  fireman,  third  class,  United  States  Naval  Reserve 

Enrolled  :  Milwaukee,  Wis.,  June  20,  1918. 

Died :  U.  S.  S.  Oklahoma,  October  21.  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Brother,  John  Woody,  Park  Falls,  Wis. 

WOOLDRIDGE,  FRANK  ELMER,  nuisiclan.  second  class,  United  States  Naval  Keserve 
Force. 

Enrolled :  Great  Lakes,  111.,  July  3,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  October  2,  1918. 

Cause :  Influenza. 

Next  of  kin  :  Mother,  Lillie  Wooldridge,  Gifford,  111. 
WOOLDRIDOE,  HARVEY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Baltimore,  Md.,  November  30,  1917. 

Died :  U.  S.  A.  C.  T.  Ticonderoga,  September  30, 1918. 

Cause :  Lost  when  U.  S.  A.  C.  T.  Ticonderoga  was  sunk. 

Next  of  kin:  Sister,  Mabel  Petellat,  738  South  Cm-ley  Street,  Baltimore, 

Md. 

WOOLLEY,  ALBERT  FRED,  hospital  apprentice,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  San  Francisco,  Calif.,  July  6,  1917. 

Died :  Naval  hospital,  League  Island,  Pa.,  March  26,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Harriet  Melvina  Woolley,  135  Hollywood  Avenue,  Sao 

Jose,  Calif. 
WOOLLEY,  FRANK  LESTER,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Detroit,  Mich.,  July  25,  1917. 

Died :  Navy  collier  Cyclops,  June  14,  1918. 

Cause :  Member  of  crew  on  board  missing  Cyclops, 

Next  of  kin :  Mother,  Mrs.  Mae  Woolley,  807  Market  Street,  Parkersburg, 

W.  Va. 
WOOLLEY,  HAROLD  TOWNSEND,  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  30,  1918. 

Died :  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  6,  1918. 

Cause:  Leukemia. 

Next  of  kin :  Father,  Daniel  S.  Woolley,  Great  Neck,  Long  Island. 
WOOLVERTON,  WILLIAM  EcGART,  fireman,  third  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Newark,  N.  J.,  April  15,  1918. 

Died :  Pelham  Bay  Park,  N.  Y.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin  :  Mother,  Emma  Woolverton,  613  Walnut  Avenue,  Trenton,  N.  J. 
WOOSENCRAFT,  PERRY  RUSSELL,  landsman  musician,  United  States  Naval  Reserve 
Force. 

Enrolled:  Milwaukee,  Wis.,  June  17,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  25,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Ella  Cole  Woosencraft,  box  133,  Dunbar,  Wis. 
WORDEN,  JAMES  LESTER,   seaman,  second  class,  United   States  Naval  Reserve 
Force. 

Enrolled:  Newark,  N.  J.,  July  1,  1918. 

Died:  Naval  hospital,  Pelham  Bay  Park,  N.  Y.,  October  15,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Benjamin  B.  Worden,  Forked  River,  N.  J. 
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WORKMAN,  CLAEENCE  ALBERT,  storekeeper,  second  cla?s,  United  States  Navy. 

Enlisted:  Pensacola,  Fla.,  October  15,  1915. 

Died:  U.  S.  S.  Princess  Matoika,  October  5,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  E.  Workman,  Flora,  111. 
WORNELL,  GEORGE,  boilerrnaker,  United  States  Navy. 

Enlisted:  San   Francisco,  Calif.,   October  25,  1915. 

Died:  U.  S.  S.  Chou-ncey.  November  19,  1917. 

Cause :  Drowning. 

Next  of  kin  :  Friend,  Harry  C.  Smith,  San  Francisco,  Calif. 
WORTHINGTOX.  DOUGLAS  G.,  chief  yeoman.  United  States  Navy. 

Enlisted:  Cavite,  P.  I.,  March  24,  1916. 

Died:  301  Market  Street.  San  Francisco,  Calif.,  November  8,  1918. 

Cause:  Influenza. 

Next  of  kin :  Wife,  Ha/el  M.  Worthington,  178  Eureka  Street,  San  Fran- 
cisco. Calif. 
WORTHY.  Lvcious.  apprentice  seaman.  United  States  Navy. 

Enlisted:  Charleston,  S.  C.,  October  25,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C..  November  9.  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin:  SMer,  Mattie  Townsley,  Thornaston,  Ga. 
WHAT,  CLARENCE  EDISON,  pharmacist's  mate,  third  class,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  10,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Anna  Rebacca  Wray,  Milton,  Iowa. 
WREATH,  GEORGE  CLARENCE,  plumber  and  fitter,  United  States  Navy. 

Enlisted:  San  Francisco,  Calif.,  November  14,  1917. 

Died:  Navy  station,  Mare  Island,  Calif.,  October  22,  1918. 

Cause :  Influenza. 

Next  of  kin :  Wife,  Anna  Wreath,  602  Madison  Street,  Oakland,  Calif. 
WBEDE,  HOWARD  WILLIAM,  yeoman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Cincinnati,  Ohio,  April  10,  1918. 

Died:  Naval  hospital,  Norfolk,  Va.,  October  8,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Albert  Wrede,  North  Baltimore,  Ohio. 
WRIGHT,  CLYDE  AVON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  July  6,  1918. 

Died :  Naval  training  camp,  San  Diego,  Calif.,  August  17,  1918. 

Cause:  Appendicitis  acute. 

Next  of  kin:  Mother,  Eudavilla  McClelland,  2765  Newton  Avenue,   San 

Diego,  Calif. 

WRIGHT,  FRANK  ALBERT,  landsman  for  machinist's  mate   (A),  United  States 
Naval  Reserve  Force. 

Enrolled :  Cincinnati,  Ohio,  July  15,  1918. 

Died :  Naval  hospital,  Great  Lakes,  111.,  September  29,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  George  Wilson  Wright,  Delta,  Ohio. 
WRIGHT,  GAVIN,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Providence,  R.  I.,  August  5,  1918. 

Died :  Boston,  Mass.,  September  17,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Elizabeth  Wright,  196  Grove  Street,  Lonsdale,  R,  I. 
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WKIGHT,  GILBKUT  LIVINGSTON,  gunner's  mate,  third  class,  rnitrd  Sf:ites  Navy. 

Enlisted :  Key  West,  Fla.,  May  21,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  1,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Helen  May  Wright,  160  Willet  Court,  Jamaica,  Long 

Island,  N.  Y. 
WRIGHT,  JOHN  DOWDELL,  landsman  for  yeoman,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died :  Naval  hospital,  Newport,  R.  I.,  May  13,  1917. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Mother,   Cecelia   Wright,   822  Ottawa   Street,   Leavcnworth, 

Kans. 
WRIGHT,  WILLIAM  BORDOIN,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  July  23,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  September  30,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Benjamin  F.  Wright,  Elk  Hill,  Va. 

WEIGHT,  WILLIAM   MOSBY,  plumber  and  titter,   United   States   Naval   Reserve 
Force. 

Enrolled :  Norfolk,  Va.,  August  8,  1917. 

Died :  Riverside  Hospital,  Newport  News,  Va.,  October  13,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Rosie  Addelie  Wright,  815  Thirtieth  Street,  Newport 

News,  Va. 
WROTENBERY,  WILLIAM,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Dallas,  Tex.,  June  18,  1918. 

Died :  San  Francisco,  Calif.,  August  18,  1918,  twelfth  naval  district. 

Cause:  Pneumonia  and  injury  to  brain. 

Next  of  kin  :  Father,  Charlie  Wrotenbery,  Mount  Selman,  Tex. 
WUEST,  ROBERT  HARRY,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  December  29,  1917. 

Died :  II.  S.  S.  Lakemoor,  April  11,  1918. 

Cause :  Died  when  U.  S.  S.  Lakemoor  was  torpedoed  by  enemy  submarine. 

Next  of  kin :  Father,  Christopher  Wuest,  217  Bosley   Street,   Cincinnati, 

Ohio. 
WYATT,  CLYDE  WILLIAM,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  San  Diego,  Calif.,  November  6,  1914. 

Died :  U.  S.  S.  F-J,  December  17,  1917. . 

Cause:  Lost  life  when  F-l  and  F-3  collided. 

Next  of  kin :  Wife,  Mrs.  Queeuie  Florence  M.  Wyatt,  3401  Mission  Road, 

Lincoln  Park,  Los  Angeles,  Calif. 
WYATT,  JOHN  THOMAS,  apprentice  seaman,  United  States  Navy. 

Enlisted :  Montgomery,  Ala.,  December  12,  1917. 

Died:  Naval  hospital,  Norfolk,  Va.,  January  2.2,  1918. 

Cause:  Measles. 

Next  of  kin :  Father,  McDaniel  Wyatt,  Route  No.  1,  Clautou,  Ala. 
WYATT,  ROY  FLOUBNOY,  fireman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Birmingham,  Ala.,  April  27,  1918. 

Died :    Aboard  U.  S.  S.  Mercy,  while  attached  to  U.  S.  S.  Kentucky,  October 
7,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Richard  H.  Wyatt,  Dozier,  Ala. 
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WYCOFF,  EARL  RUSSELL,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  October  31,  1917. 

Died :  St.  Mary's  Hospital,  Brooklyn,  N.  Y.,  October  12,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Thomas  Wycoff,  Knobview,  Mo. 
WYMAN,  FRED  EARL,  landsman  for  machinist's  mate  (A),  United  States  Navy. 

Enlisted:  Portland,  Oreg.,  January  21,  1918. 

Died :  Naval  Training  Camp,  San  Diego,  Calif.,  February  26,  1918. 

Cause :  Measles. 

Next  of  kin :  Mother,  Leacy  Wyman,  Shelburn,  Oreg. 
WYMORE,  WORTH,  carpenter's  mate,  United  States  Navy. 

Enlisted:  Des  Moines,  Iowa,  May  31,  1917. 

Died:  Navy  collier  Cyclops,  June  14,  1918. 

Cause:    Member  of  crew  on  missing  Cyclops. 

Next  of  kin :  Mother,  Elsie  May  Wymore,  Montezuma,  Iowa. 
YANACEK,  JOSEPH  DANIEL,  carpenter's  mate,  third  class,  United  States  Naval 
Reserve  Force. 

Enlisted :  Minneapolis,  Minn.,  April  24,  1918. 

Died:  Naval  air  station,  Chatham,  Mass.,  September  19,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Sister,  Lydia  Yanacek,  737  Franklin  Avenue,  East  Minneapo- 
lis, Minn. 
YANDELL,  EDGAR  LAWRENCE,  machinist's  mate,  second  class,  United  States  Navy. 

Enlisted:  Nashville,   Teun.,    December   10,   1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  January  18,  1918. 

Cause :  Cerebrospinal  fever. 

Next  of  kin :  Father,  George  Thomas  Yandell,  R.  F.  D.  No.  4,  Jackson, 

Tenn. 
YANDLE,  HARRY  LESTER,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  September  24,  1917. 

Died :  U.  S.  S.  Pittsburgh,  October  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  James  Wallace  Yandle,  Joseph,  Oreg. 
YARKE,  OTTO,  chief  water  tender,  United  States  Naval  Reserve  Force. 

Enlisted:  Chicago  111.,  August  7,  1918. 

Died :  Naval  Hospital,  Chelsea,  Mass.,  August  22,  1918. 

Cause :  Fracture  of  skull. 

Next  of  kin:  Wife,  Minnie  Yarke,  700  West  Twenty-first  Place,  Chicago, 

111. 

YATES,   WILLIAM  LUSTER,   fireman,   third  class,   United   States  Naval  Reserve 
Force. 

Enlisted :     Meridian,  Miss.,  June  3,   1918. 

Died :  Naval  Hospital,  League  Island,  Pa.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Daniel  L.  Yates,  Utica,  Miss. 
YAUN,  YEUNG,  mess  attendant,  first  class,  United  States  Navy. 

Enlisted :  Cavite,  P.  I.,  March  28,  1916. 

Died :  Naval  hospital,  Canacao,  P.  I.,  May  3,  1917. 

Cause:  Tuberculosis. 

Next  of  kin  :  Wife,  Mrs.  Lie  Tom-Tai,  Canton,  China. 
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YDERSTAD,  NELS,  fireman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted:  Duluth,  Minn.,  December  27,  1916. 

Died :  Naval  hospital,  Norfolk,  Va.,  April  24,  1917. 

Cause :  Meningitis,  cerebral. 

Next  of  kin :  Father,  Henning  Yderstad,  Mason,  Wls. 
YEAGEB,  DAVID  KRIDER,  chief  yeoman,  United  States  Naval  Reserve  Force. 

Enlisted :  Philadelphia,  Pa.,  April  16,  1918. 

Died  :  Philadelphia,  Pa.,  October  6,  1918. 

Cause:  Influenza. 

Next  of  kin:  Wife,  Emma  Henkle  Yeager,  511  North  Wanamaker  Street, 

Philadelphia,  Pa. 
YEAGER,  HENRY  LEONARD,  seaman,  United  States  Navy. 

Enlisted :  Chattanooga,  Tenn.,  January  11,  1911. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  February  21,  1918. 

Cause :  Tubercxilosis. 

Next  of  kin:  Father,  William  J.  Yeager,  Route  No.  1,  Clem,  Qa. 
YERGER,  WILLIAM  RANDOLPH,  fireman,  first  class,  United  States  Navy. 

Enlisted :  Meridian,  Miss.,  May  31,  1918. 

Died :  U.  S.  S.  Mercy,  October  3,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Lavinia  B.  Yerger,  Crawford  Street,  Vicksburg,  Miss. 
YINGLING,  JAMES  WILLIAM,  carpenter's  mate,  second  class,  United  States  Navy. 

Enlisted :  Peoria,  111.,  April  23,  1917. 

Died :  U.  S.  S.  Mercy,  May  5,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Father,  Fred  Ylngling,  Westminster,  Md. 
YODICE,  FRANK,  landsman  for  ship's  cook,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  February  10,  1915. 

Died :  Naval  prison,  Paris  Island,  S.  C.,  June  2,  1918. 

Cause:  Operation  for  appendicitis. 

Next  of  kin :  Father,  John  Yodice,  98  Degraw  Street,  Brooklyn,  N.  Y. 
YORK,  GEORGE  NELSON,  landsman  for  carpenter's  mate-  (A),  United  States  Naval 
Reserve  Force. 

Enlisted :  Waterville,  Me.,  June  29,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  20,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Mother,  Lena  York,  R.  F.  D.  No.  49,  North  Vassalboro,  Me. 
YOUNG,  ALBERT  THEODORE,  ward  room  steward,  United  States  Navy. 

Enlisted :  New  Orleans,  La.,  November  29,  1915. 

Died :  Hospital,  Miami,  Fla.,  October  13,  1918. 

Cause :  Pneumonia. 

Next  of  kin:  Wife,  Mercy  J.  Young,  723  Olivia,  Key  West,  Fla. 
YOUNG,  ARTHUR  ALEXANDER,  shlpfitter,  first  class,  United  States  Navy. 

Enlisted :  Portland,  Me.,  April  17,  1917. 

Died :  Naval  hospital,  Chelsea,  Mass.,  September  19,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Sarah  Young,  98  Hampshire  Street,  Auburn,  Me. 
YOUNG,  ARTHUR  FRANK,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Philadelphia,  Pa.,  July  23,  1918. 

Died :  St.  Joseph's  Hospital,  Lancaster,  Pa.,  October  13,  1918. 

Cause :  Lobar  pneumonia. 

Next  of  kin:  Mother,  Clara  Fuller  Young,  42  West  High  Street,  Union 
City.  Pa. 
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YOUNG,  EARL  DORENCOUBT,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Minneapolis,  Minn.,  December  15,  1917. 

Died :  U.  S.  S.  Chattanooga,  October  5,  1918. 

Cause:  Influenza. 

Next  of  kin :  Uncle,  Henry  Nelson,  Glover,  N.  Dak. 
YOUNG,  GEORGE  LEON,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Portland,  Oreg.,  April  7,  1917. 

Died :  U.  S.  S.  South  Dakota,  April  17,  1917. 

Cause:  Carcinoma. 

Next  of  kin:  Mother,  Christiana  Nugent,  293  Augur  Street,  New  Haven, 

Conn. 
YOUNG,  JAMES  EDGAR,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Kansas  City,  Mo.,  April  17,  1917. 

Died:  U.  S.  S.  Solace,  July  11,  1917. 

Cause :  Purpura  hemorrhagic. 

Next  of  kin :  Father,  Robert  L.  Young,  R.  R.  No.  5,  St  Joseph,  Mo. 
YOUNG,  JAMES  PURVIS,  chief  gunner's  mate,  United  States  Navy. 

Enlisted :  Philadelphia,  Pa.,  November  8,  1916. 

Died :  U.  S.  S.  Michigan,  October  30,  1917. 

Cause:  Exhaustion  from  overexposure. 

Next  of  kin:  Brother,   John  W.   Young,   Liberty   and  Sherman   Streets, 

Morris  Park,  N.  Y. 
YOUNG,  JOSEPH  MYLES,  yeoman,  first  class,  United  States  Naval  Reserve  Force. 

Enlisted :  New  York,  N.  Y.,  July  15,  1918. 

Died:  Naval  hospital,  Philadelphia,  Pa.,  October  8,  1918. 

Cause:  Influenza. 

Next  of  kin:  Son,  Myles  Cornelius  Young,  411  Cortelyou  Road,  Brooklyn, 

N.   Y. 

YOUNG,  LEWIS  A.,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enlisted :  Provincetown,  Mass.,  July  24,  1917. 

Died :  U.  S.  S.  Marietta,  October  15,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Annie  H.  Young,  12  Carver  Street,  Provincetown, 

Mass. 
YOUNG,  MAJOR  MCKINLEY,  fireman,  second  class,  United  States  Navy. 

Enlisted :  Louisville,  Ky.,  July  22,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  5,  1918. 

Cause:  Pneumonia. 

Next  of  kin:  Sister,   Lorena   Young   Stivers,   4423   Huntington   Avenue, 

Covington,  Ky. 

YOUNG,  OLIVER  CROMWELL,  hospital  apprentice,  first  class,  United  States  Naval 
Reserve  Force. 

Enlisted:  Detroit,  Mich.,  May  23,  1918. 

Died :  Naval  training  station,  Great  Lakes,  111.,  September  22,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Lucille  Vera  Young,  Leslie,  Mich. 
YOUNG,  RALPH  CLARK,  coxswain,  United  States  Naval  Reserve  Force. 

Enlisted :  San  Francisco,  Calif.,  June  12,  1917. 

Died :  Navy  yard,  Mare  Island,  Calif.,  October  18,  1918. 

Cause:  Influenza. 

Next    of    kin:  Mother,    Dora    Leppier    Young,    418    Washington    Street, 
Petaluma,  Calif. 
174483—20 51 
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YOUNG,  ROBEBT  Ross,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enlisted :  Peoria,  111.,  June  12,  1918. 

Died:  Naval  hospital,  Great  Lakes,  111.,  July  10,  1918. 

Cause:  Scarlet  fever. 

Next  of  kin :  Father,  John  W.  Young,  Paloma,  111. 
YOUNGEB,  COLE  OSCAB,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Oklahoma  City,  Okla.,  September  25, 1917. 

Died :  Naval  hospital,  Norfolk,  Va.,  November  6,  1917. 

Cause :  Abscess  of  brain. 

Next  of  kin :  Wife,  Myrtle  Younger,  Checotah,  Okla. 
YOUNGEB,  MICHAEL,  seaman,  second  class,  United  States  Navy. 

Enlisted :   Cincinnati,  Ohio,  May  1,  1917. 

Died :    Steamship  Florence,  April  17,  1918. 

Cause :  Lost  life  while  member  of  armed  guard. 

Next  of  kin :  Father,  Jacob  L.  Younger,  917  Clark  Street,  Cincinnati,  Ohio. 
YOUNGS,  THOMAS  WILLABD,  shipwright,  second  class,  United  States  Naval  Re- 
serve Force. 

Enlisted :  New  York,  N.  Y.,  October  19, 1918. 

Died :  Naval  hospital,  New  York,  N.  Y.,  November  7, 1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Wife,  Blanche  W.  Youngs,  1034  Peach  Street,  Rockford,  111. 
YOUBEE,  JAMES  FREDEBICK,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Dallas,  Tex.,  December  14,  1917. 

Died :  Naval  station,  Great  Lakes,  111.,  March  10, 1918. 

Cause :  Pleurisy,  suppurative. 

Next  of  kin :  Mother,  Louisa  Youree,  Savoy, 'Tex. 

ZABEL,  EMIL  WILLIAM  PETEB,  hospital  apprentice,  second  class,  United  States 
Naval  Reserve  Force. 

Enlisted  :  New  Haven,  Conn.,  June  28,  1918. 

Died :  Naval  hospital,  Brooklyn,  N.  Y.,  October  2,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Father,  Peter  Zabel,  332  Pratt  Street,  Meriden,  Conn. 
ZACCARDO,  MICHAEL,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Seattle,  Wash.,  April  23,  1918. 

Died :  U.  S.  S.  Kentucky,  September  29,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Mother,  Rosa  Zaccardo,  Sequim,  Wash. 
ZAHN,  FBEDEBICK,  chief  boatswain's  mate,  United  States  Navy. 

Enlisted :  New  York,  N.  Y.,  January  22,  1913. 

Died :  Naval  hospital,  Fort  Lyons,  Colo.,  May  8,  1918. 

Cause:  Tuberculosis. 

Next  of  kin:  Wife,  Lottie  Zahn,  152  Rector  Street,  Union  Course,  Long 

Island,  N.  Y. 
ZAJIC,  JACOB,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Baltimore,  Md.,  May  11,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  October  7, 1918. 

Cause:  Pneumonia. 

Next  of  kin :  Mother,  Mrs.  Julia  Zajic,  1933  Alicanna  Street,  Baltimore,  Md. 
ZANETTI,  BIBTIE,  coxswain,  United  States  Navy. 

Enlisted :  Newark,  N.  J.,  December  5,  1917. 

Died :  U.  S.  S.  President  Lincoln,  May  31,  1918. 

Cause:  Killed  when  ship  was  torpedoed. 

Next  of  kin :  Father,  Thomas  Zanetti,  45  Knapp  Avenue,  Clifton,  N.  J. 
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ZEIGLER,  TILLMAN,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Charleston,  S.  C.,  January  5,  1918. 

Died :  Naval  hospital,  Charleston,  S.  C.,  October  11,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Henry  Zeigler,  Bamberg,  S.  C. 
ZEUFF,  JOHN  PETER,  yeoman,  third-class,  United  States  Naval  Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  April  27,  1918. 

Died :  Home,  122  Totowa  Road,  Borough  of  Totowa,  N.  J.,  October  11,  1918. 

Cause:  Influenza  and  pneumonia. 

Next  of  kin :  Mother,  Albertina  Zeliff,  122  Totowa  Road,  Paterson,  N.  J. 
ZELLEB,  GEORGE  JOHN,  machinist's  mate,  first  class,  United  States  Navy. 

Enlisted :  Richmond,  Va.,  December  14,  1917. 

Died :  Naval  air  station,  Pensacola,  Fla.,  June  28,  1918. 

Cause:  Seaplane  accident. 

Next  of  kin:  Wife,  Evelyn  Mary  Zeller,  431  Fourth  Avenue,  Northeast 

Roanoke,  Va. 
ZELLMAN,  OTTO  THEO.  HENRY,  fireman,  third  class,  United  States  Navy. 

Enlisted :  Pittsburgh,  Pa.,  April  16,  1917. 

Died :  Naval  hospital,  Philadelphia,  Pa.,  September  20, 1917. 

Cause:    Cerebrospinal  meningitis. 

Next  of  kin :  Mother,  Lena  Zellman,  412  Jane  Street,  Carnegie,  Pa. 
ZILAK,  JOSEPH,  electrician;  third  class,  United  States  Navy. 

Enlisted :  Portsmouth,  N.  H.,  August  16,  1915. 

Died :  Naval  hospital,  New  York,  January  9,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Sister,  Miss  Gladys  €.  Carpenter,  Mattoon,  Wis. 
ZIMMERMAN,  ROBERT  LEE,  seaman,  second  class,  United  States  Navy. 

Enlisted :  Cincinnati,  Ohio,  May  12,  1917. 

Died :  U.  S.  S.  Silsquehanna,  January  3,  1918. 

Cause:  Ammonia  poisoning. 

Next  of  kin :  Father,  John  Zimmerman,  Bradford,  Ohio. 
Zoss,  Louis,  fireman,  third  class,  United  States  Navy. 

Enlisted :  July  26,  1918,  Chicago,  111. 

Died :  U.  S.  S.  Comfort  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Brother,  Edward  Zoss,  Cazenova,  HI. 
ZUGEHOB,  RUDOLPH,  gunner's  mate,  second  class  (T),  United  States  Navy. 

Enlisted :  Shanghai,  China,  August  13,  1915. 

Died:  Naval  Torpedo  Station,  Newport,  R.  I.,  November  3,  1917. 

Cause :  Capsizing  of  boat 

Next  of  kin :  Father,  C.  V.  Zugehor,  Webster,  N.  Y. 
ZWIESELAND,  HARRY,  chief  machinist's  mate,  United  States  Navy. 

Enlisted :  Norfolk  Va.,  October  9,  1916. 

Died :  U.  S.  S.  Prometheus,  November  16,  1917. 

Cause:  Cerebral  hemorrhage. 

Next  of  kin :  Wife,  Jennie  Zwieseland,  Unionville,  N.  Y. 

NAVY  .ENLISTED  MEN  NOT  IN  ACTIVE  SERVICE. 

BIRON,  FELIX  FRED,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Albany,  N.  Y.,  July  10,  1918. 
Died :  Gloversville,  N.  Y.,  July  16,  1918. 
Cause:  Fracture  of  skull,  auto  accident,  at  railroad  crossing. 
Next  of  kin:  Mother,  Eurali  Biron,  17  Walnut  Street,  Gloversville,  N.  Y. 
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BLIZZARD,  ROBERT,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Wilmington,  N.  C.,  August  5, 1918. 

Died :  James  Walker  Hospital,  Kelly,  N.  C.,  October  2, 1918. 

Cause:  Influenza. 

Next  of  kin  :  Brother,  Homer  Blizzard,  Kelly,  N.  C. 

BBADLEY,  WALLACE  HEWITT,  Jr.,  apprentice  seaman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  New  York,  N.  Y.,  July  25,  1918. 

Died :  Raritan  Bay,  N.  J.,  September  2,  1918. 

Cause:  Drowned. 

Next  of  kin:  Father,  Wallace  H.  Bradley,  178  Elmwood  Avenue,  Irving- 
ton,  N.  J. 

BEOCK,  MCKINLEY  PARKER,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  February  16,  1918. 

Died :  Office  of  the  commandant,  Twelfth  Naval  District,  February  18, 1918. 

Cause:  Drowning. 

Next  of  kin :  Mother,  Jeanette  Martha  Brock,  Wheatland,  Calif. 
BURNS,   JAMES   FRANCIS,   landsman   for  quartermaster,   United   States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  November  28,  1917. 

Died :  Boston  City  Hospital,  Boston,  Mass.,  March  15,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :   Sister,  Mrs.  Mary  B.  Cronin,  20  Pearl   Street,  Dorchester, 

Mass. 
CALVERT,  WALTER  ROY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  15,  1918. 

Died :  At  home,  Memphis,  Tenn.,  August  11,  1918. 

Cause:  Typhoid  fever. 

Next  of  kin:  Mother,  Carrie  Estes  Calvert,  1011   South  Willett  Street, 

Memphis,  Tenn. 

CAMERON,  BONAH  C.,  machinist's  mate,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Jacksonville,  Fla.,  May  7,  1917. 

Died :  Jacksonville,  Fla.,  November  26,  1917. 

Cause :  Drowned. 

Next  of  kin :  Mother,  Frances  Cameron,  New  Berlin,  Fla. 

CHURCH,  Louis  EDGAR,  boatswain's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Puget  Sound,  Wash.,  June  1,  1917. 

Died :  Puget  Sound,  Wash.,  August  27,  1917. 

Cause:  Pernicious  anemia. 

Next  of  kin:  Wife,  Fern  H.  Church,  520  Third  Avenue,  West  Seattle, 

Wash. 

CHURCHILL,  MELDA  BEATRICE,  landsman  for  yeoman,  United  States  Naval  Re- 
serve Force. 

Enrolled :  San  Francisco,  Calif.,  October  28,  1918. 

Died :  Navy  temporary  hospital,  San  Francisco,  Calif.,  October  30,  1918. 

Cause:  Influenza,  pulmonary  type. 

Next  of  kin :  Mother,  Lulu  Churchill,  Strathmore,  Calif. 
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CLARK,  TALBOT,  water  tender,  United  States  Naval  Reserve  Force. 
Enrolled:  Norfolk,  Va.,  February  23,  1917. 
Died :  St.  Vincent's  Hospital,  Norfolk,  Va.,  June  4,  1917. 
Cause :  Aneurism  of  descending  aorta. 
Next  of  kin :  Father,  Castele  Clark,  Leachwood,  N.  C. 
CLELAND,  TRACY  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Kansas  City,  Mo.,  April  17,  1918. 
Died :  Great  Lakes,  111.,  May  30,  1918. 
Cause:  Drowned. 

Next  of  kin :  Father,  Frank  Lawrence  Cleland,  Alma,  Kans. 
COLWELL,  WILLIAM  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Boston,  Mass.,  May  29,  1918. 

Died :  Home,  186  Heath  Street,  Roxbury,  Mass.,  October  22,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Bridget  J.  Colwell,  186  Heath  Street,  Roxbury,  Mass. 
CONNELLY,  PAUL  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  New  York,  N.  Y.,  May  4,  1918. 
Died:  Twin  Ponds,  West  Foster  Meadows  and  Merrick  Road,  Rosedale, 

Long  Island,  June  1,  1918. 
Cause:  Asphyxia,  due  to  drowning. 

Next  of  kin :  Father,  Joseph  Connelly,  870  Anthon  Street,  Brooklyn,  N.  Y. 
CONWAY,  WILLIAM  LEE,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Indianapolis,  Ind.,  June  1,  1918. 
Died :  St.  Joseph  Hospital,  South  Bend,  Ind.,  October  22,  1918. 
Cause :  Pneumonia. 
Next  of  kin:  Father,  Patrick  Joseph  Conway,  26  Willow  Street,  Holyoke, 

Mass. 

DALTON,  ELAINE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 
Enrolled:  Richmond,  Va.,  July  19,  1918. 
Died :  Sylvatus,  Va.,  October  17,  1918. 
Cause:  Pneumonia. 

Next  of  kin :  Mother,  Lodoska  V.  Dalton,  Sylvatus,  Va. 
DELANEY,  FRANK  PATRICK,   apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enrolled :  Syracuse,  N.  Y.,  July  29,  1918. 

Died :  St.  Lawrence  Street,  Saranac  Lake,  N.  Y.,  October  10,  1918. 
Cause:  Pneumonia,  lobar. 

Next  of  kin :  Wife,  Anna  Delaney,  27  Cedar  Street,  Saranac  Lake,  N.  Y. 
DEVLIN,  WALTER  JEREMIAH,  landsman  for  quartermaster,  United  States  Naval 

Reserve  Force. 

Enrolled:  Boston,  Mass.,  August  1,  1918. 

'    Died :  57  Tremont  Street,  Charlestown,  Mass.,  September  23,  1918. 
Cause:  Influenza. 

Next  of  kin :  Mother,  Julia  Francis  Devlin,  57  Tremont  Street,  Charlestown, 
Mass. 
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Dix,  FRANK  STILLMAN,  machinist's  mate,  second  class,  United  States  Naval 
Reserve  Force. 

Enrolled:  New  York,  N.  Y.,  August  8,  1918. 

Died :  Third  Naval  District,  New  York,  August  13,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin:  Mother,  Annie  Stillman  Dix,  163  Prospect  Place,  Brooklyn, 

N.  Y. 
DUDOSKY,  MEYEB,  storekeeper,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  July  24,  1918. 

Died :  Civil  hospital,  Philadelphia,  Pa.,  October  2,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Dudosky,  705  South  Street,  Philadelphia,  Pa. 
ESTY,  CHARLES  GLENN,  coxswain,  United  States  Naval  Reserve  Force. 

Enrolled :  Newport,  R.  I.,  April  20,  1917. 

Died :  Cornell  University  Infirmary,  Ithaca,  N.  Y.,  October  20,  1918. 

Cause:  Pneumonia,  lobar. 

Next  of  kin :  Father,  Sherman  Esty,  Belleville,  N.  Y. 

GBEEN,  HARRY,  hospital  apprentice,  first  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Harvard  Medical  School,  Conn.,  December  11,  1917. 

Died :  Southbridge,  Mass.,  October  6,  1918. 

Cause:  Pneumonia. 

Next  of  kin :  Father,  Morris  Green,  Southbridge,  Mass. 

HAMILTON,   ALBERT  EDWARD,   ship's  cook,   fourth  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  New  York,  N.  Y.,  June  25,  1918. 

Died :  At  home,  Pleasant  Avenue,  Highwood,  N.  J.,  October  7, 1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Mother,  Alice  Hamilton,  Pleasant  Avenue,  Highwood,  N.  J. 
HANLON,  JOHN  JACOB,  carpenter's  mate,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  27,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  May  3,  1918. 

Cause:  Poison. 

Next  of  kin:  Uncle,  John  Hanlon,  1243  South  Taylor  Street,  Philadel- 
phia, Pa. 

HABHIS,  WILSON  BAPTIST,  apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  the  New  York,  Chicago  &  St.  Louis  Railroad 
when  returning  home  to  await  orders. 

Next  of  kin :  Mother,  Ellen  Best  Harris,  Covington,  Tenn. 
HABT,  THOMAS,  ordinary  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  New  Bedford,  Mass.,  March  23,  1917. 

Died :  St.  Lukes  Hospital,  New  Bedford,  Mass.,  August  23, 1917. 

Cause :  Mastoiditis  operation. 

Next  of  kin :  Aunt,  Miss  Mary  C.  Trodden,  16  Harmony  Street,  New  Bed- 
ford, Mass. 
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HASTINGS,  ALONZO,  landsman  for  electrician,  United  States  Naval  Reserve  Force. 

Enrolled :  Washington,  D.  C.,  August  6,  1918. 

Died :  At  home,  Seat  Pleasant,  Md.,  October  10,  1918. 

Cause :  Influenza,  lobar  pneumonia. 

Next  of  kin :  Father,  Alonzo  Hastings,  Seat  Pleasant,  Md. 
HAYWARD,  JOHN  JOSEPH,  landsman  for  quartermaster,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  January  7,  1913. 

Died :  First  Naval  District,  Boston,  Mass.,  February  14,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin :  Aunt,  Catherine  Dailey,  111  Third  Street,  South  Boston,  Mass. 
HEMPHILL,  NELSON  EUGENE,  electrician,  second  class  (G),  United  States  Naval 
Reserve  Force. 

Enrolled :  Medford,  Oreg.,  March  27,  1917. 

Died :  Thirteenth  Naval  District,  April  12,  1917. 

Cause:  Committed  suicide. 

Next  of  kin :  Wife,  Mary  B.  Hemphill,  1012  East  Main  Street,  Medford,  Oreg. 
HIBBEBT,  JAMES  Louis,  seaman,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Pittsburgh,  Pa.,  April  23,  1918. 

Died :  New  Alexandria,  Pa.,  April  27,  1918. 

Cause:  Gunshot  wound. 

Next  of  kin :  Mother,  Catherine  Hibbert,  New  Alexandria,  Pa. 
HIGGINBOTHAM,  JAMES  H.,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Newport,  R.  I.,  April  23,  1917. 

Died :  Newport,  R.  I.,  February  23,  1918. 

Cause:  Killed  in  aeroplane  accident. 

Next  of  kin:  Father,  Ruffus  W.  Higginbotham,  5002  Swiss  Avenue,  Dal- 
las, Tex. 

JACK,  WILLIAM  HENBY,  Jr.,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Parkersburg,  W.  Va.,  August  6,  1918. 

Died :  Weston,  W.  Va.,  October  23,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  William  H.  Jack,  316  Third  Street,  Weston,  W.  Va. 
JANDBOW,  HABBY  EDMUND,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  22,  1918. 

Died :  Boston,  Mass.,  October  22,  1918. 

Cause :  Died  from  wounds  received  in  auto  accident. 

Next  of  kin :  Mother,  Rose  Jandrow,  Mount  Guyet  Street,  North  Brook- 
field,  Mass. 

JONES,  RAYMOND  BENJAMIN,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Milwaukee,  Wis.,  June  10,  1918. 

Died :  Naval  hospital,  Norfolk,  Va.,  September  26,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Mother,  Vine  Jones,  618  South  Ashland  Avenue,  Green  Bay, 
Wis. 
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KELLEY,  WILLIAM  RAYMOND,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Little  Rock,  Ark.,  June  3,  1918. 

Died :  Naval  recruiting  station,  Little  Rock,  Ark.,  June  25,  1918. 

Cause :  Fractured  skull. 

Next  of  kin :  Wife,  Mrs.  W.  E.  Kelley,  1114  Gaines  Street,  Little  Rock,  Ark. 
KEOUGH,  WILLIAM  JOSEPH,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 
'  Enrolled :  Portland,  Me.,  July  1,  1918. 

Died :  First  Naval  District,  Boston,  Mass.,  October  10,  1918. 

Cause :  Pneumonia,  lobar. 

Next  of  kin :  Father,  Christopher  Patrick  Keough,  267  York  Street,  Port- 
land, Me. 
LANDY,  ABE,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Philadelphia,  Pa.,  August  8,  1918. 

Died :  Philadelphia,  Pa.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin :  Mother,  Elizabeth  Weiner  Landy,  3213  West  Clifford  Street, 

Philadelphia,  Pa. 

LOMBARDO,  JOSEPH,  chief  commissary  steward,  United  States  Naval  Reserve 
Force. 

Enrolled :  San  Francisco,  Calif.,  November  2,  1917. 

Died :  At  home,  346  Sanchez  Street,  San  Francisco,  Calif.,  March  30,  1918. 

Cause :  Ulcer  of  the  stomach. 

Next   of   kin :  Son,   Antonie   Lombardo,   346    Sanchez    Street,    San    Fran- 
cisco, Calif. 

LONG,  JEREMIAH  CHARLES,  machinist's  mate,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  December  12,  1917. 

Died :  First  Naval  District,  Boston,  Mass.,  February  27,  1918. 

Cause:  Acute  nephritis. 

Next  of  kin:  Wife,  Mrs.  Mary  Long,  16  Wordsworth  Street,  East  Boston, 

Mass. 
LOTT,  JOHN,  quartermaster,  first  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Tomkinsville,  N.  Y.,  April  9,  1917. 

Died:  While  attached  to  Third  Naval  District,  New  York,  November  23, 
1917. 

Cause :  Acute  alcoholism. 

Next  of  kin :  Sister,  Florence  Rayhold,  648  South  Fifty-first  Street,  Phila- 
delphia, Pa. 

LUNDINE,  ALPHER  ERMANGRADE,  landsman  for  electrician   (R),  United  States 
Naval  Reserve  Force. 

Enrolled :  Omaha,  Nebr.,  January  31,  1918. 

Died:  Naval  training  station,  Great  Lakes,  111.,  May  21,  1918. 

Cause:  Accident. 

Next  of  kin :  Mother,  Nellie  Lundine,  Bertrand,  Nebr. 

McCRAw,  HERHERT  GLENN,  landsman  for  machinist's  mate  (A),  United  States 
Naval  Reserve  Force. 

Enrolled:  Omaha,  Nebr.,  August  14,  1918. 

Died:  Lyons,  Nebr.,  October  18,  1918. 

Cause:  Influenza  complicated  with  pneumonia. 

Next  of  kin :  Wife,  Eva  Bernice  McCraw,  Lyons,  Nebr. 
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MCLENNAN,  WILLIAM  NELTHOBPE,  Jr.,  seaman,  second  class,  United  States  Naval 

Reserve  Force. 

Enrolled-:  Cleveland,  Ohio,  June  26,  1918. 
Died :  Great  Lakes,  111.,  Ocober  25,  1918. 
Cause :  Pneumonia. 
Next  of  kin :  Mother.  Helen  A.  McLennan,  20  Chicago  Boulevard,  Detroit, 

Mich. 
MCNEIL,  HAROLD  WILLIAM,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled:  Boston,  Mass.,  April  1,  1918. 
Died :  First  Naval  District,  Boston,  Mass.,  April  14,  1918. 
Cause:  Pneumonia,  lobar. 
Next  of  kin:  Wife,  Mrs.  Harold  William  McNeil,  102  North  Main  Street, 

Penacook,  N.  H. 

MANNING,  FRANK,  seaman,  second  class,  United  States  Naval  Reserve  Force. 
Enrolled:  New  York,  N.  Y.,  April  21,  1917. 
Died :  Brooklyn,  N.  Y.,  June  2,  1917.     Third  Naval  District. 
Cause:  Fell  from  building. 

Next  of  kin :  Sister,  Irene  Manning,  275  Classon  Avenue,  Brooklyn,  N.  Y. 
MARTIN,  LEWIS  HYPOLITE,  chief  quartermaster,  United  States  Naval  Reserve 

Force. 

Enrolled :  New  Orleans,  La.,  August  30,  1918. 
Died:  Home,  October  19,  1918. 
Cause:  Influenza. 
Next  of  kin :  Mother,  Constance  Thibodaux  Martin,  623  East  Sixth  Street, 

Crowley,  La. 
MONAHAN.  OWEN  FRANCIS,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Newark,  N.  J.,  April  2,  1918. 

Died :  409  Washington  Street,  Wilmington,  Del.,  October  4,  1918. 
Cause:  Typhoid  fever,  con.,  broncho. 
Next  of  kin :  -Mother,  Mary  Monahan,  73  Lexington  Avenue,  Jersey  City, 

N.  J. 
MTJLLANE,  JAMES,  landsman  for  electrician   (R),  United  States  Naval  Reserve 

Force. 

Enrolled :  New  York,  N.  Y.,  October  10,  1917. 
Died :  Third  Naval  District,  New  York,  N.  Y.,  April  22,  1918. 
Cause:  Tuberculosis  of  the  lungs. 

Next  of  kin  :  Sister,  Edna  Burns,  911  Manhattan  Avenue,  Brooklyn,  N.  Y. 
MURPHY,   JOHN  WILLIAM,  apprentice  seaman,  United   States  Naval  Reserve 

Force. 

Enrolled:  Boston,  Mass.,  July  18,  1918. 
Died :  At  home,  Somerville,  Mass.,  October  2,  1918. 
Cause:  Influenza. 

Next  of  kin:  Mother,  Margaret  Calnan  Murphy,  40  Oliver  Street,  Somer- 
ville, Mass. 
MURRAY,  WILLIAM  JOHN,  seaman,  second  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Chicago,  111.,  June  4,  1918. 
Died:   Detroit,  Mich.,  October  15,   1918;   attached  to  ninth,   tenth,   and 

eleventh  naval  districts. 
Cause:  Pneumonia.  » 

Next  of  kin :  Sister,  Dorothea  M.  Murray,  345  Burns  Avenue,  Detroit,  Mich. 
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OLIVER,  JOHN  FBANCIS,  seaman,   second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  March  7,  1918. 

Died :  Boston  City  Hospital,  Boston,  Mass.,  March  21,  1918. 

Cause:  Tuberculosis. 

Next  of  kin :  Mother,  Mary  Oliver,  277  Border  Street,  East  Boston,  Mass. 
PAGE,  RAYMOND  HILDOFF,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Dover,  Me.,  March  8,  1918. 

Died :  Abbott,  Me.,  September  14,  1918. 

Cause:  Tuberculosis  of  lungs. 

Next  of  kin :  Father,  W.  J.  Page,  Abbott  Village,  Me. 
PAINE,  FRANK  TROY,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause :  Killed  in  a  collision  on  the  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Mother,  Willie  Peete  Paine,  Covington,  Tenn. 
PURDON,  FREDERICK  WILLIAM,  landsman  for  quartermaster,  United  States  Naval 
Reserve  Force. 

Enrolled :  Boston,  Mass.,  July  9,  1918. 

Died :  Union  Hospital,  Lynn,  Mass.,  September  28,  1918. 

Cause :  Broncho-pneumonia. 

Next  of  kin :  Mother,  Henrietta  Purdon,  86  High  Rock  Street,  Lynn,  Mass. 
QUINN,  SAMUEL,  ship's  cook,  fourth  class,  United  States  Naval  Reserve  Force. 

Enrolled :  Tompkinsville,  Staten  Island,  N.  Y.,  June  29,  1918. 

Died :  76  Gerry  Street,  Brooklyn,  N.  Y.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Abraham  Quinn,  76  Gerry  Street,  Brooklyn,  N.  Y. 
RICHARDS,  FLOYD,  fireman,  third  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause:  Killed  in  wreck  on  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Sister,  Cora  Pinner,  R.  No.  3,  Newbern,  Tenn. 
ROGOVIN,  Louis,  landsman  for  quartermaster,  United   States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  July  15,  1918. 

Died :  Home,  618  Cross  Street,  Maiden,  Mass.,  September  27,  1918. 

Cause :  Pneumonia. 

Next  of  kin :  Wife,  Fannie  Rogovin,  618  Cross  Street,  Maiden,  Mass. 
Ross,  ARTHUR  MCLEOD,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  August  14,  1918. 

Died:  67  Edson  Street,  Dorchester,  Mass.,  September  22,  1918. 

Cause:  Lobar  pneumonia. 

Next  of  kin:  Mother,  Elizabeth  Ross,  67  Edson  Street,  Dorchester,  Mass. 
SCAMMERHORN,  WILLIAM  ARTHUR,  fireman,  third  class,  United  States  Naval 
Reserve  Force. 

Enrolled :  Nashville,  Tenn.,  July  8,  1918. 

Died :  Nashville,  Tenn.,  July  9,  1918. 

Cause:  Killed  in  a  collision  on  New  York,  Chicago  &  St.  Louis  Railroad. 

Next  of  kin :  Wife,  Isabell  Haywood  Scammerhorn,  456  East  Baltimore 
Street,  Jackson,  Tenn. 
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SCHEEB,  ARTHUR  RUSSELL,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  April  8,  1917. 

Died:  Fourth  Naval  District,  Philadelphia,  Pa.,  August  24,  1917. 

Cause:  Killed  by  being  crushed  between  an  engine  and  concrete  wall. 

Next  of  kin :  Wife,  Elsie  May  Scheer,  5528  Upland  Street,    Philadelphia,   Pa. 
SCHNEIDER,  EMIL,  machinist's  mate,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Philadelphia,  Pa.,  July  24,  1918. 

Died :  Fourth  Naval  District,  Philadelphia,  Pa.,  October  10,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Mrs.  Anna  Schneider,  4701  Worth  Street,  Philadel- 
phia, Pa. 

SELTZEK,  HENRY  GEOBGE,  storekeeper,  third  class,  United  States  Naval  Reserve 
Force. 

Enrolled:  Boston,  Mass.,  July  24,  1918. 

Died :  Hartford,  Conn.,  October  20,  1918. 

Cause:  Influenza. 

Next  of  kin:  Mother,  Lena  Seltzer,  54  Winthrop  Street,  Hartford,  Conn. 
SEVEBSEN,  SEGUB  D.,  musician,  second  class,  United  States  Naval  Reserve  Force. 

Enrolled:  Boston,  Mass.,  June  4,  1917. 

Died:  Camp  Hingham,  Hingham,  Mass.,  September  24,  1917. 

Cause:  Struck  by  train. 

Next  of  kin :  Mother,  Karen  Seversen,  39  D  Street,  Lowell,  Mass. 
SMALL,  KLEON  FLYNT,  yeoman,  third  class.  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  August  3,  1918. 

Died :  City  hospital,  Providence,  R.  I.,  September  27,  1918. 

Cause :  Acute  degeneration  of  the  anterior  horns  of  the  spinal  cord. 

Next  of  kin:  Mother,  Alfa  Small,  82  Doyle  Avenue,  Providence,  R.  I. 
SMITH,  COKWIN,  apprentice  seaman,  United  States  Naval  Reserve  Force. 

Enrolled :  Boston,  Mass.,  October  1,  1918. 

Died :  Naval  hospital,  Chelsea,  Mass.,  October  7,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Hinckley  Smith,  207  Eaton  Road,  Hamilton,  Ohio. 
STARK,  HOWARD  DELBERT,  seaman,  second  class,  United  States  Naval  Reserve 
Force. 

Enrolled :  Detroit,  Mich.,  June  20,  1918. 

Died :  Naval  Training  Station,  Great  Lakes,  111.,  July  15,  1918. 

Cause :  Valvular  heart  disease. 

Next  of  kin :  Mother,  Julia  Yerbury,  3466  Eighteenth  Street,   San  Fran- 
cisco, Calif. 

STOVALL,  Lucius  BRYANT,   apprentice  seaman,  United   States  Naval  Reserve 
Force. 

Enrolled:  Dallas,  Tex.,  April  29,  1918. 

Died :  Streetman,  Tex.,  May  17,  1918. 

Cause:  Congestion  of  brain. 

Next  of  kin :  Mother,  Ida  C.  Stovall,  R.  F.  D.  No.  2,  Streetman,  Tex. 
SULLIVAN,  JOHN  HUMPHREY,  apprentice  seaman,  United  States  Naval  Reserve 
Force. 

Enrolled :  Boston,  Mass.,  August  8,  1918. 

Died:  At  home,  47  King  Street,  Dorchester,  Mass.,  October  9,  1918. 

Cause:  Influenza. 

Next  of  kin :  Father,  Daniel  Eugene  Sullivan,  47  King  Street,  Dorchester. 
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VANDENBROOK,  NEWTON  McCoy,  apprentice  seaman,  United  States  Naval  Reserve 

Force. 

Enrolled:  Nashville,  Tenn.,  July  8,  1918. 
Died :  Nashville,  Tenn.,  July  9,  1918. 
Cause:  Killed  in  collision. 
Next  of  kin :  Mother,  Irene  McCoy  Vandenbrook,  366  North  Liberty  Street, 

Jackson,  Tenn. 
VAN  VAKENBUKGH,  HENRIETTA,  yeoman,  first  class,  United  States  Naval  Reserve 

Force. 

Enrolled :  Albany,  N.  Y.,  May  4,  1918. 

Died:  At  home,  91  Lancaster  Street,  Albany,  N.  Y.,  October  17,  1918. 
Cause:  Pneumonia. 

Next  of  kin:  Mother,  Mary  Kalica,  131  Sheridan  Avenue,  Albany,  N.  Y. 
WAGNON,  CYRUS  BUEL,  landsman  for  electrician  (R),  United  States  Naval  Re- 
serve Force. 

Enrolled:  El  Paso,  Tex.,  May  7,  1918. 
Died :  Douglas,  Ariz.,  May  31,  1918. 
Cause :  Pneumonia. 
Next  of  Kin:  Father,  Mr.  Robert  McL.  Wagnon,  general  delivery,  May, 

Tex. 

WARD,  ARNOLD  PETER,  machinist's  mate,  second  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Brooklyn,  N.  Y.,  August  2,  1918. 

Died:  At  home,  675  Fifth  Avenue,  Brooklyn,  N.  Y.,  September  30,  1918. 
Cause :  Pulmonary  edema,  acute. 

Next  of  kin:  Wife,  Minnie  C.  Ward,  675  Fifth  Avenue,  Brooklyn,  N.  Y. 
WELCH,  ALFRED,  landsman  for  machinist's  mate  (A),  United  States  Naval  Re- 
serve Force. 

Enrolled :  Boston,  Mass.,  July  1,  1918. 
Died :  City  Hospital,  Holyoke,  Mass.,  September  28,  1918. 
Cause:  Influenza  with  broncho-pneumonia. 

Next  of  kin :  Father,  Thomas  Welch,  915  Hampden  Street,  Holyoke,  Mass. 
WILSON,  JOHN  FRANCIS,  fireman,  first  class,  United  States  Naval  Reserve  Force. 
Enrolled:  Philadelphia,  Pa.,  July  1,  1918. 
Died:  Philadelphia,  Pa.,  October  10,  1918. 
Cause:  Pneumonia. 
Next  of  kin:  Mother,  Emma  Geochler  Wilson,  1413  Florida  Avenue  NW., 

Washington,  D.  C. 

WOODRUFF,  JOHN  THOMAS,  mess  attendant,  first  class,  United  States  Naval  Re- 
serve Force. 

Enrolled :  Norfolk,  Va.,  March  6,  1917. 

Died:  Knickerbocher  Hospital,  New  York,  N.  Y.,  July  20,  1917. 
Cause:  Undetermined. 
Next  of  kin :  Wife,  Mrs.  Hattie  Woodruff,  502  Walker  Avenue,  Norfolk,  Va. 
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